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National Cooperative Soil Survey 


This soil survey is a publication of the National Cooperative Soil Survey, a joint 
effort of the United States Department of Agriculture and other Federal agencies, 
State agencies including the Agricultural Experiment Stations, and local agencies. The 
Natural Resources Conservation Service (formerly the Soil Conservation Service) has 
leadership for the Federal part of the National Cooperative Soil Survey. 

Major fieldwork for this soil survey was completed from 2004 to 2006. Soil names 
and descriptions were approved in 2006. Unless otherwise indicated, statements in 
this publication refer to conditions in the survey area in 2006. This survey was made 
cooperatively by the Natural Resources Conservation Service and the University of 
Florida, Institute of Food and Agricultural Sciences, Agricultural Experiment Stations, 
and Soil and Water Science Department. It is part of the technical assistance furnished 
to the Gadsden Soil and Water Conservation District. 

The most current official data are available at http://websoilsurvey.nrcs.usda.gov/app/. 

Soil maps in this survey may be copied without permission. Enlargement of these 
maps, however, could cause misunderstanding of the detail of mapping. If enlarged, 
maps do not show the small areas of contrasting soils that could have been shown at 
a larger scale. 
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Cover Caption 


The Gadsden County courthouse. Urban land-Orangeburg-Norfolk complex, 2 to 5 
percent slopes, is the dominant map unit in urban areas of the county. Orangeburg and 
Norfolk soils are well suited to building site development. 
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Foreword 


Soil surveys contain information that affects land use planning in survey areas. 
They include predictions of soil behavior for selected land uses. The surveys highlight 
soil limitations, improvements needed to overcome the limitations, and the impact of 
selected land uses on the environment. 

Soil surveys are designed for many different users. Farmers, ranchers, foresters, 
and agronomists can use the surveys to evaluate the potential of the soil and the 
management needed for maximum food and fiber production. Planners, community 
officials, engineers, developers, builders, and home buyers can use the surveys to 
plan land use, select sites for construction, and identify special practices needed to 
ensure proper performance. Conservationists, teachers, students, and specialists in 
recreation, wildlife management, waste disposal, and pollution control can use the 
surveys to help them understand, protect, and enhance the environment. 

Various land use regulations of Federal, State, and local governments may impose 
special restrictions on land use or land treatment. The information in this report is 
intended to identify soil properties that are used in making various land use or land 
treatment decisions. Statements made in this report are intended to help the land 
users identify and reduce the effects of soil limitations on various land uses. The 
landowner or user is responsible for identifying and complying with existing laws and 
regulations. 

Although soil survey information can be used for general farm, local, and wider area 
planning, onsite investigation is needed to supplement this information in some cases. 
Examples include soil quality assessments (http://soils.usda.gov/sqi/) and certain 
conservation and engineering applications. For more detailed information, contact your 
local USDA Service Center (http://offices.sc.egov.usda.gov/locator/app?agency-nrcs) 


or your NRCS State Soil Scientist (http://soils.usda.gov/contact/state offices/). 
Great differences in soil properties can occur within short distances. Some soils 


are seasonally wet or subject to flooding. Some are too unstable to be used as a 
foundation for buildings or roads. Clayey or wet soils are poorly suited to use as septic 
tank absorption fields. A high water table makes a soil poorly suited to basements or 
underground installations. 

These and many other soil properties that affect land use are described in this soil 
survey. The location of each map unit is shown on the detailed soil maps. Each soil in 
the survey area is described, and information on specific uses is given. Help in using 
this publication and additional information are available at the local office of the Natural 
Resources Conservation Service or the Cooperative Extension Service. 


aE : 


Carlos Suarez 
State Conservationist 
Natural Resources Conservation Service 


vii 


Soil Survey of 
Gadsden County, Florida 


By Robert Weatherspoon and Kenneth Liudahl, 
Natural Resources Conservation Service 


Fieldwork by Robert Weatherspoon, Willie Nelson, Mikel Williams, 
Martin Figueroa, Eddie Cummings, David Howell, Jeff Allen, Kevin 
Sullivan, Frank Watts, Andrew Williams, and Alfred Jones, 

Natural Resources Conservation Service 


United States Department of Agriculture, 
Natural Resources Conservation Service, 
in cooperation with 

the University of Florida, 

Institute of Food and Agricultural Sciences, 
Agricultural Experiment Stations, and 

Soil and Water Science Department 


This soil survey is a revision of the survey of Gadsden County issued in 2007. It 
includes expanded information and the latest data and interpretations. Earlier soil 
surveys of Gadsden County were published in 1903 and 1961 (Fippin and Root, 1903; 
Thomas, Weeks, and Hazen, 1961). 


General Nature of the County 


Gadsden County is in the northwestern part of Florida (fig. 1). The county is about 
30 miles long and 20 miles wide. It has a land area of 325,120 acres, or about 508 
square miles. It is bounded by Georgia on the north, the Ochlockonee River on the 
east, the Apalachicola River on the west, and Liberty County and Lake Talquin on the 
south. In 2006, the population of the county was 51,833 (Gadsden County Chamber 
of Commerce, 2005). Quincy, which is on U.S. Highway 90 about midway between 
Pensacola and Jacksonville, is the county seat. The county was created in 1923, a 
year after the territorial government of Florida was formed. Gadsden County was the 
fifth county designated in the state. 


Climate 


Prepared by the National Water and Climate Center, Natural Resources Conservation Service, Portland, 
Oregon. 


The climate tables were created using data from a climate station at Quincy, Florida. 
Thunderstorm days, relative humidity, percent sunshine, and wind information were 
estimated from the first order station at Tallahassee, Florida. 

Table 1 gives data on temperature and precipitation for the survey area as recorded 
at Quincy in the period 1971 to 2000. Table 2 shows probable dates of the first freeze 
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Figure 1.—Location of Gadsden County in Florida. 


in fall and the last freeze in spring. Table 3 provides data on the length of the growing 
season. 

In winter, the average temperature is 52.9 degrees F and the average daily 
minimum temperature is 41.6 degrees. The lowest temperature on record, which 
occurred at Quincy on February 23, 1999, was 0 degrees. In summer, the average 
temperature is 80.1 degrees and the average daily maximum temperature is 90.2 
degrees. The highest temperature, which occurred at Quincy on June 19, 1998, was 
102 degrees. 

Growing degree days are shown in table 1. They are equivalent to "heat units." 
During the month, growing degree days accumulate by the amount that the average 
temperature each day exceeds a base temperature (50 degrees F). The normal 
monthly accumulation is used to schedule single or successive plantings of a crop 
between the last freeze in spring and the first freeze in fall. 

The average annual total precipitation is about 56.66 inches. Of this, about 42.8 
inches, or about 75 percent, usually falls in March through November. The growing 
season for most crops falls within this period. The heaviest 1-day rainfall during the 
period of record was 1.77 inches at Quincy on September 21, 1969. Thunderstorms 
occur on about 82 days each year and are most common between June and August. 

The average seasonal snowfall is 0.1 inch. The greatest snow depth at any one time 
during the period of record was 2 inches recorded on February 10, 1973. On average, 
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less than one day per year has at least 1 inch of snow on the ground. The heaviest 
1-day snowfall on record was 2.0 inches recorded on February 10, 1973. 

The average relative humidity in mid-afternoon ranges from about 45 percent in 
April to about 60 percent in July and August. Humidity is higher at night, and the 
average at dawn is about 90 percent in most months. The sun shines about 62 percent 
of the time possible in summer and 50 percent in winter. The prevailing wind is from 
the south from February to July and from the northeast in all other months. Average 
wind speed is highest, about 8 miles per hour, in February and March. 


Transportation 


Transportation facilities in the county are good. According to Enterprise Florida 
(2006), CXS is the main railroad, Interstate Highway 10 runs along the southern edge 
of the county, bus service is available, U.S. Highways 90 and 27 are the main federal 
highways, and State Highway 12 is the main state highway. 


Recreation 


Excellent opportunities for fishing and boating are available at Lake Talquin and 
Lake Seminole and on the Apalachicola and Ochlockonee Rivers. Quincy has a public 
swimming pool, a golf course, and county park facilities. The Gulf of Mexico is nearby 
and offers excellent saltwater fishing and recreation. 


How This Survey Was Made 


This survey was made to provide information about the soils and miscellaneous 
areas in the survey area. The information includes a description of the soils and 
miscellaneous areas and their location and a discussion of their suitability, limitations, 
and management for specified uses. Soil scientists observed the steepness, length, 
and shape of the slopes; the general pattern of drainage; the kinds of crops and 
native plants; and the kinds of bedrock. They dug many holes to study the soil profile, 
which is the sequence of natural layers, or horizons, in a soil. The profile extends 
from the surface down into the unconsolidated material in which the soil formed. The 
unconsolidated material is devoid of roots and other living organisms and has not been 
changed by other biological activity. 

The soils and miscellaneous areas in the survey area are in an orderly pattern 
that is related to the geology, landforms, relief, climate, and natural vegetation of the 
area. Each kind of soil and miscellaneous area is associated with a particular kind of 
landform or with a segment of the landform. By observing the soils and miscellaneous 
areas in the survey area and relating their position to specific segments of the 
landform, a soil scientist develops a concept or model of how they were formed. Thus, 
during mapping, this model enables the soil scientist to predict with a considerable 
degree of accuracy the kind of soil or miscellaneous area at a specific location on the 
landscape. 

Commonly, individual soils on the landscape merge into one another as their 
characteristics gradually change. To construct an accurate soil map, however, soil 
scientists must determine the boundaries between the soils. They can observe only 
a limited number of soil profiles. Nevertheless, these observations, supplemented by 
an understanding of the soil-vegetation-landscape relationship, are sufficient to verify 
predictions of the kinds of soil in an area and to determine the boundaries. 

Soil scientists recorded the characteristics of the soil profiles that they studied. 
They noted soil color, texture, size and shape of soil aggregates, kind and amount 
of rock fragments, distribution of plant roots, reaction, and other features that 
enable them to identify soils. After describing the soils in the survey area and 
determining their properties, the soil scientists assigned the soils to taxonomic 
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classes (units). Taxonomic classes are concepts. Each taxonomic class has a set of 
soil characteristics with precisely defined limits. The classes are used as a basis for 
comparison to classify soils systematically. Soil taxonomy, the system of taxonomic 
classification used in the United States, is based mainly on the kind and character 
of soil properties and the arrangement of horizons within the profile. After the soil 
scientists classified and named the soils in the survey area, they compared the 
individual soils with similar soils in the same taxonomic class in other areas so that 
they could confirm data and assemble additional data based on experience and 
research. 

While a soil survey is in progress, samples of some of the soils in the area generally 
are collected for laboratory analyses and for engineering tests. Soil scientists interpret 
the data from these analyses and tests as well as the field-observed characteristics 
and the soil properties to determine the expected behavior of the soils under different 
uses. Interpretations for all of the soils are field tested through observation of the soils 
in different uses and under different levels of management. Some interpretations are 
modified to fit local conditions, and some new interpretations are developed to meet 
local needs. Data are assembled from other sources, such as research information, 
production records, and field experience of specialists. For example, data on crop 
yields under defined levels of management are assembled from farm records and from 
field or plot experiments on the same kinds of soil. 

Predictions about soil behavior are based not only on soil properties but also on 
such variables as climate and biological activity. Soil conditions are predictable over 
long periods of time, but they are not predictable from year to year. For example, soil 
scientists can predict with a fairly high degree of accuracy that a given soil will have a 
high water table within certain depths in most years, but they cannot predict that a high 
water table will always be at a specific level in the soil on a specific date. 

After soil scientists located and identified the significant natural bodies of soil in 
the survey area, they drew the boundaries of these bodies on aerial photographs and 
identified each as a specific map unit. Aerial photographs show trees, buildings, fields, 
roads, and rivers, all of which help in locating boundaries accurately. 

The descriptions, names, and delineations of the soils in this survey area do not 
fully agree with those of the soils in adjacent survey areas. Differences are the result 
of a better knowledge of soils, modifications in series concepts, or variations in the 
intensity of mapping or in the extent of the soils in the survey areas. 


Detailed Soil Map Units 


The map units delineated on the detailed soil maps in this survey represent the soils 
or miscellaneous areas in the survey area. The map unit descriptions in this section, 
along with the maps, can be used to determine the suitability and potential of a unit for 
specific uses. They also can be used to plan the management needed for those uses. 

A map unit delineation on a soil map represents an area dominated by one 
or more major kinds of soil or miscellaneous areas. A map unit is identified and 
named according to the taxonomic classification of the dominant soils. Within a 
taxonomic class there are precisely defined limits for the properties of the soils. 

On the landscape, however, the soils are natural phenomena, and they have the 
characteristic variability of all natural phenomena. Thus, the range of some observed 
properties may extend beyond the limits defined for a taxonomic class. Areas of soils 
of a single taxonomic class rarely, if ever, can be mapped without including areas of 
other taxonomic classes. Consequently, every map unit is made up of the soils or 
miscellaneous areas for which it is named and some minor components that belong to 
taxonomic classes other than those of the major soils. 

Most minor soils have properties similar to those of the dominant soil or soils in 
the map unit, and thus they do not affect use and management. These are called 
non contrasting, or similar, components. They may or may not be mentioned in a 
particular map unit description. Other minor components, however, have properties 
and behavioral characteristics divergent enough to affect use or to require different 
management. These are called contrasting, or dissimilar, components. They generally 
are in small areas and could not be mapped separately because of the scale used. 
Some small areas of strongly contrasting soils or miscellaneous areas are identified by 
a special symbol on the maps. The contrasting components are mentioned in the map 
unit descriptions. A few areas of minor components may not have been observed, and 
consequently they are not mentioned in the descriptions, especially where the pattern 
was so complex that it was impractical to make enough observations to identify all the 
soils and miscellaneous areas on the landscape. 

The presence of minor components in a map unit in no way diminishes the 
usefulness or accuracy of the data. The objective of mapping is not to delineate pure 
taxonomic classes but rather to separate the landscape into landforms or landform 
segments that have similar use and management requirements. The delineation 
of such segments on the map provides sufficient information for the development 
of resource plans. If intensive use of small areas is planned, however, onsite 
investigation is needed to define and locate the soils and miscellaneous areas. 

An identifying symbol precedes the map unit name in the map unit descriptions. 
Each description includes general facts about the unit and gives the principal hazards 
and limitations to be considered in planning for specific uses. 

Soils that have profiles that are almost alike make up a soil series. Except for 
differences in texture of the surface layer, all the soils of a series have major horizons 
that are similar in composition, thickness, and arrangement. 

Soils of one series can differ in texture of the surface layer, slope, stoniness, salinity, 
degree of erosion, and other characteristics that affect their use. On the basis of such 
differences, a soil series is divided into soil phases. Most of the areas shown on the 
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detailed soil maps are phases of soil series. The name of a soil phase commonly 
indicates a feature that affects use or management. For example, Blanton sand, 0 to 5 
percent slopes, is a phase of the Blanton series. 

Some map units are made up of two or more major soils or miscellaneous areas. 
These map units are complexes or undifferentiated groups. 

A complex consists of two or more soils or miscellaneous areas in such an intricate 
pattern or in such small areas that they cannot be shown separately on the maps. The 
pattern and proportion of the soils or miscellaneous areas are somewhat similar in all 
areas. Bonifay-Albany-Centenary complex, 0 to 5 percent slopes, is an example. 

An undifferentiated group is made up of two or more soils or miscellaneous areas 
that could be mapped individually but are mapped as one unit because similar 
interpretations can be made for use and management. The pattern and proportion of 
the soils or miscellaneous areas in a mapped area are not uniform. An area can be 
made up of only one of the major soils or miscellaneous areas, or it can be made up 
of all of them. Rutlege and Plummer soils, depressional, is an undifferentiated group in 
this survey area. 

This survey includes miscellaneous areas. Such areas have little or no soil material 
and support little or no vegetation. Pits is an example. 

Table 4 gives the acreage and proportionate extent of each map unit. Other 
tables give properties of the soils and the limitations, capabilities, and potentials for 
many uses. The Glossary defines many of the terms used in describing the soils or 
miscellaneous areas. 


2—Albany-Blanton complex, 0 to 5 percent slopes 


Map Unit Composition 


Major components 
Albany and similar soils: 50 percent 
Blanton and similar soils: 38 percent 


Contrasting inclusions 
Bonneau soils: 5 percent 
Chipley soils: 4 percent 

Foxworth soils: 3 percent 


Component Descriptions 
Albany 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 0 to 5 percent 
Drainage class: Somewhat poorly drained 
Permeability: Moderately slow 
Available water capacity: Very low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 12 to 30 inches from December through 
April and from July through September 
Land capability classification, nonirrigated: 3e 
Typical profile: 
Surface layer—O0 to 8 inches; dark gray sand 
Subsurface layer—8 to 55 inches; brown, light yellowish brown, pale yellow, light 
gray, and light brownish gray sand that has strong brown mottles 
Subsoil—55 to 80 inches; light brownish gray sandy clay loam that has yellowish 
brown mottles 
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Blanton 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Moderately well drained 
Permeability: Moderately slow or slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 42 to 72 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—0 to 8 inches; dark gray sand 
Subsurface layer—8 to 50 inches; light olive brown, light yellowish brown, pale 
yellow, and light gray sand 
Subsoil—50 to 54 inches; pale brown sandy loam that has light brownish gray 
mottles 
Subsoil—54 to 80 inches; yellowish red, yellowish brown, light brownish gray, and 
gray sandy clay loam that has yellowish brown and light brownish gray mottles 
and 3 percent, by volume, plinthite nodules in the upper part and has light olive 
brown and yellowish brown mottles in the lower part 


3—Albany-Ousley-Pelham complex, 0 to 5 percent 
slopes, occasionally flooded 


Map Unit Composition 


Major components 

Albany and similar soils: 39 percent 
Ousley and similar soils: 30 percent 
Pelham and similar soils: 16 percent 


Contrasting inclusions 
Blanton soils: 10 percent 
Chipley soils: 5 percent 


Component Description 
Albany 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 0 to 5 percent 
Drainage class: Somewhat poorly drained 
Permeability: Moderately slow 
Available water capacity: Very low 
Shrink-swell potential: Low 
Flooding: Occasional, from December through April and from July through September 
Seasonal high water table: At a depth of about 12 to 30 inches from December through 
April and from July through September 
Land capability classification, nonirrigated: 3e 
Typical profile: 
Surface layer—O0 to 6 inches; dark gray sand 
Subsurface layer—6 to 47 inches; brown, light yellowish brown, pale yellow, light 
gray, and light brownish gray sand that has strong brown mottles 
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Subsoil—47 to 80 inches; light brownish gray sandy clay loam that has yellowish 
brown mottles 


Ousley 

Landscape: Marine terraces on coastal plains 

Landform: Knolls on stream terraces and on flood plains 

Parent material: Sandy fluvial deposits 

Slope: 0 to 5 percent 

Drainage class: Somewhat poorly drained 

Permeability: Rapid 

Available water capacity: Very low 

Shrink-swell potential: Low 

Flooding: Occasional, year-around 

Ponding: Rare, at the surface to 6 inches above the surface year-around 

Seasonal high water table: At a depth of about 18 to 36 inches year-around 

Land capability classification, nonirrigated: 3w 

Typical profile: 
Surface layer—0 to 10 inches; gray and grayish brown sand 
Substratum—10 to 80 inches; light yellowish brown, light gray, and pale yellow 

sand 


Pelham 
Landscape: Marine terraces on coastal plains 
Landform: Broad flats on flood plains 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Poorly drained 
Permeability: Moderate 
Available water capacity: Low 
Shrink-swell potential: Low 
Flooding: Occasional, year-around 
Seasonal high water table: Ata depth of about 6 to 18 inches year-around 
Land capability classification, nonirrigated: 5w 
Typical profile: 
Surface layer—O to 8 inches; very dark gray sand 
Subsurface layer—8 to 34 inches; dark grayish brown and grayish brown sand that 
has strong brown mottles in the lower part 
Subsoil—34 to 49 inches; gray fine sandy loam that has strong brown mottles 
Subsoil—49 to 80 inches; gray sandy clay loam that has strong brown and dark 
red mottles 


5—Blanton sand, 0 to 5 percent slopes 


Map Unit Composition 


Major components 
Blanton and similar soils: 80 percent 


Contrasting inclusions 
Bonifay soils: 12 percent 
Alpin soils: 8 percent 


Component Description 
Blanton 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
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Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Moderately well drained 
Permeability: Moderately slow or slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 42 to 72 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—0 to 5 inches; dark gray sand 
Subsurface layer—5 to 41 inches; light olive brown, light yellowish brown, pale 
yellow, and light gray sand 
Subsoil—41 to 48 inches; pale brown sandy loam that has light brownish gray 
mottles 
Subsoil—48 to 80 inches; yellowish red, yellowish brown, light brownish gray, and 
gray sandy clay loam that has yellowish brown and light brownish gray mottles 
and 3 percent, by volume, plinthite nodules in the upper part and has light olive 
brown and yellowish brown mottles in the lower part 


6—Blanton sand, 5 to 8 percent slopes 


Map Unit Composition 


Major components 
Blanton and similar soils: 85 percent 


Contrasting inclusions 
Albany soils: 10 percent 
Chipley soils: 5 percent 


Component Description 
Blanton 
Landscape: Marine terraces on coastal plains 
Landform: Ridges and side slopes 
Parent material: Sandy and loamy marine deposits 
Slope: 5 to 8 percent 
Drainage class: Moderately well drained 
Permeability: Moderately slow or slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 42 to 72 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 4s 
Typical profile: 
Surface layer—O0 to 4 inches; dark gray sand 
Subsurface layer—4 to 40 inches; light olive brown, light yellowish brown, pale 
yellow, and light gray sand 
Subsoil—40 to 53 inches; pale brown sandy loam that has light brownish gray 
mottles 
Subsoil—53 to 80 inches; yellowish red, yellowish brown, light brownish gray, and 
gray sandy clay loam that has yellowish brown and light brownish gray mottles 
and 3 percent, by volume, plinthite nodules in the upper part and has light olive 
brown and yellowish brown mottles in the lower part 


Soil Survey of Gadsden County, Florida 


9—Bonifay-Alpin complex, 0 to 5 percent slopes 


Map Unit Composition 
Major components 
Bonifay and similar soils: 52 percent 
Alpin and similar soils: 38 percent 


Contrasting inclusions 
Blanton soils: 5 percent 
Chipley soils: 5 percent 


Component Descriptions 
Bonifay 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Well drained 
Permeability: Moderately slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 54 to 66 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O to 9 inches; very dark grayish brown loamy sand 
Subsurface layer—9 to 42 inches; yellowish brown loamy sand 
Subsoil—42 to 52 inches; yellowish brown sandy loam that has yellowish red mottles 
Subsoil—52 to 80 inches; brownish yellow and light gray sandy clay loam that has 
red mottles in the lower part and has more than 5 percent, by volume, plinthite 
nodules 


Alpin 

Landscape: Marine terraces on coastal plains 

Landform: Knolls 

Parent material: Sandy marine deposits 

Slope: 0 to 5 percent 

Drainage class: Excessively drained 

Permeability: Moderately rapid 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 4s 

Typical profile: 
Surface layer—O to 6 inches; grayish brown sand 
Subsurface layer—6 to 65 inches; brown, yellow, and light yellowish brown sand 
Substratum—65 to 80 inches; very pale brown sand that has lamellae 


10—Bonifay-Albany-Centenary complex, 0 to 5 percent 
slopes 
Map Unit Composition 


Major components 
Bonifay and similar soils: 40 percent 
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Albany and similar soils: 25 percent 
Centenary and similar soils: 20 percent 


Contrasting inclusions 
Foxworth soils: 10 percent 
Chipley soils: 5 percent 


Component Descriptions 
Bonifay 
Landscape: Marine terraces on coastal plains 
Landform: Knolls and ridges 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Well drained 
Permeability: Moderately slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 54 to 66 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O to 5 inches; very dark grayish brown loamy sand 
Subsurface layer—5 to 57 inches; yellowish brown loamy sand 
Subsoil—57 to 63 inches; yellowish brown sandy loam that has yellowish red 
mottles 
Subsoil—63 to 80 inches; brownish yellow and light gray sandy clay loam that has 
red mottles in the lower part and has more than 5 percent, by volume, plinthite 
nodules 


Albany 
Landscape: Marine terraces on coastal plains 
Landform: Knolls and ridges 
Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 0 to 5 percent 
Drainage class: Somewhat poorly drained 
Permeability: Moderately slow 
Available water capacity: Very low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 12 to 30 inches from December through 
April and from July through September 
Land capability classification, nonirrigated: 3e 
Typical profile: 
Surface layer—O0 to 7 inches; dark gray sand 
Subsurface layer—7 to 55 inches; brown, light yellowish brown, pale yellow, light 
gray, and light brownish gray sand that has strong brown mottles 
Subsoil—55 to 80 inches; light brownish gray sandy clay loam that has yellowish 
brown mottles 


Centenary 

Landscape: Marine terraces on coastal plains 
Landform: Knolls and ridges 

Parent material: Sandy marine deposits 
Slope: 0 to 5 percent 

Drainage class: Well drained 

Permeability: Moderately rapid 

Available water capacity: Very low 
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Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 42 to 60 inches from December through 
April and from July through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O to 5 inches; very dark grayish brown sand 
Subsurface layer—5 to 64 inches; brownish yellowish, very pale brown, and light 
gray sand that has strong brown mottles in the lower part 
Subsoil—64 to 80 inches; dark reddish gray sand that has pinkish gray mottles 


11—Troup-Bonifay-Fuquay complex, 8 to 15 percent 


slopes 
Map Unit Composition 


Major components 

Troup and similar soils: 35 percent 
Bonifay and similar soils: 30 percent 
Fuquay and similar soils: 25 percent 


Contrasting inclusions 
Albany soils: 5 percent 
Bonneau soils: 5 percent 


Component Descriptions 

Troup 

Landscape: Marine terraces on coastal plains 

Landform: Ridges and side slopes 

Parent material: Sandy and loamy marine deposits 

Slope: 8 to 15 percent 

Drainage class: Somewhat excessively drained 

Permeability: Moderate 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 6s 

Typical profile: 
Surface layer—O to 4 inches; very dark grayish brown sand 
Subsurface layer—4 to 16 inches; yellowish brown sand 
Subsurface layer—16 to 52 inches; strong brown and reddish yellow loamy sand 
Subsoil—52 to 80 inches; dark yellowish brown sandy clay loam 


Bonifay 

Landscape: Marine terraces on coastal plains 

Landform: Ridges and side slopes 

Parent material: Sandy and loamy marine deposits 

Slope: 8 to 15 percent 

Drainage class: Well drained 

Permeability: Moderately slow 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: At a depth of about 54 to 66 inches from January through 
March and in August 

Land capability classification, nonirrigated: 6s 

Typical profile: 
Surface layer—O0 to 4 inches; very dark grayish brown loamy sand 
Subsurface layer—4 to 48 inches; yellowish brown loamy sand 
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Subsoil—48 to 54 inches; yellowish brown sandy loam that has yellowish red 
mottles 

Subsoil—54 to 80 inches; brownish yellow and light gray sandy clay loam that has 
red mottles in the lower part and has more than 5 percent, by volume, plinthite 
nodules 


Fuquay 
Landscape: Marine terraces on coastal plains 
Landform: Ridges and side slopes 
Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 8 to 15 percent 
Drainage class: Well drained 
Permeability: Moderate to slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 60 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 4s 
Typical profile: 
Surface layer—0 to 5 inches; brown sand 
Subsurface layer—5 to 34 inches; yellowish brown sand 
Subsoil—34 to 40 inches; yellowish brown sandy loam that has about 5 percent, 
by volume, plinthite nodules 
Subsoil—40 to 80 inches; yellowish brown and strong brown sandy clay loam 
that has yellowish red, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 


12—Bonneau-Leefield-Norfolk complex, 0 to 5 percent 
slopes 
Map Unit Composition 


Major components 

Bonneau and similar soils: 32 percent 
Leefield and similar soils: 29 percent 
Norfolk and similar soils: 27 percent 


Contrasting inclusions 
Ocilla soils: 7 percent 
Troup soils: 5 percent 


Component Descriptions 
Bonneau 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Well drained 
Permeability: Moderate 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 42 to 60 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 2s 
Typical profile: 
Surface layer—9O0 to 7 inches; grayish brown sand 
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Subsurface layer—7 to 27 inches; yellowish brown and brownish yellow sand 

Subsoil—27 to 36 inches; yellowish brown fine sandy loam 

Subsoil—36 to 80 inches; grayish brown and gray sandy clay loam that has 
yellowish red, very pale brown, strong brown, and gray mottles in the upper part 
and has very pale brown, gray, and pink mottles in the lower part 


Leefield 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Somewhat poorly drained 
Permeability: Moderately slow or slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 18 to 30 inches from December through 
March and from August through September 
Land capability classification, nonirrigated: 2w 
Typical profile: 
Surface layer—O to 9 inches; very dark gray sand 
Subsurface layer—9 to 28 inches; light brownish gray sand 
Subsoil—28 to 42 inches; light yellowish brown sandy loam that has light gray and 
brownish yellow mottles 
Subsoil—42 to 80 inches; olive yellow and yellowish brown sandy clay loam that 
has yellowish brown, yellowish red, and light gray mottles and about 5 percent, 
by volume, plinthite nodules 


Norfolk 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Loamy marine or fluviomarine deposits 
Slope: 0 to 5 percent 
Drainage class: Well drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 72 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 2e 
Typical profile: 
Surface layer—0 to 6 inches; brown loamy fine sand 
Subsoil—6 to 11 inches; strong brown sandy loam 
Subsoil—11 to 25 inches; strong brown sandy clay loam 
Subsoil—25 to 44 inches; strong brown sandy loam 
Subsoil—44 to 80 inches; light yellowish brown sandy clay loam that has yellowish 
red, dark yellowish brown, pale brown, light gray, and light brownish gray 
mottles 


14—Cowarts-Dothan-Fuquay complex, 5 to 8 percent 
slopes 
Map Unit Composition 


Major components 
Cowarts and similar soils: 33 percent 
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Dothan and similar soils: 30 percent 
Fuquay and similar soils: 28 percent 


Contrasting inclusions 
Orangeburg soils: 5 percent 
Lucy soils: 4 percent 


Component Descriptions 
Cowarts 
Landscape: Marine terraces on coastal plains 
Landform: Ridges and side slopes 
Parent material: Loamy marine deposits 
Slope: 5 to 8 percent 
Drainage class: Moderately well drained 
Permeability: Moderate to slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 36 to 54 inches from January through 
April and from August through September 
Land capability classification, nonirrigated: 4e 
Typical profile: 
Surface layer—0 to 4 inches; dark brown loamy fine sand 
Subsoil—4 to 8 inches; strong brown fine sandy loam 
Subsoil—8 to 40 inches; strong brown and yellowish red sandy clay loam that has 
brownish yellow and very pale brown mottles and 3 percent, by volume, plinthite 
nodules in the lower part 
Upper part of the substratum—40 to 57 inches; strong brown and yellowish red 
sandy clay loam that has yellowish red, very pale brown, and brownish yellow 
mottles in the upper part 
Lower part of the substratum—57 to 80 inches; mottled red, reddish yellow, and 
very pale brown sandy loam 


Dothan 
Landscape: Marine terraces on coastal plains 
Landform: Ridges and side slopes 
Parent material: Loamy marine deposits 
Slope: 5 to 8 percent 
Drainage class: Well drained 
Permeability: Moderately slow or slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 36 to 54 inches from January through 
April 
Land capability classification, nonirrigated: 3e 
Typical profile: 
Surface layer—O to 6 inches; brown loamy fine sand 
Subsoil—6 to 11 inches; yellowish brown fine sandy loam 
Subsoil—11 to 49 inches; yellowish brown sandy clay loam 
Subsoil—49 to 80 inches; yellowish brown and reddish yellow sandy clay loam 
that has strong brown, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 


Fuquay 
Landscape: Marine terraces on coastal plains 


Landform: Ridges and side slopes 
Parent material: Sandy and loamy marine or fluviomarine deposits 
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Slope: 5 to 8 percent 
Drainage class: Well drained 
Permeability: Moderate to slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 60 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O to 6 inches; brown sand 
Subsurface layer—6 to 33 inches; yellowish brown sand 
Subsoil—33 to 45 inches; yellowish brown sandy loam that has about 5 percent, 
by volume, plinthite nodules 
Subsoil—45 to 80 inches; yellowish brown and strong brown sandy clay loam 
that has yellowish red, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 


16—Cowarts-Nankin complex, 8 to 15 percent slopes 


Map Unit Composition 


Major components 
Cowarts and similar soils: 48 percent 
Nankin and similar soils: 40 percent 


Contrasting inclusions 
Fuquay soils: 7 percent 
Tifton soils: 5 percent 


Component Descriptions 
Cowarts 
Landscape: Marine terraces on coastal plains 
Landform: Ridges and side slopes 
Parent material: Loamy marine deposits 
Slope: 8 to 15 percent 
Drainage class: Moderately well drained 
Permeability: Moderate to slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 36 to 54 inches from January through 
April and from August through September 
Land capability classification, nonirrigated: 6e 
Typical profile: 
Surface layer—O to 5 inches; dark brown loamy fine sand 
Subsoil—5 to 10 inches; strong brown fine sandy loam 
Subsoil—10 to 25 inches; strong brown and yellowish red sandy clay loam that 
has brownish yellow and very pale brown mottles and 3 percent, by volume, 
plinthite nodules in the lower part 
Upper part of the substratum—25 to 57 inches; strong brown and yellowish red 
sandy clay loam that has yellowish red, very pale brown, and brownish yellow 
mottles in the upper part 
Lower part of the substratum—57 to 80 inches; mottled red, reddish yellow, and 
very pale brown sandy loam 


Nankin 
Landscape: Marine terraces on coastal plains 
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Landform: Ridges and side slopes 
Parent material: Stratified loamy and clayey marine deposits 
Slope: 8 to 15 percent 
Drainage class: Well drained 
Permeability: Moderately slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: None within a depth of 6 feet 
Land capability classification, nonirrigated: 4e 
Typical profile: 
Surface layer—O to 4 inches; dark grayish brown sandy loam 
Subsoil—4 to 9 inches; strong brown sandy clay loam 
Subsoil—9 to 28 inches; yellowish red sandy clay that has light yellowish brown 
and dark red mottles 
Subsoil—28 to 56 inches; dark red, light yellowish brown, light gray, brown, and 
yellowish red sandy clay loam that has yellowish brown mottles in the upper 
part 
Substratum—956 to 80 inches; very pale brown, brown, and red sandy clay loam 


18—Dothan-Fuquay complex, 0 to 2 percent slopes 


Map Unit Composition 


Major components 
Dothan and similar soils: 47 percent 
Fuquay and similar soils: 41 percent 


Contrasting inclusions 
Leefield soils: 8 percent 
Norfolk soils: 4 percent 


Component Descriptions 
Dothan 
Landscape: Marine terraces on coastal plains 
Landform: Rises and ridgetops 
Parent material: Loamy marine deposits 
Slope: 0 to 2 percent 
Drainage class: Well drained 
Permeability: Moderately slow or slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 36 to 54 inches from January through 
April and from August through September 
Land capability classification, nonirrigated: 1 
Typical profile: 
Surface layer—O to 9 inches; brown loamy fine sand 
Subsoil—9 to 27 inches; yellowish brown fine sandy loam 
Subsoil—27 to 49 inches; yellowish brown sandy clay loam 
Subsoil—49 to 80 inches; yellowish brown and reddish yellow sandy clay loam 
that has strong brown, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 


Fuquay 
Landscape: Marine terraces on coastal plains 
Landform: Rises and ridgetops 
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Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 0 to 2 percent 
Drainage class: Well drained 
Permeability: Moderate to slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 60 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 2s 
Typical profile: 
Surface layer—O to 7 inches; brown sand 
Subsurface layer—7 to 37 inches; yellowish brown sand 
Subsoil—37 to 43 inches; yellowish brown sandy loam that has about 5 percent, 
by volume, plinthite nodules 
Subsoil—43 to 80 inches; yellowish brown and strong brown sandy clay loam 
that has yellowish red, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 


19—Dothan-Fuquay complex, 2 to 5 percent slopes 


Map Unit Composition 


Major components 
Dothan and similar soils: 49 percent 
Fuquay and similar soils: 39 percent 


Contrasting inclusions 
Bonifay soils: 9 percent 
Cowarts soils: 3 percent 


Component Descriptions 
Dothan 
Landscape: Marine terraces on coastal plains 
Landform: Knolls and ridgetops 
Parent material: Loamy marine deposits 
Slope: 2 to 5 percent 
Drainage class: Well drained 
Permeability: Moderately slow or slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 36 to 54 inches from January through 
April and from August through September 
Land capability classification, nonirrigated: 2e 
Typical profile: 
Surface layer—O to 9 inches; brown loamy fine sand 
Subsoil—9 to 17 inches; yellowish brown fine sandy loam 
Subsoil—17 to 49 inches; yellowish brown sandy clay loam 
Subsoil—49 to 80 inches; yellowish brown and reddish yellow sandy clay loam 
that has strong brown, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 


Fuquay 
Landscape: Marine terraces on coastal plains 


Landform: Knolls and ridgetops 
Parent material: Sandy and loamy marine or fluviomarine deposits 
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Slope: 2 to 5 percent 
Drainage class: Well drained 
Permeability: Moderate to slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 60 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 2s 
Typical profile: 
Surface layer—O to 7 inches; brown sand 
Subsurface layer—7 to 30 inches; yellowish brown sand 
Subsoil—30 to 38 inches; yellowish brown sandy loam that has about 5 percent, 
by volume, plinthite nodules 
Subsoil—38 to 80 inches; yellowish brown and strong brown sandy clay loam 
that has yellowish red, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 


21—Dothan-Fuquay-Cowarts complex, 8 to 15 percent 
slopes 
Map Unit Composition 


Major components 

Dothan and similar soils: 49 percent 

Fuquay and similar soils: 20 percent 

Cowarts and similar soils: 19 percent 


Contrasting inclusions 
Norfolk soils: 8 percent 
Orangeburg soils: 4 percent 


Component Descriptions 
Dothan 
Landscape: Marine terraces on coastal plains 
Landform: Ridges and side slopes 
Parent material: Loamy marine deposits 
Slope: 8 to 15 percent 
Drainage class: Well drained 
Permeability: Moderately slow or slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 36 to 54 inches from January through 
April 
Land capability classification, nonirrigated: 4e 
Typical profile: 
Surface layer—O to 5 inches; brown loamy fine sand 
Subsoil—5 to 13 inches; yellowish brown fine sandy loam 
Subsoil—13 to 45 inches; yellowish brown sandy clay loam 
Subsoil—45 to 80 inches; yellowish brown and reddish yellow sandy clay loam 
that has strong brown, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 


Fuquay 
Landscape: Marine terraces on coastal plains 


Landform: Ridges and side slopes 
Parent material: Sandy and loamy marine or fluviomarine deposits 
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Slope: 8 to 15 percent 
Drainage class: Well drained 
Permeability: Moderate to slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 60 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 4s 
Typical profile: 
Surface layer—O to 5 inches; brown sand 
Subsurface layer—5 to 21 inches; yellowish brown sand 
Subsoil—21 to 29 inches; yellowish brown sandy loam that has about 5 percent, 
by volume, plinthite nodules 
Subsoil—29 to 80 inches; yellowish brown and strong brown sandy clay loam 
that has yellowish red, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 


Cowarts 
Landscape: Marine terraces on coastal plains 
Landform: Ridges and side slopes 
Parent material: Loamy marine deposits 
Slope: 8 to 15 percent 
Drainage class: Moderately well drained 
Permeability: Moderate to slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 36 to 54 inches from January through 
April and from August through September 
Land capability classification, nonirrigated: 6e 
Typical profile: 
Surface layer—O to 4 inches; dark brown loamy fine sand 
Subsoil—4 to 9 inches; strong brown fine sandy loam 
Subsoil—9 to 32 inches; strong brown and yellowish red sandy clay loam that has 
brownish yellow and very pale brown mottles and 3 percent, by volume, plinthite 
nodules in the lower part 
Upper part of the substratum—32 to 55 inches; strong brown and yellowish red 
sandy clay loam that has yellowish red, very pale brown, and brownish yellow 
mottles in the upper part 
Lower part of the substratum—S55 to 80 inches; mottled red, reddish yellow, and 
very pale brown sandy loam 


23—Fuquay-Lucy-Orangeburg complex, 0 to 5 percent 
slopes 
Map Unit Composition 
Major components 
Fuquay and similar soils: 40 percent 


Lucy and similar soils: 30 percent 
Orangeburg and similar soils: 20 percent 


Contrasting inclusions 
Dothan soils: 5 percent 
Bonifay soils: 5 percent 
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Component Descriptions 
Fuquay 
Landscape: Marine terraces on coastal plains 
Landform: Knolls and ridgetops 
Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 0 to 5 percent 
Drainage class: Well drained 
Permeability: Moderate to slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 60 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 2s 
Typical profile: 
Surface layer—0 to 10 inches; brown sand 
Subsurface layer—10 to 32 inches; yellowish brown sand 
Subsoil—32 to 46 inches; yellowish brown sandy loam that has about 5 percent, 
by volume, plinthite nodules 
Subsoil—46 to 80 inches; yellowish brown and strong brown sandy clay loam 
that has yellowish red, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 


Lucy 

Landscape: Marine terraces on coastal plains 

Landform: Knolls 

Parent material: Sandy and loamy marine or fluvial deposits 

Slope: 0 to 5 percent 

Drainage class: Well drained 

Permeability: Moderate 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 2s 

Typical profile: 
Surface layer—O to 8 inches; dark grayish brown loamy sand 
Subsurface layer—8 to 24 inches; strong brown loamy sand 
Subsoil—24 to 35 inches; yellowish red sandy loam 
Subsoil—35 to 80 inches; dark red sandy clay loam that has less than 5 percent, 

by volume, plinthite nodules 


Orangeburg 
Landscape: Marine terraces on coastal plains 
Landform: Knolls and broad ridges 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Well drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: None within a depth of 6 feet 
Land capability classification, nonirrigated: 2e 
Typical profile: 
Surface layer—O to 6 inches; brown loamy sand 
Subsurface layer—6 to 11 inches; reddish brown loamy sand 
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Subsoil—11 to 80 inches; dark red sandy clay loam that has 2 percent, by volume, 
ironstone nodules in the lower part 


24—Fuquay-Bonifay complex, 5 to 15 percent slopes 


Map Unit Composition 


Major components 
Fuquay and similar soils: 55 percent 
Bonifay and similar soils: 38 percent 


Contrasting inclusions 
Dothan soils: 3 percent 
Tifton soils: 2 percent 
Troup soils: 2 percent 


Component Descriptions 
Fuquay 
Landscape: Marine terraces on coastal plains 
Landform: Ridges, side slopes, and hills 
Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 5 to 15 percent 
Drainage class: Well drained 
Permeability: Moderate to slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 60 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 4s 
Typical profile: 
Surface layer—O to 5 inches; brown sand 
Subsurface layer—5 to 32 inches; yellowish brown sand 
Subsoil—32 to 44 inches; yellowish brown sandy loam that has about 5 percent, 
by volume, plinthite nodules 
Subsoil—44 to 80 inches; yellowish brown and strong brown sandy clay loam 
that has yellowish red, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 


Bonifay 

Landscape: Marine terraces on coastal plains 

Landform: Ridges, side slopes, and hills 

Parent material: Sandy and loamy marine deposits 

Slope: 5 to 15 percent 

Drainage class: Well drained 

Permeability: Moderately slow 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: At a depth of about 54 to 66 inches from January through 
March and in August 

Land capability classification, nonirrigated: 6s 

Typical profile: 
Surface layer—O0 to 4 inches; very dark grayish brown loamy sand 
Subsurface layer—4 to 45 inches; yellowish brown loamy sand 
Subsoil—45 to 53 inches; yellowish brown sandy loam that has yellowish red 

mottles 
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Subsoil—53 to 80 inches; brownish yellow and light gray sandy clay loam that has 
red mottles in the lower part and has more than 5 percent, by volume, plinthite 
nodules 


27—Goldsboro loamy fine sand, 0 to 2 percent slopes 


Map Unit Composition 


Major components 
Goldsboro and similar soils: 87 percent 


Contrasting inclusions 
Ocilla soils: 7 percent 
Rains soils: 6 percent 


Component Description 
Goldsboro 
Landscape: Marine terraces on coastal plains 
Landform: Rises 
Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 0 to 2 percent 
Drainage class: Moderately well drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 24 to 36 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 2w 
Typical profile: 
Surface layer—O to 8 inches; grayish brown loamy fine sand 
Subsurface layer—8 to 12 inches; pale brown loamy fine sand 
Subsoil—12 to 15 inches; brownish yellow sandy loam 
Subsoil—15 to 80 inches; yellowish brown, pale brown, and gray sandy clay loam 
that has yellowish brown mottles in the upper part and red, brownish yellow, and 
gray mottles in the lower part 


28—Goldsboro loamy fine sand, 2 to 5 percent slopes 


Map Unit Composition 


Major components 
Goldsboro and similar soils: 91 percent 


Contrasting inclusions 
Norfolk soils: 6 percent 
Orangeburg soils: 3 percent 


Component Description 
Goldsboro 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 2 to 5 percent 
Drainage class: Moderately well drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
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Seasonal high water table: At a depth of about 24 to 36 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 2e 
Typical profile: 
Surface layer—O to 6 inches; grayish brown loamy fine sand 
Subsurface layer—6 to 9 inches; pale brown loamy fine sand 
Subsoil—9 to 13 inches; brownish yellow sandy loam 
Subsoil—13 to 80 inches; yellowish brown, pale brown, and gray sandy clay loam 
that has yellowish brown mottles in the upper part and red, brownish yellow, and 
gray mottles in the lower part 


29—Grady fine sandy loam, depressional 


Map Unit Composition 


Major components 
Grady and similar soils: 85 percent 


Contrasting inclusions 
Pelham soils: 10 percent 
Plummer soils: 5 percent 


Component Description 
Grady 
Landscape: Marine terraces on coastal plains 
Landform: Depressions 
Parent material: Clayey marine deposits 
Slope: 0 to 2 percent 
Drainage class: Poorly drained 
Permeability: Slow 
Available water capacity: Moderate 
Shrink-swell potential: Moderate 
Ponding: Frequent, at the surface to 24 inches above the surface year-around 
Seasonal high water table: At the surface to a depth of about 12 inches year-around 
Land capability classification, nonirrigated: 5w 
Typical profile: 
Surface layer—0 to 5 inches; very dark gray fine sandy loam 
Subsoil—5 to 11 inches; grayish brown sandy clay loam 
Subsoil—11 to 62 inches; gray clay that has yellowish red and yellowish brown 
mottles in the upper part and yellowish brown mottles in the lower part 
Subsoil—62 to 80 inches; gray sandy clay that has yellowish brown mottles 


30—Lakeland sand, 0 to 5 percent slopes 


Map Unit Composition 


Major components 
Lakeland and similar soils: 89 percent 


Contrasting inclusions 
Chipley soils: 6 percent 
Foxworth soils: 5 percent 


Component Description 
Lakeland 
Landscape: Marine terraces on coastal plains 
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Landform: Knolls 

Parent material: Sandy marine deposits 

Slope: 0 to 5 percent 

Drainage class: Excessively drained 

Permeability: Rapid or very rapid 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 3s 

Typical profile: 
Surface layer—O to 3 inches; very dark grayish brown sand 
Substratum—3 to 80 inches; yellowish brown and very pale brown sand that has 

yellowish red mottles in the lower part 


31—Lakeland sand, 5 to 15 percent slopes 


Map Unit Composition 


Major components 
Lakeland and similar soils: 90 percent 


Contrasting inclusions 
Foxworth soils: 6 percent 
Chipley soils: 4 percent 


Component Description 
Lakeland 
Landscape: Marine terraces on coastal plains 
Landform: Ridges, side slopes, and hills 
Parent material: Sandy marine deposits 
Slope: 5 to 15 percent 
Drainage class: Excessively drained 
Permeability: Rapid or very rapid 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: None within a depth of 6 feet 
Land capability classification, nonirrigated: 6s 
Typical profile: 
Surface layer—0 to 3 inches; very dark grayish brown sand 
Substratum—3 to 80 inches; yellowish brown and very pale brown sand that has 
yellowish red mottles in the lower part 


32—Leefield-Bonifay-Dothan complex, 0 to 5 percent 
slopes 
Map Unit Composition 


Major components 

Leefield and similar soils: 44 percent 
Bonifay and similar soils: 26 percent 
Dothan and similar soils: 23 percent 


Contrasting inclusions 
Chipley soils: 4 percent 
Lakeland soils: 3 percent 
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Component Descriptions 
Leefield 
Landscape: Marine terraces on coastal plains 
Landform: Knolls and ridgetops 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Somewhat poorly drained 
Permeability: Moderately slow or slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 18 to 30 inches from December through 
March and from August through September 
Land capability classification, nonirrigated: 2w 
Typical profile: 
Surface layer—0 to 10 inches; very dark gray sand 
Subsurface layer—10 to 23 inches; light brownish gray sand 
Subsoil—23 to 33 inches; light yellowish brown sandy loam that has light gray and 
brownish yellow mottles 
Subsoil—33 to 80 inches; olive yellow and yellowish brown sandy clay loam that 
has yellowish brown, yellowish red, and light gray mottles and about 5 percent, 
by volume, plinthite nodules 


Bonifay 
Landscape: Marine terraces on coastal plains 
Landform: Knolls and ridgetops 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Well drained 
Permeability: Moderately slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 54 to 66 inches from January through 
March 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O to 8 inches; very dark grayish brown loamy sand 
Subsurface layer—8 to 42 inches; yellowish brown loamy sand 
Subsoil—42 to 53 inches; yellowish brown sandy loam that has yellowish red 
mottles 
Subsoil—53 to 80 inches; brownish yellow and light gray sandy clay loam that has 
red mottles in the lower part and has more than 5 percent, by volume, plinthite 
nodules 


Dothan 

Landscape: Marine terraces on coastal plains 

Landform: Knolls and ridgetops 

Parent material: Loamy marine deposits 

Slope: 0 to 5 percent 

Drainage class: Well drained 

Permeability: Moderately slow or slow 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Seasonal high water table: At a depth of about 36 to 54 inches from January through 
April and from August through September 
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Land capability classification, nonirrigated: 2e 
Typical profile: 
Surface layer—O to 9 inches; brown loamy fine sand 
Subsoil—9 to 24 inches; yellowish brown fine sandy loam 
Subsoil—24 to 47 inches; yellowish brown sandy clay loam 
Subsoil—47 to 80 inches; yellowish brown and reddish yellow sandy clay loam 
that has strong brown, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 


33—Leon-Chipley complex 


Map Unit Composition 


Major components 
Leon and similar soils: 48 percent 
Chipley and similar soils: 42 percent 


Contrasting inclusions 
Bonifay soils: 6 percent 
Hurricane soils: 4 percent 


Component Descriptions 
Leon 
Landscape: Marine terraces on coastal plains 
Landform: Flatwoods 
Parent material: Sandy marine deposits 
Slope: 0 to 2 percent 
Drainage class: Poorly drained 
Permeability: Moderate or moderately slow 
Available water capacity: Very low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 6 to 18 inches from December through 
April and from July through September 
Land capability classification, nonirrigated: 4w 
Typical profile: 
Surface layer—O to 4 inches; black sand 
Subsurface layer—4 to 10 inches; light brownish gray sand 
Subsoil—10 to 17 inches; dark reddish brown sand that has black masses 
Subsoil—17 to 63 inches; brown, light gray, and light brownish gray sand that has 
black and dark brown masses 
Subsoil—63 to 80 inches; very dark brown sand that has yellowish brown streaks 
and pockets 


Chipley 

Landscape: Marine terraces on coastal plains 

Landform: Rises 

Parent material: Sandy marine deposits 

Slope: 0 to 2 percent 

Drainage class: Somewhat poorly drained 

Permeability: Very rapid or rapid 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: At a depth of about 24 to 36 inches from December through 
April and from August through September 
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Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O0 to 10 inches; dark brown sand 
Substratum—10 to 80 inches; light yellowish brown, light gray, and white sand 
that has strong brown, yellowish red, brownish yellow, and reddish yellow 
mottles 


35—Lucy-Troup complex, 8 to 15 percent slopes 


Map Unit Composition 


Major components 
Lucy and similar soils: 45 percent 
Troup and similar soils: 42 percent 


Contrasting inclusions 
Bonifay soils: 8 percent 
Fuquay soils: 5 percent 


Component Descriptions 

Lucy 

Landscape: Marine terraces on coastal plains 

Landform: Hills 

Parent material: Sandy and loamy marine or fluvial deposits 

Slope: 8 to 15 percent 

Drainage class: Well drained 

Permeability: Moderate 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 4s 

Typical profile: 
Surface layer—O to 5 inches; dark grayish brown loamy sand 
Subsurface layer—5 to 26 inches; strong brown loamy sand 
Subsoil—26 to 38 inches; yellowish red sandy loam 
Subsoil—38 to 80 inches; dark red sandy clay loam that has less than 5 percent, 

by volume, plinthite nodules 


Troup 

Landscape: Marine terraces on coastal plains 

Landform: Hills 

Parent material: Sandy and loamy marine deposits 

Slope: 8 to 15 percent 

Drainage class: Somewhat excessively drained 

Permeability: Moderate 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 6s 

Typical profile: 
Surface layer—O to 4 inches; very dark grayish brown sand 
Subsurface layer—4 to 14 inches; yellowish brown sand 
Subsurface layer—14 to 43 inches; strong brown and reddish yellow loamy sand 
Subsoil—43 to 80 inches; dark yellowish brown sandy clay loam 
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36—Lucy-Orangeburg-Cowarts complex, 15 to 45 percent 
slopes 
Map Unit Composition 


Major components 

Lucy and similar soils: 49 percent 
Orangeburg and similar soils: 21 percent 
Cowarts and similar soils: 19 percent 


Contrasting inclusions 
Bonifay soils: 7 percent 
Lakeland soils: 4 percent 


Component Descriptions 

Lucy 

Landscape: Marine terraces on coastal plains 

Landform: Hillslopes 

Parent material: Sandy and loamy marine or fluvial deposits 

Slope: 15 to 45 percent 

Drainage class: Well drained 

Permeability: Moderate 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 7s 

Typical profile: 
Surface layer—O to 5 inches; dark grayish brown loamy sand 
Subsurface layer—5 to 22 inches; strong brown loamy sand 
Subsoil—22 to 33 inches; yellowish red sandy loam 
Subsoil—33 to 80 inches; dark red sandy clay loam that has less than 5 percent, 

by volume, plinthite nodules 


Orangeburg 

Landscape: Marine terraces on coastal plains 

Landform: Hillslopes 

Parent material: Sandy and loamy marine deposits 

Slope: 15 to 45 percent 

Drainage class: Well drained 

Permeability: Moderate 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 7e 

Typical profile: 
Surface layer—0 to 4 inches; brown loamy sand 
Subsurface layer—4 to 9 inches; reddish brown loamy sand 
Subsoil—9 to 80 inches; dark red sandy clay loam that has 2 percent, by volume, 

ironstone nodules in the lower part 


Cowarts 

Landscape: Marine terraces on coastal plains 
Landform: Hillslopes 

Parent material: Loamy marine deposits 
Slope: 15 to 45 percent 
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Drainage class: Moderately well drained 
Permeability: Moderate to slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 36 to 54 inches from January through 
April and from August through September 
Land capability classification, nonirrigated: 7e 
Typical profile: 
Surface layer—O to 3 inches; dark brown loamy fine sand 
Subsoil—3 to 9 inches; strong brown fine sandy loam 
Subsoil—9 to 29 inches; strong brown and yellowish red sandy clay loam that has 
brownish yellow and very pale brown mottles and 3 percent, by volume, plinthite 
nodules in the lower part 
Upper part of the substratum—29 to 55 inches; strong brown and yellowish red 
sandy clay loam that has yellowish red, very pale brown, and brownish yellow 
mottles in the upper part 
Lower part of the substratum—55 to 80 inches; mottled red, reddish yellow, and 
very pale brown sandy loam 


40—Cowarts-Dothan-Fuquay complex, 15 to 60 percent 
slopes 
Map Unit Composition 


Major components 

Cowarts and similar soils: 50 percent 
Dothan and similar soils: 25 percent 

Fuquay and similar soils: 17 percent 


Contrasting inclusions 
Lucy soils: 5 percent 
Nankin soils: 3 percent 


Component Descriptions 
Cowarts 
Landscape: Marine terraces on coastal plains 
Landform: Hillslopes 
Parent material: Loamy marine deposits 
Slope: 15 to 60 percent 
Drainage class: Moderately well drained 
Permeability: Moderate to slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 36 to 54 inches from January through 
April and from August through September 
Land capability classification, nonirrigated: 7e 
Typical profile: 
Surface layer—O to 3 inches; dark brown loamy fine sand 
Subsoil—3 to 7 inches; strong brown fine sandy loam 
Subsoil—7 to 27 inches; strong brown and yellowish red sandy clay loam that has 
brownish yellow and very pale brown mottles and 3 percent, by volume, plinthite 
nodules in the lower part 
Upper part of the substratum—27 to 56 inches; strong brown and yellowish red 
sandy clay loam that has yellowish red, very pale brown, and brownish yellow 
mottles in the upper part 
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Lower part of the substratum—56 to 80 inches; mottled red, reddish yellow, and 
very pale brown sandy loam 


Dothan 
Landscape: Marine terraces on coastal plains 
Landform: Hillslopes 
Parent material: Loamy marine deposits 
Slope: 15 to 60 percent 
Drainage class: Well drained 
Permeability: Moderately slow or slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: Ata depth of about 36 to 54 inches from January through 
April 
Land capability classification, nonirrigated: 7e 
Typical profile: 
Surface layer—O to 5 inches; brown loamy fine sand 
Subsoil—5 to 12 inches; yellowish brown fine sandy loam 
Subsoil—12 to 40 inches; yellowish brown sandy clay loam 
Subsoil—40 to 80 inches; yellowish brown and reddish yellow sandy clay loam 
that has strong brown, yellowish brown, and light gray mottles and has more 
than 5 percent, by volume, plinthite nodules 


Fuquay 
Landscape: Marine terraces on coastal plains 
Landform: Hillslopes 
Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 15 to 60 percent 
Drainage class: Well drained 
Permeability: Moderate to slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 60 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 7s 
Typical profile: 
Surface layer—0 to 4 inches; brown sand 
Subsurface layer—4 to 21 inches; yellowish brown sand 
Subsoil—21 to 35 inches; yellowish brown sandy loam that has about 5 percent, 
by volume, plinthite nodules 
Subsoil—35 to 80 inches; yellowish brown and strong brown sandy clay loam that 
has yellowish red, yellowish brown, and light gray mottles and has more than 5 
percent, by volume, plinthite nodules 


41—Norfolk loamy fine sand, 0 to 2 percent slopes 


Map Unit Composition 


Major components 
Norfolk and similar soils: 89 percent 


Contrasting inclusions 
Orangeburg soils: 8 percent 
Tifton soils: 3 percent 
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Component Description 
Norfolk 
Landscape: Marine terraces on coastal plains 
Landform: Broad ridges 
Parent material: Loamy marine or fluviomarine deposits 
Slope: 0 to 2 percent 
Drainage class: Well drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 72 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 1 
Typical profile: 
Surface layer—O to 9 inches; brown loamy fine sand 
Subsoil—9 to 14 inches; strong brown sandy loam 
Subsoil—14 to 41 inches; strong brown sandy clay loam 
Subsoil—41 to 62 inches; strong brown sandy loam 
Subsoil—62 to 80 inches; light yellowish brown sandy clay loam that has yellowish 
red, dark yellowish brown, pale brown, light gray, and light brownish gray 
mottles 


42—Norfolk loamy fine sand, 2 to 5 percent slopes 


Map Unit Composition 


Major components 
Norfolk and similar soils: 89 percent 


Contrasting inclusions 
Orangeburg soils: 8 percent 
Tifton soils: 3 percent 


Component Description 
Norfolk 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Loamy marine or fluviomarine deposits 
Slope: 2 to 5 percent 
Drainage class: Well drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 72 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 2e 
Typical profile: 
Surface layer—O to 6 inches; brown loamy fine sand 
Subsoil—6 to 14 inches; strong brown sandy loam 
Subsoil—14 to 40 inches; strong brown sandy clay loam 
Subsoil—40 to 51 inches; strong brown sandy loam 
Subsoil—51 to 80 inches; light yellowish brown sandy clay loam that has yellowish 
red, dark yellowish brown, pale brown, light gray, and light brownish gray 
mottles 
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43—Ocilla sand, 0 to 5 percent slopes 


Map Unit Composition 


Major components 
Ocilla and similar soils: 90 percent 


Contrasting inclusions 
Albany soils: 5 percent 
Blanton soils: 3 percent 
Goldsboro soils: 2 percent 


Component Description 
Ocilla 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Somewhat poorly drained 
Permeability: Moderate 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 12 to 30 inches from December through 
April and in September 
Land capability classification, nonirrigated: 3w 
Typical profile: 
Surface layer—O to 3 inches; grayish brown sand 
Subsurface layer—3 to 29 inches; light yellowish brown and very pale brown sand 
that has brownish yellow and light gray mottles 
Subsoil—29 to 34 inches; light yellowish brown fine sandy loam that has brownish 
yellow and light gray mottles 
Subsoil—34 to 80 inches; light brownish gray sandy clay loam that has dark red, 
yellowish brown, and strong brown mottles 


45—Orangeburg loamy sand, 0 to 2 percent slopes 


Map Unit Composition 


Major components 
Orangeburg and similar soils: 91 percent 


Contrasting inclusions 
Lucy soils: 7 percent 
Fuquay soils: 2 percent 


Component Description 
Orangeburg 
Landscape: Marine terraces on coastal plains 
Landform: Broad ridges 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 2 percent 
Drainage class: Well drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: None within a depth of 6 feet 
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Land capability classification, nonirrigated: 1 
Typical profile: 
Surface layer—O to 9 inches; brown loamy sand 
Subsurface layer—9 to 18 inches; reddish brown loamy sand 
Subsoil—18 to 80 inches; dark red sandy clay loam that has 2 percent, by volume, 
ironstone nodules in the lower part 


46—Orangeburg loamy sand, 2 to 5 percent slopes 


Map Unit Composition 


Major components 
Orangeburg and similar soils: 92 percent 


Contrasting inclusions 
Norfolk soils: 4 percent 
Cowarts soils: 4 percent 


Component Description 
Orangeburg 
Landscape: Marine terraces on coastal plains 
Landform: Knolls and broad ridges 
Parent material: Sandy and loamy marine deposits 
Slope: 2 to 5 percent 
Drainage class: Well drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: None within a depth of 6 feet 
Land capability classification, nonirrigated: 2e 
Typical profile: 
Surface layer—O to 8 inches; brown loamy sand 
Subsurface layer—8 to 14 inches; reddish brown loamy sand 
Subsoil—14 to 80 inches; dark red sandy clay loam that has 2 percent, by volume, 
ironstone nodules in the lower part 


47—Orangeburg-Norfolk-Tifton complex, 5 to 8 percent 
slopes 
Map Unit Composition 


Major components 

Orangeburg and similar soils: 48 percent 
Norfolk and similar soils: 19 percent 
Tifton and similar soils: 18 percent 


Contrasting inclusions 
Dothan soils: 8 percent 
Faceville soils: 7 percent 


Component Descriptions 
Orangeburg 
Landscape: Marine terraces on coastal plains 
Landform: Ridges and side slopes 
Parent material: Sandy and loamy marine deposits 
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Slope: 5 to 8 percent 

Drainage class: Well drained 

Permeability: Moderate 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 3e 

Typical profile: 
Surface layer—O to 5 inches; brown loamy sand 
Subsurface layer—5 to 12 inches; reddish brown loamy sand 
Subsoil—12 to 80 inches; dark red sandy clay loam that has 2 percent, by volume, 

ironstone nodules in the lower part 


Norfolk 
Landscape: Marine terraces on coastal plains 
Landform: Ridges and side slopes 
Parent material: Loamy marine or fluviomarine deposits 
Slope: 5 to 8 percent 
Drainage class: Well drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 72 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 3e 
Typical profile: 
Surface layer—0 to 6 inches; brown loamy fine sand 
Subsoil—6 to 11 inches; strong brown sandy loam 
Subsoil—11 to 46 inches; strong brown sandy clay loam 
Subsoil—46 to 62 inches; strong brown sandy loam 
Subsoil—62 to 80 inches; light yellowish brown sandy clay loam that has yellowish 
red, dark yellowish brown, pale brown, light gray, and light brownish gray 
mottles 


Tifton 
Landscape: Marine terraces on coastal plains 
Landform: Ridges and side slopes 
Parent material: Loamy marine deposits 
Slope: 5 to 8 percent 
Drainage class: Well drained 
Permeability: Moderately slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 42 to 60 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 3e 
Typical profile: 
Surface layer—O to 5 inches; dark grayish brown loamy fine sand 
Subsoil—5 to 9 inches; yellowish brown sandy loam that has 10 percent, by 
volume, ironstone nodules 
Subsoil—9 to 32 inches; yellowish brown sandy clay loam that has 5 percent, by 
volume, ironstone nodules 
Subsoil—32 to 80 inches; yellowish brown and dark yellowish brown sandy clay 
loam that has very pale brown mottles; 2 percent, by volume, ironstone nodules; 
and about 10 percent, by volume, plinthite nodules 


35 


Soil Survey of Gadsden County, Florida 


48—Fuquay-Orangeburg-Norfolk complex, 8 to 15 
percent slopes 


Map Unit Composition 


Major components 

Fuquay and similar soils: 45 percent 
Orangeburg and similar soils: 25 percent 
Norfolk and similar soils: 21 percent 


Contrasting inclusions 
Bonifay soils: 5 percent 
Cowarts soils: 4 percent 


Component Descriptions 
Fuquay 
Landscape: Marine terraces on coastal plains 
Landform: Hills and side slopes 
Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 8 to 15 percent 
Drainage class: Well drained 
Permeability: Moderate to slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 60 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 4s 
Typical profile: 
Surface layer—O to 5 inches; brown sand 
Subsurface layer—5 to 30 inches; yellowish brown sand 
Subsoil—30 to 40 inches; yellowish brown sandy loam that has about 5 percent, 
by volume, plinthite nodules 
Subsoil—40 to 80 inches; yellowish brown and strong brown sandy clay loam 
that has yellowish red, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 


Orangeburg 

Landscape: Marine terraces on coastal plains 

Landform: Hills and side slopes 

Parent material: Sandy and loamy marine deposits 

Slope: 8 to 15 percent 

Drainage class: Well drained 

Permeability: Moderate 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 4e 

Typical profile: 
Surface layer—O to 4 inches; brown loamy sand 
Subsurface layer—4 to 10 inches; reddish brown loamy sand 
Subsoil—10 to 80 inches; dark red sandy clay loam that has 2 percent, by volume, 

ironstone nodules in the lower part 


Norfolk 
Landscape: Marine terraces on coastal plains 
Landform: Hills and side slopes 
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Parent material: Loamy marine or fluviomarine deposits 
Slope: 8 to 15 percent 
Drainage class: Well drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 72 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 4e 
Typical profile: 
Surface layer—O to 3 inches; brown loamy fine sand 
Subsoil—3 to 13 inches; strong brown sandy loam 
Subsoil—13 to 40 inches; strong brown sandy clay loam 
Subsoil—40 to 62 inches; strong brown sandy loam 
Subsoil—62 to 80 inches; light yellowish brown sandy clay loam that has yellowish 
red, dark yellowish brown, pale brown, light gray, and light brownish gray 
mottles 


49—Orangeburg-Norfolk complex, 2 to 5 percent slopes 


Map Unit Composition 


Major components 
Orangeburg and similar soils: 50 percent 
Norfolk and similar soils: 36 percent 


Contrasting inclusions 
Dothan soils: 8 percent 
Tifton soils: 6 percent 


Component Descriptions 
Orangeburg 
Landscape: Marine terraces on coastal plains 
Landform: Knolls and broad ridges 
Parent material: Sandy and loamy marine deposits 
Slope: 2 to 5 percent 
Drainage class: Well drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: None within a depth of 6 feet 
Land capability classification, nonirrigated: 2e 
Typical profile: 
Surface layer—O to 8 inches; brown loamy sand 
Subsurface layer—8 to 15 inches; reddish brown loamy sand 
Subsoil—15 to 80 inches; dark red sandy clay loam that has 2 percent, by volume, 
ironstone nodules in the lower part 


Norfolk 

Landscape: Marine terraces on coastal plains 
Landform: Knolls 

Parent material: Loamy marine or fluviomarine deposits 
Slope: 2 to 5 percent 

Drainage class: Well drained 
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Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 72 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 2e 
Typical profile: 
Surface layer—O to 5 inches; brown loamy fine sand 
Subsoil—5 to 15 inches; strong brown sandy loam 
Subsoil—15 to 22 inches; strong brown sandy clay loam 
Subsoil—22 to 45 inches; strong brown sandy loam 
Subsoil—45 to 80 inches; light yellowish brown sandy clay loam that has yellowish 
red, dark yellowish brown, pale brown, light gray, and light brownish gray 
mottles 


51—Plummer sand, 0 to 5 percent slopes 


Map Unit Composition 


Major components 
Plummer and similar soils: 85 percent 


Contrasting inclusions 
Albany soils: 8 percent 
Sapelo soils: 7 percent 


Component Description 
Plummer 
Landscape: Marine terraces on coastal plains 
Landform: Flats 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Poorly drained 
Permeability: Moderate 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 6 to 12 inches from December through 
April and from July through September 
Land capability classification, nonirrigated: 4w 
Typical profile: 
Surface layer—O0 to 9 inches; dark gray sand 
Subsurface layer—9 to 50 inches; gray and light gray sand 
Subsoil—50 to 80 inches; light gray sandy clay loam 


52—Rains fine sandy loam 


Map Unit Composition 


Major components 
Rains and similar soils: 86 percent 


Contrasting inclusions 
Bibb soils: 9 percent 
Pelham soils: 5 percent 


38 


Soil Survey of Gadsden County, Florida 


Component Description 
Rains 
Landscape: Marine terraces on coastal plains 
Landform: Flats 
Parent material: Loamy marine or fluviomarine deposits 
Slope: 0 to 2 percent 
Drainage class: Poorly drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At the surface to a depth of about 12 inches from 
December through April and from July through September 
Land capability classification, nonirrigated: 4w 
Typical profile: 
Surface layer—0 to 7 inches; black fine sandy loam 
Subsoil—7 to 34 inches; gray sandy clay loam that has dark red and strong brown 
mottles 
Subsoil—34 to 80 inches; gray and brownish yellow sandy clay that has dark 
yellowish brown and yellowish brown mottles in the upper part and dark 
yellowish brown mottles in the lower part 


58—Tifton loamy fine sand, 2 to 5 percent slopes 


Map Unit Composition 


Major components 
Tifton and similar soils: 92 percent 


Contrasting inclusions 
Faceville soils: 5 percent 
Norfolk soils: 3 percent 


Component Description 
Tifton 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Loamy marine deposits 
Slope: 2 to 5 percent 
Drainage class: Well drained 
Permeability: Moderately slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 42 to 60 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 2e 
Typical profile: 
Surface layer—O to 6 inches; dark grayish brown loamy fine sand 
Subsoil—6 to 10 inches; yellowish brown sandy loam that has 10 percent, by 
volume, ironstone nodules 
Subsoil—10 to 45 inches; yellowish brown sandy clay loam that has 5 percent, by 
volume, ironstone nodules 
Subsoil—45 to 80 inches; yellowish brown and dark yellowish brown sandy clay 
loam that has very pale brown mottles; 2 percent, by volume, ironstone nodules; 
and about 10 percent, by volume, plinthite nodules 


39 


Soil Survey of Gadsden County, Florida 


59—Troup-Lakeland-Lucy complex, 2 to 8 percent slopes 


Map Unit Composition 


Major components 

Troup and similar soils: 50 percent 
Lakeland and similar soils: 21 percent 
Lucy and similar soils: 16 percent 


Contrasting inclusions 
Alpin soils: 7 percent 
Fuquay soils: 6 percent 


Component Descriptions 

Troup 

Landscape: Marine terraces on coastal plains 

Landform: Knolls and ridges 

Parent material: Sandy and loamy marine deposits 

Slope: 2 to 8 percent 

Drainage class: Somewhat excessively drained 

Permeability: Moderate 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 4s 

Typical profile: 
Surface layer—O to 3 inches; very dark grayish brown sand 
Subsurface layer—3 to 15 inches; yellowish brown sand 
Subsurface layer—15 to 53 inches; strong brown and reddish yellow loamy sand 
Subsoil—53 to 80 inches; dark yellowish brown sandy clay loam 


Lakeland 

Landscape: Marine terraces on coastal plains 

Landform: Knolls and ridges 

Parent material: Sandy marine deposits 

Slope: 2 to 8 percent 

Drainage class: Excessively drained 

Permeability: Rapid or very rapid 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 4s 

Typical profile: 
Surface layer—0 to 5 inches; very dark grayish brown sand 
Substratum—5 to 80 inches; yellowish brown and very pale brown sand that has 

yellowish red mottles in the lower part 


Lucy 

Landscape: Marine terraces on coastal plains 

Landform: Knolls and ridges 

Parent material: Sandy and loamy marine or fluvial deposits 
Slope: 2 to 8 percent 

Drainage class: Well drained 

Permeability: Moderate 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 
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Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O to 7 inches; dark grayish brown loamy sand 
Subsurface layer—7 to 33 inches; strong brown loamy sand 
Subsoil—33 to 39 inches; yellowish red sandy loam 
Subsoil—39 to 80 inches; dark red sandy clay loam that has less than 5 percent, 
by volume, plinthite nodules 


60—Troup sand, 8 to 15 percent slopes 


Map Unit Composition 


Major components 
Troup and similar soils: 85 percent 


Contrasting inclusions 
Albany soils: 6 percent 
Alpin soils: 5 percent 
Blanton soils: 4 percent 


Component Description 

Troup 

Landscape: Marine terraces on coastal plains 

Landform: Hills and side slopes 

Parent material: Sandy and loamy marine deposits 

Slope: 8 to 15 percent 

Drainage class: Somewhat excessively drained 

Permeability: Moderate 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 6s 

Typical profile: 
Surface layer—O to 3 inches; very dark grayish brown sand 
Subsurface layer—3 to 13 inches; yellowish brown sand 
Subsurface layer—13 to 42 inches; strong brown and reddish yellow loamy sand 
Subsoil—42 to 80 inches; dark yellowish brown sandy clay loam 


61—Troup-Nankin complex, 5 to 8 percent slopes 


Map Unit Composition 


Major components 
Troup and similar soils: 48 percent 
Nankin and similar soils: 37 percent 


Contrasting inclusions 
Fuquay soils: 10 percent 
Bonifay soils: 5 percent 


Component Descriptions 
Troup 
Landscape: Marine terraces on coastal plains 
Landform: Ridges and side slopes 
Parent material: Sandy and loamy marine deposits 
Slope: 5 to 8 percent 
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Drainage class: Somewhat excessively drained 

Permeability: Moderate 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 4s 

Typical profile: 
Surface layer—O to 5 inches; very dark grayish brown sand 
Subsurface layer—5 to 13 inches; yellowish brown sand 
Subsurface layer—13 to 58 inches; strong brown and reddish yellow loamy sand 
Subsoil—58 to 80 inches; dark yellowish brown sandy clay loam 


Nankin 
Landscape: Marine terraces on coastal plains 
Landform: Ridges and side slopes 
Parent material: Stratified loamy and clayey marine deposits 
Slope: 5 to 8 percent 
Drainage class: Well drained 
Permeability: Moderately slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: None within a depth of 6 feet 
Land capability classification, nonirrigated: 3e 
Typical profile: 
Surface layer—0 to 7 inches; dark grayish brown sandy loam 
Subsoil—7 to 11 inches; strong brown sandy clay loam 
Subsoil—11 to 27 inches; yellowish red sandy clay that has light yellowish brown 
and dark red mottles 
Subsoil—27 to 53 inches; dark red, light yellowish brown, light gray, brown, and 
yellowish red sandy clay loam that has yellowish brown mottles in the upper part 
Substratum—53 to 80 inches; very pale brown, brown, and red sandy clay loam 


63—Troup-Nankin complex, 15 to 45 percent slopes 


Map Unit Composition 


Major components 
Troup and similar soils: 50 percent 
Nankin and similar soils: 35 percent 


Contrasting inclusions 
Fuquay soils: 10 percent 
Bonifay soils: 5 percent 


Component Descriptions 
Troup 
Landscape: Marine terraces on coastal plains 
Landform: Hillslopes 
Parent material: Sandy and loamy marine deposits 
Slope: 15 to 45 percent 
Drainage class: Well drained 
Permeability: Moderate 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: None within a depth of 6 feet 
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Land capability classification, nonirrigated: 7s 
Typical profile: 
Surface layer—0 to 3 inches; very dark grayish brown sand 
Subsurface layer—3 to 11 inches; yellowish brown sand 
Subsurface layer—11 to 41 inches; strong brown and reddish yellow loamy sand 
Subsoil—41 to 80 inches; dark yellowish brown sandy clay loam 


Nankin 
Landscape: Marine terraces on coastal plains 
Landform: Hillslopes 
Parent material: Stratified loamy and clayey marine deposits 
Slope: 15 to 45 percent 
Drainage class: Well drained 
Permeability: Moderately slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: None within a depth of 6 feet 
Land capability classification, nonirrigated: 7e 
Typical profile: 
Surface layer—O to 3 inches; dark grayish brown sandy loam 
Subsoil—3 to 11 inches; strong brown sandy clay loam 
Subsoil—11 to 27 inches; yellowish red sandy clay that has light yellowish brown 
and dark red mottles 
Subsoil—27 to 50 inches; dark red, light yellowish brown, light gray, brown, and 
yellowish red sandy clay loam that has yellowish brown mottles in the upper 
part 
Substratum—950 to 80 inches; very pale brown, brown, and red sandy clay loam 


65—Udorthents, reclaimed 


Map Unit Composition 


Major components 
Udorthents and similar soils: 100 percent 


Component Description 
Udorthents 
Landscape: Marine terraces on coastal plains 
Landform: Rises 
Parent material: Fill material from sandy and loamy marine deposits 
Slope: 0 to 3 percent 
Drainage class: Variable 
Permeability: Variable 
Available water capacity: Variable 
Shrink-swell potential: Variable 
Seasonal high water table: Variable 


66—Pickney, Dorovan, and Bibb soils, frequently flooded 


Map Unit Composition 


Major components 

Pickney and similar soils: 32 percent 
Dorovan and similar soils: 29 percent 
Bibb and similar soils: 25 percent 
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Contrasting inclusions 
Leon soils: 9 percent 
Rutlege soils: 5 percent 


Component Descriptions 
Pickney 
Landscape: Marine terraces on coastal plains 
Landform: Depressions and flats on stream terraces and on flood plains 
Parent material: Sandy marine or fluvial deposits 
Slope: 0 to 2 percent 
Drainage class: Very poorly drained 
Permeability: Rapid 
Available water capacity: Low 
Shrink-swell potential: Low 
Flooding: Frequent, year-around 
Seasonal high water table: At the surface year-around 
Land capability classification, nonirrigated: 6w 
Typical profile: 
Surface layer—O to 41 inches; black and very dark brown sand 
Substratum—41 to 80 inches; grayish brown and light brownish gray sand 


Dorovan 

Landscape: Marine terraces on coastal plains 

Landform: Depressions in flood plains 

Parent material: Organic material over sandy and loamy marine or fluvial deposits 

Slope: 0 to 1 percent 

Drainage class: Very poorly drained 

Permeability: Moderate 

Available water capacity: Very high 

Flooding: Frequent, year-around 

Seasonal high water table: At the surface year-around 

Land capability classification, nonirrigated: 7w 

Typical profile: 
Surface layer—O to 74 inches; very dark brown and black muck 
Substratum—74 to 80 inches; dark grayish brown and very dark grayish brown 

sand 


Bibb 

Landscape: Marine terraces on coastal plains 

Landform: Flats on flood plains 

Parent material: Stratified sandy and loamy alluvium 

Slope: 0 to 2 percent 

Drainage class: Poorly drained 

Permeability: Moderate 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Flooding: Frequent, year-around 

Seasonal high water table: At a depth of about 6 to 18 inches year-around 

Land capability classification, nonirrigated: 5w 

Typical profile: 
Surface layer—O to 8 inches; brown and dark grayish brown sandy loam 
Upper part of the substratum—8 to 33 inches; gray sandy loam 
Middle part of the substratum—33 to 61 inches; light brownish gray loamy sand 
Lower part of the substratum—61 to 80 inches; light gray sand 
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69—Lucy-Bonifay-Orangeburg complex, 5 to 8 percent 
slopes 
Map Unit Composition 


Major components 

Lucy and similar soils: 38 percent 
Bonifay and similar soils: 28 percent 
Orangeburg and similar soils: 22 percent 


Contrasting inclusions 
Fuquay soils: 7 percent 
Troup soils: 5 percent 


Component Descriptions 

Lucy 

Landscape: Marine terraces on coastal plains 

Landform: Ridges and side slopes 

Parent material: Sandy and loamy marine or fluvial deposits 

Slope: 5 to 8 percent 

Drainage class: Well drained 

Permeability: Moderate 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 3s 

Typical profile: 
Surface layer—O to 6 inches; dark grayish brown loamy sand 
Subsurface layer—6 to 28 inches; strong brown loamy sand 
Subsoil—28 to 35 inches; yellowish red sandy loam 
Subsoil—35 to 80 inches; dark red sandy clay loam that has less than 5 percent, 

by volume, plinthite nodules 


Bonifay 
Landscape: Marine terraces on coastal plains 
Landform: Ridges and side slopes 
Parent material: Sandy and loamy marine deposits 
Slope: 5 to 8 percent 
Drainage class: Well drained 
Permeability: Moderately slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 54 to 66 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 4s 
Typical profile: 
Surface layer—O to 5 inches; very dark grayish brown loamy sand 
Subsurface layer—5 to 44 inches; yellowish brown loamy sand 
Subsoil—44 to 59 inches; yellowish brown sandy loam that has yellowish red 
mottles 
Subsoil—59 to 80 inches; brownish yellow and light gray sandy clay loam that has 
red mottles in the lower part and has more than 5 percent, by volume, plinthite 
nodules 


Orangeburg 
Landscape: Marine terraces on coastal plains 
Landform: Ridges and side slopes 
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Parent material: Sandy and loamy marine deposits 

Slope: 5 to 8 percent 

Drainage class: Well drained 

Permeability: Moderate 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 3e 

Typical profile: 
Surface layer—O to 5 inches; brown loamy sand 
Subsurface layer—5 to 11 inches; reddish brown loamy sand 
Subsoil—11 to 80 inches; dark red sandy clay loam that has 2 percent, by volume, 

ironstone nodules in the lower part 


71—Cowarts-Nankin complex, 2 to 5 percent slopes 


Map Unit Composition 


Major components 
Cowarts and similar soils: 45 percent 
Nankin and similar soils: 40 percent 


Contrasting inclusions 
Dothan soils: 10 percent 
Tifton soils: 5 percent 


Component Descriptions 
Cowarts 
Landscape: Marine terraces on coastal plains 
Landform: Knolls and ridgetops 
Parent material: Loamy marine deposits 
Slope: 2 to 5 percent 
Drainage class: Moderately well drained 
Permeability: Moderate to slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 36 to 54 inches from January through 
April and from August through September 
Land capability classification, nonirrigated: 3e 
Typical profile: 
Surface layer—O to 4 inches; dark brown loamy fine sand 
Subsoil—4 to 8 inches; strong brown fine sandy loam 
Subsoil—8 to 40 inches; strong brown and yellowish red sandy clay loam that has 
brownish yellow and very pale brown mottles and 3 percent, by volume, plinthite 
nodules in the lower part 
Upper part of the substratum—40 to 57 inches; strong brown and yellowish red 
sandy clay loam that has yellowish red, very pale brown, and brownish yellow 
mottles in the upper part 
Lower part of the substratum—57 to 80 inches; mottled red, reddish yellow, and 
very pale brown sandy loam 


Nankin 

Landscape: Marine terraces on coastal plains 

Landform: Knolls and ridgetops 

Parent material: Stratified loamy and clayey marine deposits 
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Slope: 2 to 5 percent 
Drainage class: Well drained 
Permeability: Moderately slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: None within a depth of 6 feet 
Land capability classification, nonirrigated: 2e 
Typical profile: 
Surface layer—O to 8 inches; dark grayish brown sandy loam 
Subsoil—8 to 13 inches; strong brown sandy clay loam 
Subsoil—13 to 28 inches; yellowish red sandy clay that has light yellowish brown 
and dark red mottles 
Subsoil—28 to 55 inches; dark red, light yellowish brown, light gray, brown, and 
yellowish red sandy clay loam that has yellowish brown mottles in the upper part 
Substratum—55 to 80 inches; very pale brown, brown, and red sandy clay loam 


72—Goldsboro-Ocilla complex, 5 to 8 percent slopes 


Map Unit Composition 


Major components 
Goldsboro and similar soils: 48 percent 
Ocilla and similar soils: 39 percent 


Contrasting inclusions 
Bonneau soils: 8 percent 
Orangeburg soils: 5 percent 


Component Descriptions 
Goldsboro 
Landscape: Marine terraces on coastal plains 
Landform: Ridges 
Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 5 to 8 percent 
Drainage class: Moderately well drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 24 to 36 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 3e 
Typical profile: 
Surface layer—O to 5 inches; grayish brown loamy sand 
Subsurface layer—5 to 12 inches; pale brown loamy sand 
Subsoil—12 to 16 inches; brownish yellow sandy loam 
Subsoil—16 to 80 inches; yellowish brown, pale brown, and gray sandy clay loam 
that has yellowish brown mottles in the upper part and red, brownish yellow, and 
gray mottles in the lower part 


Ocilla 

Landscape: Marine terraces on coastal plains 
Landform: Ridges 

Parent material: Sandy and loamy marine deposits 
Slope: 5 to 8 percent 

Drainage class: Somewhat poorly drained 
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Permeability: Moderate 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 12 to 30 inches from December through 
April and from September through October 
Land capability classification, nonirrigated: 3w 
Typical profile: 
Surface layer—O to 3 inches; grayish brown sand 
Subsurface layer—3 to 28 inches; light yellowish brown and very pale brown sand 
that has brownish yellow and light gray mottles 
Subsoil—28 to 59 inches; light yellowish brown fine sandy loam and yellowish 
brown sandy clay loam having brownish yellow and light gray mottles 
Subsoil—59 to 80 inches; light brownish gray sandy clay loam that has dark red, 
yellowish brown, and strong brown mottles 


73—Norfolk loamy fine sand, 5 to 8 percent slopes 


Map Unit Composition 


Major components 
Norfolk and similar soils: 86 percent 


Contrasting inclusions 
Leefield soils: 8 percent 
Tifton soils: 6 percent 


Component Description 
Norfolk 
Landscape: Marine terraces on coastal plains 
Landform: Ridges and side slopes 
Parent material: Loamy marine or fluviomarine deposits 
Slope: 5 to 8 percent 
Drainage class: Well drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 72 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 3e 
Typical profile: 
Surface layer—0 to 4 inches; brown loamy fine sand 
Subsoil—4 to 8 inches; strong brown sandy loam 
Subsoil—8 to 44 inches; strong brown sandy clay loam 
Subsoil—44 to 58 inches; strong brown sandy loam 
Subsoil—58 to 80 inches; light yellowish brown sandy clay loam that has yellowish 
red, dark yellowish brown, pale brown, light gray, and light brownish gray 
mottles 


77—Bonifay-Fuquay complex, 0 to 5 percent slopes 


Map Unit Composition 


Major components 
Bonifay and similar soils: 49 percent 
Fuquay and similar soils: 40 percent 
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Contrasting inclusions 
Lucy soils: 7 percent 
Troup soils: 4 percent 


Component Descriptions 
Bonifay 
Landscape: Marine terraces on coastal plains 
Landform: Knolls and ridgetops 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Well drained 
Permeability: Moderately slow 
Available water capacity: Very low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 54 to 66 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O to 10 inches; very dark grayish brown loamy sand 
Subsurface layer—10 to 48 inches; yellowish brown loamy sand 
Subsoil—48 to 67 inches; yellowish brown sandy loam that has yellowish red 
mottles 
Subsoil—67 to 80 inches; brownish yellow and light gray sandy clay loam that has 
red mottles in the lower part and has more than 5 percent, by volume, plinthite 
nodules 


Fuquay 
Landscape: Marine terraces on coastal plains 
Landform: Knolls and ridgetops 
Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 0 to 5 percent 
Drainage class: Well drained 
Permeability: Moderate to slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 60 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 2s 
Typical profile: 
Surface layer—O to 7 inches; brown sand 
Subsurface layer—7 to 36 inches; yellowish brown sand 
Subsoil—36 to 59 inches; yellowish brown sandy loam that has about 5 percent, 
by volume, plinthite nodules 
Subsoil—59 to 80 inches; yellowish brown and strong brown sandy clay loam 
that has yellowish red, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 


78—Chipley, Leon, and Foxworth soils, 0 to 5 percent 
slopes 
Map Unit Composition 


Major components 

Chipley and similar soils: 35 percent 
Leon and similar soils: 30 percent 
Foxworth and similar soils: 26 percent 
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Contrasting inclusions 
Hurricane soils: 5 percent 
Sapelo soils: 4 percent 


Component Descriptions 
Chipley 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Somewhat poorly drained 
Permeability: Very rapid or rapid 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 24 to 36 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O to 6 inches; dark brown sand 
Substratum—6 to 80 inches; light yellowish brown, light gray, and white sand that 
has strong brown, yellowish red, brownish yellow, and reddish yellow mottles 


Leon 

Landscape: Marine terraces on coastal plains 

Landform: Flatwoods 

Parent material: Sandy marine deposits 

Slope: 0 to 2 percent 

Drainage class: Poorly drained 

Permeability: Moderate or moderately slow 

Available water capacity: Very low 

Shrink-swell potential: Low 

Seasonal high water table: At a depth of about 6 to 18 inches from December through 
April and from July through September 

Land capability classification, nonirrigated: 4w 

Typical profile: 
Surface layer—O to 5 inches; black sand 
Subsurface layer—5 to 18 inches; light brownish gray sand 
Subsoil—18 to 26 inches; dark reddish brown sand that has black masses 
Subsoil—26 to 65 inches; brown, light gray, and light brownish gray sand that has 

black and dark brown masses 
Subsoil—65 to 80 inches; very dark brown sand that has yellowish brown streaks 
and pockets 


Foxworth 

Landscape: Marine terraces on coastal plains 

Landform: Knolls 

Parent material: Sandy marine deposits 

Slope: 0 to 5 percent 

Drainage class: Moderately well drained 

Permeability: Rapid or very rapid 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: At a depth of about 42 to 72 inches from December through 
April and from August through September 

Land capability classification, nonirrigated: 3s 
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Typical profile: 
Surface layer—O to 9 inches; brown sand 
Upper part of the substratum—9 to 37 inches; brownish yellow sand 
Lower part of the substratum—37 to 80 inches; very pale brown, light brownish 
gray, and brown sand that has yellowish brown and strong brown mottles in the 
lower part 


79—Hurricane and Chipley soils, 0 to 3 percent slopes 


Map Unit Composition 


Major components 
Hurricane and similar soils: 50 percent 
Chipley and similar soils: 41 percent 


Contrasting inclusions 
Albany soils: 6 percent 
Leon soils: 3 percent 


Component Descriptions 
Hurricane 
Landscape: Marine terraces on coastal plains 
Landform: Rises 
Parent material: Sandy marine deposits 
Slope: 0 to 3 percent 
Drainage class: Somewhat poorly drained 
Permeability: Moderately rapid 
Available water capacity: Very low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 24 to 42 inches from November through 
April and August through September 
Land capability classification, nonirrigated: 3w 
Typical profile: 
Surface layer—O to 8 inches; dark grayish brown sand 
Subsurface layer—8 to 64 inches; light yellowish brown, light gray, and pinkish 
gray sand that has reddish yellow mottles in the upper part and reddish yellow 
and yellowish red mottles in the lower part 
Subsoil—64 to 80 inches; dark reddish brown sand that has black nodules 


Chipley 

Landscape: Marine terraces on coastal plains 

Landform: Rises 

Parent material: Sandy marine deposits 

Slope: 0 to 3 percent 

Drainage class: Somewhat poorly drained 

Permeability: Very rapid or rapid 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: At a depth of about 24 to 36 inches from December through 
April and from August through September 

Land capability classification, nonirrigated: 3s 

Typical profile: 
Surface layer—0 to 9 inches; dark brown sand 
Substratum—9 to 80 inches; light yellowish brown, light gray, and white sand that 

has strong brown, yellowish red, brownish yellow, and reddish yellow mottles 
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80—Foxworth-Lakeland complex, 0 to 5 percent slopes 


Map Unit Composition 


Major components 
Foxworth and similar soils: 53 percent 
Lakeland and similar soils: 32 percent 


Contrasting inclusions 
Chipley soils: 8 percent 
Hurricane soils: 7 percent 


Component Descriptions 
Foxworth 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Moderately well drained 
Permeability: Rapid or very rapid 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 42 to 72 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O to 8 inches; brown sand 
Upper part of the substratum—8 to 41 inches; brownish yellow sand 
Lower part of the substratum—41 to 80 inches; very pale brown, light brownish 
gray, and brown sand that has yellowish brown and strong brown mottles in the 
lower part 


Lakeland 

Landscape: Marine terraces on coastal plains 

Landform: Knolls 

Parent material: Sandy marine deposits 

Slope: 0 to 5 percent 

Drainage class: Excessively drained 

Permeability: Rapid or very rapid 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 3s 

Typical profile: 
Surface layer—O to 8 inches; very dark grayish brown sand 
Substratum—8 to 80 inches; yellowish brown and very pale brown sand that has 

yellowish red mottles in the lower part 


82—Chipley-Foxworth complex, 0 to 5 percent slopes 


Map Unit Composition 


Major components 
Chipley and similar soils: 46 percent 
Foxworth and similar soils: 40 percent 
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Contrasting inclusions 
Albany soils: 9 percent 
Blanton soils: 5 percent 


Component Descriptions 
Chipley 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Somewhat poorly drained 
Permeability: Very rapid or rapid 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 24 to 36 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O to 6 inches; dark brown sand 
Substratum—6 to 80 inches; light yellowish brown, light gray, and white sand that 
has strong brown, yellowish red, brownish yellow, and reddish yellow mottles 


Foxworth 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Moderately well drained 
Permeability: Rapid or very rapid 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 42 to 72 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O to 7 inches; brown sand 
Upper part of the substratum—7 to 62 inches; brownish yellow sand 
Lower part of the substratum—62 to 80 inches; very pale brown, light brownish 
gray, and brown sand that has yellowish brown and strong brown mottles in the 
lower part 


83—Foxworth-Lakeland complex, 5 to 15 percent slopes 


Map Unit Composition 


Major components 
Foxworth and similar soils: 47 percent 
Lakeland and similar soils: 41 percent 


Contrasting inclusions 
Chipley soils: 7 percent 
Hurricane soils: 5 percent 


Component Descriptions 
Foxworth 
Landscape: Marine terraces on coastal plains 
Landform: Ridges, side slopes, and hills 
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Parent material: Sandy marine deposits 
Slope: 5 to 15 percent 
Drainage class: Moderately well drained 
Permeability: Rapid or very rapid 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 42 to 72 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 6s 
Typical profile: 
Surface layer—O to 6 inches; brown sand 
Upper part of the substratum—6 to 36 inches; brownish yellow sand 
Lower part of the substratum—36 to 80 inches; very pale brown, light brownish 
gray, and brown sand that has yellowish brown and strong brown mottles in the 
lower part 


Lakeland 

Landscape: Marine terraces on coastal plains 

Landform: Ridges, side slopes, and hills 

Parent material: Sandy marine deposits 

Slope: 5 to 15 percent 

Drainage class: Excessively drained 

Permeability: Rapid or very rapid 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 6s 

Typical profile: 
Surface layer—O to 3 inches; very dark grayish brown sand 
Substratum—3 to 80 inches; yellowish brown and very pale brown sand that has 

yellowish red mottles in the lower part 


85—Bonifay-Leon-Chipley complex, 0 to 5 percent slopes 


Map Unit Composition 


Major components 

Bonifay and similar soils: 38 percent 
Leon and similar soils: 27 percent 
Chipley and similar soils: 25 percent 


Contrasting inclusions 
Albany soils: 8 percent 
Blanton soils: 2 percent 


Component Descriptions 
Bonifay 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Well drained 
Permeability: Moderately slow 
Available water capacity: Low 
Shrink-swell potential: Low 
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Seasonal high water table: At a depth of about 54 to 66 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O to 9 inches; very dark grayish brown loamy sand 
Subsurface layer—9 to 43 inches; yellowish brown loamy sand 
Subsoil—43 to 52 inches; yellowish brown sandy loam that has yellowish red mottles 
Subsoil—52 to 80 inches; brownish yellow and light gray sandy clay loam that has 
red mottles in the lower part and has more than 5 percent, by volume, plinthite 
nodules 


Leon 

Landscape: Marine terraces on coastal plains 

Landform: Flatwoods 

Parent material: Sandy marine deposits 

Slope: 0 to 2 percent 

Drainage class: Poorly drained 

Permeability: Moderate or moderately slow 

Available water capacity: Very low 

Shrink-swell potential: Low 

Seasonal high water table: At a depth of about 6 to 18 inches from December through 
April and from July through September 

Land capability classification, nonirrigated: 4w 

Typical profile: 
Surface layer—O to 7 inches; black sand 
Subsurface layer—7 to 16 inches; light brownish gray sand 
Subsoil—16 to 34 inches; dark reddish brown sand that has black masses 
Subsoil—34 to 59 inches; brown, light gray, and light brownish gray sand that has 

black and dark brown masses 
Subsoil—59 to 80 inches; very dark brown sand that has yellowish brown streaks 
and pockets 


Chipley 

Landscape: Marine terraces on coastal plains 

Landform: Knolls 

Parent material: Sandy marine deposits 

Slope: 0 to 5 percent 

Drainage class: Somewhat poorly drained 

Permeability: Very rapid or rapid 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: At a depth of about 24 to 36 inches from December through 
April and from August through September 

Land capability classification, nonirrigated: 3s 

Typical profile: 
Surface layer—0 to 5 inches; dark brown sand 
Substratum—5 to 80 inches; light yellowish brown, light gray, and white sand that 

has strong brown, yellowish red, brownish yellow, and reddish yellow mottles 


86—Leon, Clara, and Pickney soils, commonly flooded 


Map Unit Composition 


Major components 
Leon and similar soils: 31 percent 
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Clara and similar soils: 30 percent 
Pickney and similar soils: 29 percent 


Contrasting inclusions 
Chipley soils: 5 percent 
Hurricane soils: 5 percent 


Component Descriptions 
Leon 
Landscape: Marine terraces on coastal plains 
Landform: Flatwoods and stream terraces 
Parent material: Sandy marine deposits 
Slope: 0 to 2 percent 
Drainage class: Poorly drained 
Permeability: Moderate or moderately slow 
Available water capacity: Very low 
Shrink-swell potential: Low 
Flooding: Occasional, from December through April 
Seasonal high water table: At a depth of about 6 to 18 inches from December through 
April and from July through September 
Land capability classification, nonirrigated: 4w 
Typical profile: 
Surface layer—O0 to 8 inches; black sand 
Subsurface layer—8 to 18 inches; light brownish gray sand 
Subsoil—18 to 37 inches; dark reddish brown sand that has brown masses 
Subsoil—37 to 45 inches; brown, light gray, and light brownish gray sand that has 
brown masses 
Subsoil—45 to 80 inches; very dark brown sand that has brown pockets 


Clara 

Landscape: Marine terraces on coastal plains 

Landform: Flats on flood plains 

Parent material: Thin organic material over sandy marine deposits 

Slope: 0 to 2 percent 

Drainage class: Very poorly drained 

Permeability: Rapid 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Flooding: Frequent, year-around 

Seasonal high water table: At a depth of about 6 to 12 inches from December through 
April and from June through September 

Land capability classification, nonirrigated: 6w 

Typical profile: 
Surface layer—O to 6 inches; black muck 
Subsurface layer—6 to 18 inches; light brownish gray fine sand 
Subsoil—18 to 48 inches; brown fine sand that has dark brown streaks 
Substratum—48 to 80 inches; light brownish gray fine sand 


Pickney 

Landscape: Marine terraces on coastal plains 
Landform: Flats on flood plains 

Parent material: Sandy marine or fluvial deposits 
Slope: 0 to 2 percent 

Drainage class: Very poorly drained 
Permeability: Rapid 

Available water capacity: Low 

Shrink-swell potential: Low 
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Flooding: Frequent, year-around 

Seasonal high water table: At the surface year-around 

Land capability classification, nonirrigated: 6w 

Typical profile: 
Surface layer—O to 35 inches; black and very dark brown sand 
Substratum—35 to 80 inches; grayish brown and light brownish gray sand 


87—Ousley, Rutlege, and Pickney soils, commonly flooded 


Map Unit Composition 


Major components 

Ousley and similar soils: 35 percent 
Rutlege and similar soils: 30 percent 
Pickney and similar soils: 26 percent 


Contrasting inclusions 
Eunola soils: 5 percent 
Pelham soils: 4 percent 


Component Descriptions 
Ousley 
Landscape: Marine terraces on coastal plains 
Landform: Rises and knolls on stream terraces and on flood plains 
Parent material: Sandy fluvial deposits 
Slope: 0 to 5 percent 
Drainage class: Somewhat poorly drained 
Permeability: Rapid 
Available water capacity: Very low 
Shrink-swell potential: Low 
Flooding: Occasional, from December through April and from August through 
September 
Ponding: None 
Seasonal high water table: Ata depth of about 18 to 36 inches year-around 
Land capability classification, nonirrigated: 3w 
Typical profile: 
Surface layer—0 to 3 inches; gray and grayish brown sand 
Substratum—3 to 80 inches; light yellowish brown, light gray, and pale yellow sand 


Rutlege 
Landscape: Marine terraces on coastal plains 
Landform: Depressions in low stream terraces and in flood plains 
Parent material: Sandy marine or fluvial deposits 
Slope: 0 to 2 percent 
Drainage class: Very poorly drained 
Permeability: Rapid 
Available water capacity: Very low 
Shrink-swell potential: Low 
Flooding: Frequent, from December through April and from August through September 
Ponding: Frequent, at the surface to 12 inches above the surface from December 
through April and from August through September 
Seasonal high water table: At the surface to a depth of about 6 inches year-around 
Land capability classification, nonirrigated: 6w 
Typical profile: 
Surface layer—O to 13 inches; black sand 
Substratum—13 to 80 inches; dark gray and grayish brown sand 
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Pickney 

Landscape: Marine terraces on coastal plains 

Landform: Depressions and flats on stream terraces and on flood plains 

Parent material: Sandy marine or fluvial deposits 

Slope: 0 to 2 percent 

Drainage class: Very poorly drained 

Permeability: Rapid 

Available water capacity: Very low 

Shrink-swell potential: Low 

Flooding: Frequent, from December through April and from August through September 

Ponding: Frequent, at the surface to 12 inches above the surface from December 
through April and from August through September 

Seasonal high water table: At the surface year-around 

Land capability classification, nonirrigated: 6w 

Typical profile: 
Surface layer—O to 37 inches; black and very dark brown sand 
Substratum—37 to 80 inches; grayish brown and light brownish gray sand 


88—Rutlege, Bibb, and Surrency soils, frequently flooded 


Map Unit Composition 


Major components 

Rutlege and similar soils: 38 percent 
Bibb and similar soils: 27 percent 
Surrency and similar soils: 25 percent 


Contrasting inclusions 
Leon soils: 7 percent 
Plummer soils: 3 percent 


Component Descriptions 
Rutlege 
Landscape: Marine terraces on coastal plains 
Landform: Depressions in low stream terraces and in flood plains 
Parent material: Sandy marine or fluvial deposits 
Slope: 0 to 2 percent 
Drainage class: Very poorly drained 
Permeability: Rapid 
Available water capacity: Low 
Shrink-swell potential: Low 
Flooding: Frequent, from December through May and from August through September 
Ponding: Frequent, at the surface to 12 inches above the surface from December 
through May and from August through September 
Seasonal high water table: At the surface to a depth of about 6 inches year-around 
Land capability classification, nonirrigated: 6w 
Typical profile: 
Surface layer—O to 14 inches; black sand 
Substratum—14 to 80 inches; dark gray and grayish brown sand 
Bibb 
Landscape: Marine terraces on coastal plains 
Landform: Flats on flood plains 
Parent material: Stratified sandy and loamy alluvium 
Slope: 0 to 2 percent 
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Drainage class: Poorly drained 

Permeability: Moderate 

Available water capacity: Low 

Shrink-swell potential: Low 

Flooding: Frequent, from December through April and from August through September 

Ponding: None 

Seasonal high water table: Ata depth of about 6 to 18 inches year-around 

Land capability classification, nonirrigated: 5w 

Typical profile: 
Surface layer—O to 12 inches; brown and dark grayish brown sandy loam 
Upper part of the substratum—12 to 37 inches; gray sandy loam 
Middle part of the substratum—37 to 65 inches; light brownish gray loamy sand 
Lower part of the substratum—65 to 80 inches; light gray sand 


Surrency 
Landscape: Marine terraces on coastal plains 
Landform: Flats on flood plains 
Parent material: Sandy and loamy marine and fluvial deposits 
Slope: 0 to 2 percent 
Drainage class: Very poorly drained 
Permeability: Moderately slow or moderate 
Available water capacity: Low 
Shrink-swell potential: Low 
Flooding: Frequent, from December through April and from August through September 
Ponding: None 
Seasonal high water table: At the surface to a depth of about 6 inches year-around 
Land capability classification, nonirrigated: ۷ 
Typical profile: 
Surface layer—O to 16 inches; black and very dark gray fine sand 
Subsurface layer—16 to 38 inches; gray fine sand 
Subsoil—38 to 80 inches; grayish brown sandy clay loam that has yellowish brown 
mottles 


89—Bibb-Rains-Garcon complex, occasionally flooded 


Map Unit Composition 


Major components 

Bibb and similar soils: 40 percent 
Rains and similar soils: 25 percent 
Garcon and similar soils: 24 percent 


Contrasting inclusions 
Ousley soils: 8 percent 
Pelham soils: 3 percent 


Component Descriptions 
Bibb 
Landscape: Marine terraces on coastal plains 
Landform: Flats on flood plains 
Parent material: Stratified sandy and loamy alluvium 
Slope: 0 to 2 percent 
Drainage class: Poorly drained 
Permeability: Moderate 
Available water capacity: Moderate 
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Shrink-swell potential: Low 

Flooding: Occasional, from December through April and from August through 
September 

Seasonal high water table: At a depth of about 6 to 18 inches from December through 
April and from August through September 

Land capability classification, nonirrigated: 5w 

Typical profile: 
Surface layer—O to 10 inches; brown and dark grayish brown sandy loam 
Upper part of the substratum—10 to 36 inches; gray sandy loam 
Middle part of the substratum—36 to 66 inches; light brownish gray loamy sand 
Lower part of the substratum—66 to 80 inches; light gray sand 


Rains 
Landscape: Marine terraces on coastal plains 
Landform: Flats on stream terraces and on flood plains 
Parent material: Loamy marine or fluviomarine deposits 
Slope: 0 to 2 percent 
Drainage class: Poorly drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Flooding: Occasional, from December through April and from August through 
September 
Seasonal high water table: At the surface to a depth of about 12 inches from 
December through April and from August through September 
Land capability classification, nonirrigated: 4w 
Typical profile: 
Surface layer—O to 9 inches; black fine sandy loam 
Subsoil—9 to 36 inches; gray sandy clay loam that has dark red and strong brown 
mottles 
Subsoil—36 to 80 inches; gray and brownish yellow sandy clay that has dark 
yellowish brown and yellowish brown mottles in the upper part and dark 
yellowish brown mottles in the lower part 


Garcon 

Landscape: Marine terraces on coastal plains 

Landform: Broad flats on low stream terraces and on flood plains 

Parent material: Sandy and loamy marine deposits 

Slope: 0 to 2 percent 

Drainage class: Somewhat poorly drained 

Permeability: Moderate 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Flooding: Occasional, from December through April and from August through 
September 

Seasonal high water table: At a depth of about 18 to 36 inches from December through 
April and from August through September 

Land capability classification, nonirrigated: 2w 

Typical profile: 
Surface layer—0 to 7 inches; dark gray fine sand 
Subsurface layer—7 to 26 inches; brown and very pale brown fine sand 
Subsoil—26 to 40 inches; brownish yellow sandy clay loam that has strong brown 

and light brownish gray mottles 
Subsoil—40 to 51 inches; light brownish gray sandy loam that has brownish yellow 
mottles 
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Subsoil—51 to 60 inches; very pale brown loamy fine sand that has brownish 
yellow mottles 
Substratum—60 to 80 inches; very pale brown fine sand that has light gray mottles 


90—Hosford and Plummer mucky sands, 2 to 12 percent 
slopes 
Map Unit Composition 


Major components 
Hosford and similar soils: 50 percent 
Plummer and similar soils: 41 percent 


Contrasting inclusions 
Rutlege and similar soils: 9 percent 


Component Descriptions 
Hosford 
Landscape: Marine terraces on coastal plains 
Landform: Lower side slopes and seeps on uplands 
Parent material: Sandy marine deposits 
Slope: 2 to 12 percent 
Drainage class: Very poorly drained 
Permeability: Rapid 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At the surface to a depth of about 6 inches year-around 
Land capability classification, nonirrigated: 5w 
Typical profile: 
Surface layer—O to 4 inches; black mucky sand 
Surface layer—4 to 66 inches; very dark grayish brown mucky coarse sand 
Substratum—66 to 80 inches; dark grayish brown sand 


Plummer 

Landscape: Marine terraces on coastal plains 

Landform: Toeslopes of side slopes 

Parent material: Sandy and loamy marine deposits 

Slope: 2 to 5 percent 

Drainage class: Very poorly drained 

Permeability: Moderate 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: At the surface to a depth of about 6 inches from December 
through October 

Land capability classification, nonirrigated: 4w 

Typical profile: 
Surface layer—O to 7 inches: black mucky sand 
Subsurface layer—7 to 48 inches; gray and light gray sand 
Subsoil—48 to 80 inches; light gray sandy loam 


91—Pits 
Map Unit Composition 


Major components 
Pits and similar areas: 100 percent 
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Component Description 
Pits 
Landscape: Marine terraces on coastal plains 
Landform: Not assigned 
Slope: 0 to 2 percent 
Drainage class: Variable 
Permeability: Variable 
Available water capacity: Variable 
Seasonal high water table: Variable 


This map unit consists of open excavations from which the original soil and underlying 
material have been removed for use at other locations. Most areas are barren of native 
vegetation. Some areas contain water. 


92—Telogia sandy loam, 2 to 5 percent slopes 


Map Unit Composition 


Major components 
Telogia and similar soils: 90 percent 


Contrasting inclusions 
Hardin Heights soils: 10 percent 


Component Description 

Telogia 

Landscape: Marine terraces on coastal plains 

Landform: Lower slopes on uplands 

Parent material: Clayey residuum from limestone 

Slope: 2 to 5 percent 

Depth to restrictive feature: Deep 

Drainage class: Somewhat poorly drained 

Permeability: Very slow 

Available water capacity: Moderate 

Shrink-swell potential: High 

Seasonal high water table: At a depth of 18 to 36 inches from December through April 
and from August through September 

Land capability classification, nonirrigated: 3e 

Typical profile: 
Surface layer—O to 6 inches; very dark gray sandy loam 
Subsoil—6 to 40 inches; light olive brown, light yellowish brown, and light gray clay 

loam that has dark red, strong brown, yellowish brown, and light gray mottles 
Subsoil—40 to 48 inches; olive yellow, light olive brown, and light gray clay loam 
that has strong brown, yellowish brown, and light gray mottles 

Substratum—48 to 52 inches; white, unweathered limestone bedrock 


93—Foxworth-Blanton-Chipley complex, 0 to 5 percent 
slopes 
Map Unit Composition 
Major components 
Foxworth and similar soils: 45 percent 


Blanton and similar soils: 24 percent 
Chipley and similar soils: 20 percent 
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Contrasting inclusions 
Albany soils: 6 percent 
Hurricane soils: 5 percent 


Component Descriptions 
Foxworth 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Moderately well drained 
Permeability: Rapid or very rapid 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 42 to 72 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O to 7 inches; brown sand 
Upper part of the substratum—7 to 54 inches; brownish yellow sand 
Lower part of the substratum—54 to 80 inches; very pale brown, light brownish 
gray, and brown sand that has yellowish brown and strong brown mottles in the 
lower part 


Blanton 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Moderately well drained 
Permeability: Moderately slow or slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 42 to 72 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O0 to 7 inches; dark gray sand 
Subsurface layer—7 to 52 inches; light olive brown, light yellowish brown, pale 
yellow, and light gray sand 
Subsoil—52 to 56 inches; pale brown sandy loam that has light brownish gray 
mottles 
Subsoil—56 to 80 inches; yellowish red, yellowish brown, light brownish gray, and 
gray sandy clay loam that has yellowish brown and light brownish gray mottles 
and 3 percent, by volume, plinthite nodules in the upper part and has light olive 
brown and yellowish brown mottles in the lower part 


Chipley 

Landscape: Marine terraces on coastal plains 
Landform: Knolls 

Parent material: Sandy marine deposits 
Slope: 0 to 5 percent 

Drainage class: Somewhat poorly drained 
Permeability: Very rapid or rapid 

Available water capacity: Low 

Shrink-swell potential: Low 
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Seasonal high water table: At a depth of about 24 to 36 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O0 to 8 inches; dark brown sand 
Substratum—8 to 80 inches; light yellowish brown, light gray, and white sand that 
has strong brown, yellowish red, brownish yellow, and reddish yellow mottles 


94—Albany-Garcon-Bibb complex, 0 to 5 percent slopes, 
occasionally flooded 


Map Unit Composition 


Major components 

Albany and similar soils: 33 percent 
Garcon and similar soils: 28 percent 
Bibb and similar soils: 26 percent 


Contrasting inclusions 
Blanton soils: 7 percent 
Eunola soils: 6 percent 


Component Descriptions 
Albany 
Landscape: Marine terraces on coastal plains 
Landform: Rises and flats on stream terraces and on flood plains 
Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 0 to 5 percent 
Drainage class: Somewhat poorly drained 
Permeability: Moderately slow 
Available water capacity: Very low 
Shrink-swell potential: Low 
Flooding: Occasional, from December through April and from July through September 
Seasonal high water table: At a depth of about 12 to 30 inches from December through 
April and from July through September 
Land capability classification, nonirrigated: 3e 
Typical profile: 
Surface layer—O0 to 6 inches; dark gray sand 
Subsurface layer—6 to 64 inches; brown, light yellowish brown, pale yellow, light 
gray, and light brownish gray sand that has strong brown mottles 
Subsoil—64 to 80 inches; light brownish gray sandy clay loam that has yellowish 
brown mottles 


Garcon 

Landscape: Marine terraces on coastal plains 

Landform: Broad flats on low stream terraces and on flood plains 

Parent material: Sandy and loamy marine deposits 

Slope: 0 to 5 percent 

Drainage class: Somewhat poorly drained 

Permeability: Moderate 

Available water capacity: Low 

Shrink-swell potential: Low 

Flooding: Occasional, from December through April and from July through September 

Seasonal high water table: At a depth of about 18 to 36 inches from December through 
April and from July through September 
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Land capability classification, nonirrigated: 2w 
Typical profile: 
Surface layer—O0 to 8 inches; dark gray fine sand 
Subsurface layer—8 to 22 inches; brown and very pale brown fine sand 
Subsoil—22 to 44 inches; brownish yellow sandy clay loam that has strong brown 
and light brownish gray mottles 
Subsoil—44 to 55 inches; light brownish gray sandy loam that has brownish yellow 
mottles 
Subsoil—55 to 59 inches; very pale brown loamy fine sand that has brownish 
yellow mottles 
Substratum—59 to 80 inches; very pale brown fine sand that has light gray mottles 


Bibb 

Landscape: Marine terraces on coastal plains 

Landform: Flats on flood plains 

Parent material: Stratified sandy and loamy alluvium 

Slope: 0 to 2 percent 

Drainage class: Poorly drained 

Permeability: Moderate 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Flooding: Occasional, from December through April and from July through September 

Seasonal high water table: At a depth of about 6 to 18 inches from December through 
April and from July through September 

Land capability classification, nonirrigated: 5w 

Typical profile: 
Surface layer—O to 5 inches; brown and dark grayish brown sandy loam 
Upper part of the substratum—S to 38 inches; gray sandy loam 
Middle part of the substratum—38 to 59 inches; light brownish gray loamy sand 
Lower part of the substratum—S59 to 80 inches; light gray sand 


96—Pelham sand, 0 to 5 percent slopes 


Map Unit Composition 


Major components 
Pelham and similar soils: 87 percent 


Contrasting inclusions 
Goldsboro soils: 10 percent 
Leefield soils: 3 percent 


Component Description 
Pelham 
Landscape: Marine terraces on coastal plains 
Landform: Flats and slight rises 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Poorly drained 
Permeability: Moderate 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 6 to 18 inches from December through 
April and June through September 
Land capability classification, nonirrigated: 4w 
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Typical profile: 

Surface layer—O to 5 inches; very dark gray sand 

Subsurface layer—5 to 35 inches; dark grayish brown and grayish brown sand that 
has strong brown mottles in the lower part 

Subsoil—35 to 58 inches; gray fine sandy loam and sandy clay loam having strong 
brown mottles 

Subsoil—58 to 80 inches; gray sandy clay loam that has strong brown and dark 
red mottles 


97—Eunola, Garcon, and Ousley soils, occasionally 
flooded 


Map Unit Composition 


Major components 

Eunola and similar soils: 45 percent 
Garcon and similar soils: 25 percent 
Ousley and similar soils: 20 percent 


Contrasting inclusions 
Albany soils: 8 percent 
Alpin soils: 2 percent 


Component Descriptions 
Eunola 
Landscape: Marine terraces on coastal plains 
Landform: Rises on low stream terraces and on flood plains 
Parent material: Loamy marine or fluvial deposits 
Slope: 0 to 2 percent 
Drainage class: Moderately well drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Flooding: Occasional, from January through April and from July through September 
Seasonal high water table: At a depth of about 18 to 30 inches from December through 
April and from July through September 
Land capability classification, nonirrigated: 2w 
Typical profile: 
Surface layer—O to 7 inches; very dark grayish brown fine sand 
Subsurface layer—7 to 18 inches; pale brown loamy fine sand that has strong 
brown mottles 
Subsoil—18 to 56 inches; yellowish brown, light yellowish brown, light brownish 
gray, and grayish brown sandy clay loam that has yellowish red, grayish brown, 
yellowish brown, and red mottles in the upper part and dark red and reddish 
brown mottles in the lower part 
Upper part of the substratum—a56 to 68 inches; brown loamy sand that has 
yellowish brown mottles 
Lower part of the substratum—68 to 80 inches; pale brown sand that has brownish 
yellow mottles 


Garcon 

Landscape: Marine terraces on coastal plains 

Landform: Broad flats on low stream terraces and on flood plains 
Parent material: Sandy and loamy marine deposits 

Slope: 0 to 2 percent 

Drainage class: Somewhat poorly drained 


66 


Soil Survey of Gadsden County, Florida 


Permeability: Moderate 
Available water capacity: Low 
Shrink-swell potential: Low 
Flooding: Occasional, from December through April and from July through September 
Seasonal high water table: At a depth of about 18 to 36 inches from December through 
April and from July through September 
Land capability classification, nonirrigated: 2w 
Typical profile: 
Surface layer—O0 to 8 inches; dark gray fine sand 
Subsurface layer—8 to 31 inches; brown and very pale brown fine sand 
Subsoil—31 to 48 inches; brownish yellow sandy clay loam that has strong brown 
and light brownish gray mottles 
Subsoil—48 to 56 inches; light brownish gray sandy loam that has brownish yellow 
mottles 
Subsoil—56 to 60 inches; very pale brown loamy fine sand that has brownish 
yellow mottles 
Substratum—60 to 80 inches; very pale brown fine sand that has light gray mottles 


Ousley 

Landscape: Marine terraces on coastal plains 

Landform: Broad flats on stream terraces and on flood plains 

Parent material: Sandy fluvial deposits 

Slope: 0 to 2 percent 

Drainage class: Somewhat poorly drained 

Permeability: Rapid 

Available water capacity: Very low 

Shrink-swell potential: Low 

Flooding: Occasional, from December through April and from July through September 

Ponding: Rare, at the surface to 6 inches above the surface from December through 
April and from July through September 

Seasonal high water table: At a depth of about 18 to 36 inches from December through 
April and from July through September 

Land capability classification, nonirrigated: 3w 

Typical profile: 
Surface layer—O0 to 5 inches; gray and grayish brown sand 
Substratum—5 to 80 inches; light yellowish brown, light gray, and pale yellow sand 


98—Rutlege and Plummer soils, depressional 


Map Unit Composition 


Major components 
Rutlege and similar soils: 50 percent 
Plummer and similar soils: 38 percent 


Contrasting inclusions 
Hosford soils: 7 percent 
Leon soils: 5 percent 


Component Descriptions 
Rutlege 
Landscape: Marine terraces on coastal plains 
Landform: Depressions 
Parent material: Sandy marine or fluvial deposits 
Slope: 0 to 2 percent 


67 


Soil Survey of Gadsden County, Florida 


Drainage class: Very poorly drained 

Permeability: Rapid 

Available water capacity: Low 

Shrink-swell potential: Low 

Ponding: Frequent, at the surface to 24 inches above the surface from March through 
November 

Seasonal high water table: At the surface year-around 

Land capability classification, nonirrigated: 6w 

Typical profile: 
Surface layer—O to 15 inches; black sand 
Substratum—15 to 80 inches; dark gray and grayish brown sand 


Plummer 
Landscape: Marine terraces on coastal plains 
Landform: Depressions 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 2 percent 
Drainage class: Very poorly drained 
Permeability: Moderate 
Available water capacity: Very low 
Shrink-swell potential: Low 
Ponding: Frequent, at the surface to 24 inches above the surface from March through 
November 
Seasonal high water table: At the surface to a depth of about 6 inches year-around 
Land capability classification, nonirrigated: 6w 
Typical profile: 
Surface layer—O to 10 inches; dark gray sand 
Subsurface layer—10 to 58 inches; gray and light gray sand 
Subsoil—58 to 80 inches; light gray sandy clay loam 


99—Water 
Map Unit Composition 


Major Components 
Water: 100 percent 


101—Albany-Ocilla-Chipley complex, 0 to 5 percent 
slopes 
Map Unit Composition 


Major components 

Albany and similar soils: 48 percent 
Ocilla and similar soils: 25 percent 
Chipley and similar soils: 16 percent 


Contrasting inclusions 
Blanton soils: 7 percent 
Foxworth soils: 4 percent 


Component Descriptions 
Albany 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
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Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 0 to 5 percent 
Drainage class: Somewhat poorly drained 
Permeability: Moderately slow 
Available water capacity: Very low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 12 to 30 inches from December through 
April and from July through September 
Land capability classification, nonirrigated: 3e 
Typical profile: 
Surface layer—0 to 8 inches; dark gray sand 
Subsurface layer—8 to 59 inches; brown, light yellowish brown, pale yellow, light 
gray, and light brownish gray sand that has brown mottles 
Subsoil—59 to 80 inches; light brownish gray sandy clay loam that has brown 
mottles 


Ocilla 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Somewhat poorly drained 
Permeability: Moderate 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 12 to 30 inches from December through 
April and from July through September 
Land capability classification, nonirrigated: 3w 
Typical profile: 
Surface layer—O to 4 inches; grayish brown sand 
Subsurface layer—4 to 32 inches; light yellowish brown and very pale brown sand 
that has brownish yellow and light gray mottles 
Subsoil—32 to 58 inches; light yellowish brown fine sandy loam that has brownish 
yellow and light gray mottles 
Subsoil—58 to 80 inches; light brownish gray sandy clay loam that has dark red, 
yellowish brown, and strong brown mottles 


Chipley 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Somewhat poorly drained 
Permeability: Very rapid or rapid 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 24 to 36 inches from December through 
April and from August through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O to 6 inches; dark brown sand 
Substratum—6 to 80 inches; light yellowish brown, light gray, and white sand 
that has strong brown, yellowish red, brownish yellow, and reddish yellow 
mottles 
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104—Urban land-Orangeburg-Norfolk complex, 2 to 5 
percent slopes 


Map Unit Composition 


Major components 

Urban land and similar areas: 50 percent 
Orangeburg and similar soils: 20 percent 
Norfolk and similar soils: 18 percent 


Contrasting inclusions 
Bonneau soils: 5 percent 
Fuquay soils: 4 percent 
Blanton soils: 3 percent 


Component Descriptions 
Urban land 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Variable 
Slope: 2 to 5 percent 


Orangeburg 

Landscape: Marine terraces on coastal plains 

Landform: Knolls and broad ridges 

Parent material: Sandy and loamy marine deposits 

Slope: 2 to 5 percent 

Drainage class: Well drained 

Permeability: Moderate 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 2e 

Typical profile: 
Surface layer—O to 6 inches; brown loamy sand 
Subsurface layer—6 to 18 inches; reddish brown loamy sand 
Subsoil—18 to 80 inches; dark red sandy clay loam that has 2 percent, by volume, 

ironstone nodules in the lower part 


Norfolk 

Landscape: Marine terraces on coastal plains 

Landform: Knolls 

Parent material: Loamy marine or fluviomarine deposits 

Slope: 2 to 5 percent 

Drainage class: Well drained 

Permeability: Moderate 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Seasonal high water table: At a depth of about 48 to 72 inches from December through 
April and from August through September 

Land capability classification, nonirrigated: 2e 

Typical profile: 
Surface layer—O to 5 inches; brown loamy fine sand 
Subsoil—5 to 15 inches; strong brown sandy loam 
Subsoil—15 to 22 inches; strong brown sandy clay loam 
Subsoil—22 to 45 inches; strong brown sandy loam 
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Subsoil—45 to 80 inches; light yellowish brown sandy clay loam that has yellowish 
red, dark yellowish brown, pale brown, light gray, and light brownish gray 
mottles 


105—Urban land-Orangeburg-Norfolk complex, 5 to 8 
percent slopes 


Map Unit Composition 


Major components 

Urban land and similar areas: 46 percent 
Orangeburg and similar soils: 25 percent 
Norfolk and similar soils: 17 percent 


Contrasting inclusions 
Bonneau soils: 5 percent 
Fuquay soils: 4 percent 
Blanton soils: 3 percent 


Component Descriptions 
Urban land 
Landscape: Marine terraces on coastal plains 
Landform: Ridges 
Parent material: Variable 
Slope: 5 to 8 percent 


Orangeburg 

Landscape: Marine terraces on coastal plains 

Landform: Ridges 

Parent material: Sandy and loamy marine deposits 

Slope: 5 to 8 percent 

Drainage class: Well drained 

Permeability: Moderate 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 3e 

Typical profile: 
Surface layer—O to 5 inches; brown loamy sand 
Subsurface layer—5 to 11 inches; reddish brown loamy sand 
Subsoil—11 to 80 inches; dark red sandy clay loam that has 2 percent, by volume, 

ironstone nodules in the lower part 


Norfolk 

Landscape: Marine terraces on coastal plains 

Landform: Ridges 

Parent material: Loamy marine or fluviomarine deposits 

Slope: 5 to 8 percent 

Drainage class: Well drained 

Permeability: Moderate 

Available water capacity: Moderate 

Shrink-swell potential: Low 

Seasonal high water table: At a depth of about 48 to 72 inches from December through 
April and from August through September 

Land capability classification, nonirrigated: 3e 
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Typical profile: 

Surface layer—O to 5 inches; brown loamy fine sand 

Subsoil—5 to 13 inches; strong brown sandy loam 

Subsoil—13 to 20 inches; strong brown sandy clay loam 

Subsoil—20 to 43 inches; strong brown sandy loam 

Subsoil—43 to 80 inches; light yellowish brown sandy clay loam that has yellowish 
red, dark yellowish brown, pale brown, light gray, and light brownish gray 
mottles 


106—Plummer-Leon-Sapelo complex 


Map Unit Composition 


Major components 

Plummer and similar soils: 49 percent 
Leon and similar soils: 19 percent 
Sapelo and similar soils: 18 percent 


Contrasting inclusions 
Pelham soils: 7 percent 
Clara soils: 7 percent 


Component Descriptions 
Plummer 
Landscape: Marine terraces on coastal plains 
Landform: Flats 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 2 percent 
Drainage class: Poorly drained 
Permeability: Moderate 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 6 to 12 inches from December through 
October 
Land capability classification, nonirrigated: 4w 
Typical profile: 
Surface layer—O0 to 9 inches; dark gray sand 
Subsurface layer—9 to 56 inches; gray and light gray sand 
Subsoil—56 to 80 inches; light gray sandy clay loam 


Leon 

Landscape: Marine terraces on coastal plains 

Landform: Flatwoods 

Parent material: Sandy marine deposits 

Slope: 0 to 2 percent 

Drainage class: Poorly drained 

Permeability: Moderate or moderately slow 

Available water capacity: Very low 

Shrink-swell potential: Low 

Seasonal high water table: At a depth of about 6 to 18 inches from December through 
April and from July through September 

Land capability classification, nonirrigated: 4w 

Typical profile: 
Surface layer—O0 to 6 inches; black sand 
Subsurface layer—6 to 11 inches; light brownish gray sand 
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Subsoil—11 to 16 inches; dark reddish brown sand that has black masses 

Subsoil—16 to 42 inches; brown, light gray, and light brownish gray sand that has 
black and dark brown masses 

Subsoil—42 to 80 inches; very dark brown sand that has yellowish brown streaks 
and pockets 


Sapelo 
Landscape: Marine terraces on coastal plains 
Landform: Flatwoods 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 2 percent 
Drainage class: Poorly drained 
Permeability: Moderate 
Available water capacity: Very low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 12 to 30 inches from December through 
April and from July through October 
Land capability classification, nonirrigated: 4w 
Typical profile: 
Surface layer—O to 10 inches; dark gray sand 
Subsurface layer—10 to 22 inches; light gray sand 
Subsoil—22 to 28 inches; dark reddish brown and black sand 
Subsoil—28 to 54 inches; yellowish brown, light yellowish brown, and pale yellow 
sand 
Subsoil—54 to 80 inches; light brownish gray sandy loam that has yellowish brown 
and strong brown mottles 


107—Fuquay-Bonifay complex, 0 to 5 percent slopes 


Map Unit Composition 


Major components 
Fuquay and similar soils: 50 percent 
Bonifay and similar soils: 38 percent 


Contrasting inclusions 
Bonneau soils: 5 percent 
Chipley soils: 4 percent 

Foxworth soils: 3 percent 


Component Descriptions 
Fuquay 
Landscape: Marine terraces on coastal plains 
Landform: Knolls and ridgetops 
Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 0 to 5 percent 
Drainage class: Well drained 
Permeability: Moderate to slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 60 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 2s 
Typical profile: 
Surface layer—O to 6 inches; brown sand 
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Subsurface layer—6 to 35 inches; yellowish brown sand 

Subsoil—35 to 54 inches; yellowish brown sandy loam that has about 5 percent, 
by volume, plinthite nodules 

Subsoil—54 to 80 inches; yellowish brown and strong brown sandy clay loam 
that has yellowish red, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 


Bonifay 
Landscape: Marine terraces on coastal plains 
Landform: Knolls and ridgetops 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Well drained 
Permeability: Moderately slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 54 to 66 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 3s 
Typical profile: 
Surface layer—O to 8 inches; very dark grayish brown loamy sand 
Subsurface layer—8 to 48 inches; yellowish brown loamy sand 
Subsoil—48 to 52 inches; yellowish brown sandy loam that has yellowish red 
mottles 
Subsoil—52 to 80 inches; brownish yellow and light gray sandy clay loam that 
has red mottles in the lower part and more than 5 percent, by volume, plinthite 
nodules 


108—Troup-Lakeland complex, 15 to 45 percent slopes 


Map Unit Composition 


Major components 
Troup and similar soils: 50 percent 
Lakeland and similar soils: 38 percent 


Contrasting inclusions 
Bonneau soils: 5 percent 
Chipley soils: 4 percent 

Foxworth soils: 3 percent 


Component Descriptions 

Troup 
Landscape: Marine terraces on coastal plains 
Landform: Hillslopes 
Parent material: Sandy and loamy marine deposits 
Slope: 15 to 45 percent 
Drainage class: Somewhat excessively drained 
Permeability: Moderate 
Available water capacity: Very low 
Shrink-swell potential: Low 
Seasonal high water table: None within a depth of 6 feet 
Land capability classification, nonirrigated: 7s 
Typical profile: 

Surface layer—O to 3 inches; very dark grayish brown sand 


74 


Soil Survey of Gadsden County, Florida 


Subsurface layer—3 to 11 inches; yellowish brown sand 
Subsurface layer—11 to 41 inches; strong brown and reddish yellow loamy sand 
Subsoil—41 to 80 inches; dark yellowish brown sandy clay loam 


Lakeland 

Landscape: Marine terraces on coastal plains 

Landform: Hillslopes 

Parent material: Sandy marine deposits 

Slope: 15 to 45 percent 

Drainage class: Excessively drained 

Permeability: Rapid or very rapid 

Available water capacity: Low 

Shrink-swell potential: Low 

Seasonal high water table: None within a depth of 6 feet 

Land capability classification, nonirrigated: 7s 

Typical profile: 
Surface layer—O to 2 inches; very dark grayish brown sand 
Substratum—2 to 80 inches; yellowish brown and very pale brown sand that has 

yellowish red mottles in the lower part 


109—Dothan-Cowarts-Fuquay complex, 15 to 60 percent 
slopes 
Map Unit Composition 


Major components 

Dothan and similar soils: 35 percent 

Cowarts and similar soils: 28 percent 
Fuquay and similar soils: 25 percent 


Contrasting inclusions 
Bonneau soils: 5 percent 
Chipley soils: 4 percent 

Foxworth soils: 3 percent 


Component Descriptions 
Dothan 
Landscape: Marine terraces on coastal plains 
Landform: Hillslopes 
Parent material: Loamy marine deposits 
Slope: 15 to 60 percent 
Drainage class: Well drained 
Permeability: Moderately slow or slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 36 to 54 inches from January through 
April and from August through September 
Land capability classification, nonirrigated: 7e 
Typical profile: 
Surface layer—O to 6 inches; brown loamy fine sand 
Subsoil—6 to 10 inches; yellowish brown fine sandy loam 
Subsoil—10 to 47 inches; yellowish brown sandy clay loam 
Subsoil—47 to 80 inches; yellowish brown and reddish yellow sandy clay loam 
that has strong brown, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 
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Cowarts 
Landscape: Marine terraces on coastal plains 
Landform: Hillslopes 
Parent material: Loamy marine deposits 
Slope: 15 to 60 percent 
Drainage class: Moderately well drained 
Permeability: Moderate to slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 36 to 54 inches from January through 
April and from August through September 
Land capability classification, nonirrigated: 7e 
Typical profile: 
Surface layer—O to 3 inches; dark brown loamy fine sand 
Subsoil—3 to 7 inches; strong brown fine sandy loam 
Subsoil—7 to 27 inches; strong brown and yellowish red sandy clay loam that has 
brownish yellow and very pale brown mottles and 3 percent, by volume, plinthite 
nodules in the lower part 
Upper part of the substratum—27 to 59 inches; strong brown and yellowish red 
sandy clay loam that has yellowish red, very pale brown, and brownish yellow 
mottles in the upper part 
Lower part of the substratum—59 to 80 inches; mottled red, reddish yellow, and 
very pale brown sandy loam 


Fuquay 
Landscape: Marine terraces on coastal plains 
Landform: Hillslopes 
Parent material: Sandy and loamy marine or fluviomarine deposits 
Slope: 15 to 60 percent 
Drainage class: Well drained 
Permeability: Moderate to slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 48 to 60 inches from January through 
March and from August through September 
Land capability classification, nonirrigated: 7s 
Typical profile: 
Surface layer—O0 to 4 inches; brown sand 
Subsurface layer—4 to 21 inches; yellowish brown sand 
Subsoil—21 to 35 inches; yellowish brown sandy loam that has about 5 percent, 
by volume, plinthite nodules 
Subsoil—35 to 80 inches; yellowish brown and strong brown sandy clay loam 
that has yellowish red, yellowish brown, and light gray mottles and more than 5 
percent, by volume, plinthite nodules 


113—Leefield fine sand, 0 to 5 percent slopes 


Map Unit Composition 


Major components 
Leefield and similar soils: 88 percent 


Contrasting inclusions 
Bonneau soils: 5 percent 
Chipley soils: 4 percent 

Foxworth soils: 3 percent 
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Component Description 


Leefield 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Sandy and loamy marine deposits 
Slope: 0 to 5 percent 
Drainage class: Somewhat poorly drained 
Permeability: Moderately slow or slow 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At a depth of about 18 to 30 inches from December through 
March and from August through September 
Land capability classification, nonirrigated: 2w 
Typical profile: 
Surface layer—O to 7 inches; very dark gray fine sand 
Subsurface layer—7 to 27 inches; light brownish gray sand 
Subsoil—27 to 36 inches; light yellowish brown sandy loam that has light gray and 
brownish yellow mottles 
Subsoil—36 to 80 inches; olive yellow and yellowish brown sandy clay loam that 
has yellowish brown, yellowish red, and light gray mottles and about 5 percent, 
by volume, plinthite nodules 


115—Faceville loamy fine sand, 2 to 5 percent slopes 


Map Unit Composition 


Major components 
Faceville and similar soils: 85 percent 


Contrasting inclusions 
Orangeburg soils: 8 percent 
Norfolk soils: 4 percent 
Bonneau soils: 3 percent 


Component Description 


Faceville 
Landscape: Marine terraces on coastal plains 
Landform: Knolls 
Parent material: Loamy and clayey marine deposits 
Slope: 2 to 5 percent 
Drainage class: Well drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: None within a depth of 6 feet 
Land capability classification, nonirrigated: 2e 
Typical profile: 
Surface layer—O to 3 inches; dark brown loamy fine sand 
Subsurface layer—3 to 7 inches; yellowish brown fine sandy loam 
Subsoil—7 to 56 inches; dark red and red sandy clay that has strong brown 
mottles in the lower part 
Subsoil—56 to 80 inches; dark red clay that has brownish yellow and gray mottles 
in the lower part 
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116—Faceville loamy fine sand, 5 to 8 percent slopes 


Map Unit Composition 


Major components 
Faceville and similar soils: 85 percent 


Contrasting inclusions 
Orangeburg soils: 8 percent 
Norfolk soils: 4 percent 
Bonneau soils: 3 percent 


Component Description 
Faceville 
Landscape: Marine terraces on coastal plains 
Landform: Ridges 
Parent material: Loamy and clayey marine deposits 
Slope: 5 to 8 percent 
Drainage class: Well drained 
Permeability: Moderate 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: None within a depth of 6 feet 
Land capability classification, nonirrigated: 3e 
Typical profile: 
Surface layer—O to 3 inches; dark brown loamy fine sand 
Subsurface layer—3 to 10 inches; yellowish brown fine sandy loam 
Subsoil—10 to 48 inches; dark red and red sandy clay that has strong brown 
mottles in the lower part 
Subsoil—48 to 80 inches; dark red clay that has brownish yellow and gray mottles 
in the lower part 


117—Cowarts-Hosford complex, 8 to 45 percent slopes 


Map Unit Composition 


Major components 
Cowarts and similar soils: 50 percent 
Hosford and similar soils: 30 percent 


Contrasting inclusions 
Plummer soils: 8 percent 
Bonneau soils: 5 percent 
Norfolk soils: 4 percent 
Orangeburg soils: 3 percent 


Component Descriptions 
Cowarts 
Landscape: Marine terraces on coastal plains 
Landform: Ridges, side slopes, and hillslopes 
Parent material: Loamy marine deposits 
Slope: 8 to 45 percent 
Drainage class: Moderately well drained 
Permeability: Moderate to slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
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Seasonal high water table: At a depth of about 36 to 54 inches from January through 
April and from August through September 
Land capability classification, nonirrigated: 7e 
Typical profile: 
Surface layer—O to 6 inches; dark brown loamy fine sand 
Subsoil—6 to 9 inches; strong brown fine sandy loam 
Subsoil—9 to 23 inches; strong brown and yellowish red sandy clay loam that has 
brownish yellow and very pale brown mottles and 3 percent, by volume, plinthite 
nodules in the lower part 
Upper part of the substratum—23 to 50 inches; strong brown and yellowish red 
sandy clay loam that has yellowish red, very pale brown, and brownish yellow 
mottles in the upper part 
Lower part of the substratum—S50 to 80 inches; mottled red, reddish yellow, and 
very pale brown sandy loam 


Hosford 
Landscape: Marine terraces on coastal plains 
Landform: Lower side slopes and seeps on uplands 
Parent material: Sandy marine deposits 
Slope: 8 to 12 percent 
Drainage class: Very poorly drained 
Permeability: Rapid 
Available water capacity: Low 
Shrink-swell potential: Low 
Seasonal high water table: At the surface to a depth of about 6 inches year-around 
Land capability classification, nonirrigated: 5w 
Typical profile: 
Surface layer—O to 4 inches; black mucky coarse sand 
Surface layer—4 to 65 inches; very dark grayish brown mucky coarse sand 
Substratum—65 to 80 inches; dark grayish brown sand 


118—Cowarts-Nankin complex, 15 to 45 percent slopes 


Map Unit Composition 


Major components 
Cowarts and similar soils: 48 percent 
Nankin and similar soils: 40 percent 


Contrasting inclusions 
Bonneau soils: 5 percent 
Norfolk soils: 4 percent 
Orangeburg soils: 3 percent 


Component Descriptions 
Cowarts 
Landscape: Marine terraces on coastal plains 
Landform: Hillslopes 
Parent material: Loamy marine deposits 
Slope: 15 to 45 percent 
Drainage class: Moderately well drained 
Permeability: Moderate to slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
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Seasonal high water table: At a depth of about 36 to 54 inches from January through 
April and from August through September 
Land capability classification, nonirrigated: 7e 
Typical profile: 
Surface layer—O to 3 inches; dark brown loamy fine sand 
Subsoil—3 to 8 inches; strong brown fine sandy loam 
Subsoil—8 to 28 inches; strong brown and yellowish red sandy clay loam that has 
brownish yellow and very pale brown mottles and 3 percent, by volume, plinthite 
nodules in the lower part 
Upper part of the substratum—28 to 48 inches; strong brown and yellowish red 
sandy clay loam that has yellowish red, very pale brown, and brownish yellow 
mottles in the upper part 
Lower part of the substratum—48 to 80 inches; mottled red, reddish yellow, and 
very pale brown sandy loam 


Nankin 
Landscape: Marine terraces on coastal plains 
Landform: Hillslopes 
Parent material: Stratified loamy and clayey marine deposits 
Slope: 15 to 45 percent 
Drainage class: Well drained 
Permeability: Moderately slow 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Seasonal high water table: None within a depth of 6 feet 
Land capability classification, nonirrigated: 7e 
Typical profile: 
Surface layer—O to 3 inches; dark grayish brown sandy loam 
Subsoil—3 to 11 inches; strong brown sandy clay loam 
Subsoil—11 to 27 inches; yellowish red sandy clay that has light yellowish brown 
and dark red mottles 
Subsoil—27 to 53 inches; dark red, light yellowish brown, light gray, brown, and 
yellowish red sandy clay loam that has yellowish brown mottles in the upper 
part 
Substratum—53 to 80 inches; very pale brown, brown, and red sandy clay loam 


119—Wahee and Ochlockonee soils, 0 to 3 percent 
slopes, occasionally flooded 


Map Unit Composition 


Major components 
Wahee and similar soils: 55 percent 
Ochlockonee and similar soils: 33 percent 


Contrasting inclusions 
Pickney soils: 6 percent 
Rutlege soils: 6 percent 


Component Descriptions 
Wahee 
Landscape: Marine terraces on coastal plains 
Landform: Flats and slightly concave areas on stream terraces and on flood plains 
Parent material: Clayey and loamy marine or fluviomarine deposits 
Slope: 0 to 3 percent 
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Drainage class: Somewhat poorly drained 
Permeability: Slow 
Available water capacity: High 
Shrink-swell potential: Moderate 
Flooding: Occasional 
Seasonal high water table: Ata depth of 18 to 30 inches from December through 
March and from July through September 
Land capability classification, nonirrigated: 4w 
Typical profile: 
Surface layer—O to 6 inches; light olive brown sandy loam 
Subsurface layer—6 to 14 inches; brown fine sandy loam 
Subsoil—14 to 80 inches; yellowish brown and gray sandy clay that has brownish 
gray and yellowish brown mottles in the upper part and yellowish brown mottles 
in the lower part 


Ochlockonee 
Landscape: Marine terraces on coastal plains 
Landform: Rises on flood plains 
Parent material: Loamy and sandy alluvium 
Slope: 0 to 3 percent 
Drainage class: Well drained 
Permeability: Moderately rapid 
Available water capacity: Moderate 
Shrink-swell potential: Low 
Flooding: Occasional 
Seasonal high water table: At a depth of 36 to 60 inches from December through April 
and from July through September 
Land capability classification, nonirrigated: 2w 
Typical profile: 
Surface ۱3۷۵۲۳-0١ to 6 inches; dark yellowish brown loamy sand 
Upper part of the substratum—6 to 45 inches; strong brown, light yellowish brown, 
and very pale brown loamy fine sand 
Lower part of the substratum—45 to 80 inches; light yellowish brown stratified 
sandy loam to loamy sand having strong brown and light gray mottles 


120—Hardin Heights-Telogia complex, 5 to 45 percent 
slopes 
Map Unit Composition 


Major components 
Hardin Heights and similar soils: 70 percent 
Telogia and similar soils: 20 percent 


Contrasting inclusions 
Bonifay soils: 5 percent 
Cowarts soils: 5 percent 


Component Descriptions 
Hardin Heights 
Landscape: Marine terraces on coastal plains 
Landform: Ridges and hillslopes 
Parent material: Loamy and clayey residuum that weathered from argillaceous 
limestone (fig. 2) 
Slope: 5 to 45 percent 
Drainage class: Well drained 
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Figure 2.—A roadside cut in an area of Hardin Heights-Telogia complex, 5 to 45 percent slopes. The 
parent material consists of residuum derived from limestone bedrock. 


Depth to restrictive feature: Shallow 
Permeability: Slow 
Available water capacity: Low 
Shrink-swell potential: High 
Seasonal high water table: None within a depth of 6 feet 
Land capability classification, nonirrigated: 6e 
Typical profile: 
Surface layer—O to 3 inches; very dark brown sandy clay loam 
Subsurface layer—3 to 12 inches; very dark brown and very dark gray loam 
Subsoil—12 to 15 inches; olive brown loam 
Subsoil—15 to 20 inches; light yellowish brown silty clay that has yellowish brown 
mottles 
Substratum—20 to 24 inches; white, unweathered limestone bedrock 


Telogia 

Landscape: Marine terraces on coastal plains 
Landform: Ridges on uplands 

Parent material: Clayey residuum from limestone 
Slope: 5 to 8 percent 

Drainage class: Somewhat poorly drained 

Depth to restrictive feature: Deep 

Permeability: Very slow 

Available water capacity: Moderate 

Shrink-swell potential: High 

Seasonal high water table: Ata depth of 18 to 36 inches from December through April 
Land capability classification, nonirrigated: 4e 
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Typical profile: 
Surface layer—O to 5 inches; very dark gray sandy loam 
Subsoil—5 to 38 inches; light olive brown, light yellowish brown, and light gray clay 
loam that has dark red, strong brown, yellowish brown, and light gray mottles 
Subsoil—38 to 46 inches; olive yellow, light olive brown, and light gray clay loam 
that has strong brown, yellowish brown, and light gray mottles 
Substratum—46 to 50 inches; white, unweathered limestone bedrock 
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Use and Management of the Soils 


This soil survey is an inventory and evaluation of the soils in the survey area. It can 
be used to adjust land uses to the limitations and potentials of natural resources and 
the environment. Also, it can help to prevent soil-related failures in land uses. 

In preparing a soil survey, soil scientists, conservationists, engineers, and others 
collect extensive field data about the nature and behavioral characteristics of the 
soils. They collect data on erosion, droughtiness, flooding, and other factors that 
affect various soil uses and management. Field experience and collected data on soil 
properties and performance are used as a basis in predicting soil behavior. 

Information in this section can be used to plan the use and management of soils 
for crops and pasture; as rangeland and forestland; as sites for buildings, sanitary 
facilities, highways and other transportation systems, and parks and other recreational 
facilities; and for wildlife habitat. It can be used to identify the potentials and limitations 
of each soil for specific land uses and to help prevent construction failures caused by 
unfavorable soil properties. 

Planners and others using soil survey information can evaluate the effect of specific 
land uses on productivity and on the environment in all or part of the survey area. The 
survey can help planners to maintain or create a land use pattern in harmony with the 
natural soil. 

Contractors can use this survey to locate sources of gravel and sand. They can use 
it to identify areas where bedrock, wetness, or very firm soil layers can cause difficulty 
in excavation. 

Health officials, highway officials, engineers, and others may also find this survey 
useful. The survey can help them plan the safe disposal of wastes and locate sites for 
pavements, sidewalks, campgrounds, playgrounds, lawns, and trees and shrubs. 


Interpretive Ratings 


The interpretive tables in this survey rate the soils in the survey area for various 
uses. Many of the tables identify the limitations that affect specified uses and indicate 
the severity of those limitations. The ratings in these tables are both verbal and 
numerical. 


Rating Class Terms 


Rating classes are expressed in the tables in terms that indicate the extent to 
which the soils are limited by all of the soil features that affect a specified use or in 
terms that indicate the suitability of the soils for the use. Thus, the tables may show 
limitation classes or suitability classes. Terms for the limitation classes are not limited, 
somewhat limited, and very limited. The suitability ratings are expressed as well suited, 
moderately suited, poorly suited, and unsuited or as good, fair, and poor. 


Numerical Ratings 


Numerical ratings in the tables indicate the relative severity of individual limitations. 
The ratings are shown as decimal fractions ranging from 0.00 to 1.00. They indicate 
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gradations between the point at which a soil feature has the greatest negative impact 
on the use and the point at which the soil feature is not a limitation. The limitations 
appear in order from the most limiting to the least limiting. Thus, if more than one 
limitation is identified, the most severe limitation is listed first and the least severe one 
is listed last. 


Crops and Pasture 


Gadsden County is a tree producing, farming, and livestock producing area. The 
livestock production consists of cattle, pigs, horses, and goats. Most of the soils 
that are used for crops are deep, droughty sands. Gully-control structures, grassed 
waterways, windbreaks, and permanent vegetative cover are needed to help control 
erosion. Historically, deep plowing and clean cultivation were used in the county. 

The Gadsden County Soil and Water Conservation District promotes farming, 
tree planting, and conservation practices. It has the goal of assisting farmers, public 
agencies, and other land users solve problems related to soil and water conservation. 

The acreage used for crops and pasture in Gadsden County has increased since 
the early 1980s. In 1997, the number of farms was 351 and the extent of farmed land 
was 59,098 acres. In 2002, about 68,140 acres was used for farms (USDA, 2002). Of 
this, about 15,250 acres was cropland and 5,117 acres was pastureland. There were 
343 farms, which produced $91,377,000 in market value. Of the agricultural land, 

64 percent was forestland, 22 percent was cropland, 8 percent was pasture, and 6 
percent was used for livestock, nurseries, or other uses. The main agricultural crops 
were corn, soybeans, watermelons, tobacco, grains, oilseeds, dry beans, dry peas, 
cotton, and a variety of vegetables. The average size of a farm was 199 acres. 

The potential of the soils in Gadsden County to support food production is good. 

In addition to the reserve capacity represented by soils now used as forestland and 
pasture, extending the latest crop production technology to all of the cropland in the 
county could increase food production. This soil survey can help in the application of 
such technology. 

Erosion caused by water is a hazard on cropland where the slope is more than 5 
percent, especially in areas of the well drained and moderately well drained Blanton, 
Bonifay, Cowarts, Dothan, Foxworth, Fuquay, Lucy, Norfolk, and Orangeburg soils. 

Erosion can reduce productivity and result in pollution of streams. Productivity is 
reduced as the surface layer erodes and more of the subsoil is incorporated into the 
plow layer. Erosion on farmland results in sediment entering streams. Controlling 
this erosion minimizes the pollution of streams and improves the quality of water for 
municipal uses, for recreational uses, and for fish and wildlife. 

Erosion-control practices provide a protective surface cover, increase the rate of 
water infiltration, and help to control runoff. A cropping system that keeps plant cover 
on the soil for extended periods can hold soil losses to amounts that do not reduce the 
productive capacity of the soils. 

Minimizing tillage and leaving crop residue on the surface increase the rate of water 
infiltration and help to control runoff and erosion. Using a no-till system helps to control 
erosion in sloping areas. These practices can be adapted to most of the soils in the 
survey area. 

Terraces, diversions, and stripcropping help to control runoff and erosion by 
reducing the length of slope. These practices are most practical on deep, well drained 
soils that have a regular slope. Diversions and sod waterways can be used on most 
of the soils in the county. Contour farming is best suited to soils that have smooth, 
uniform slopes. 

Erosion caused by wind is currently not a significant problem in Gadsden County. 
The cropland in the county is intermixed with areas of forestland. This mixture 
precludes the large distances of unsheltered cropland that are associated with wind 
erosion. Wind erosion typically is a hazard where the soils are exposed and have a 
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sandy surface layer or a surface layer of loamy sand. Strong winds can damage soils 
and tender crops in a few hours in open, unprotected areas where the surface is dry 
and bare. Maintaining a plant cover and surface mulch minimize wind erosion. 

Drainage is not a major management concern on the acreage currently used for 
crops and pasture in Gadsden County. The soils that are poorly drained or very poorly 
drained are not normally used for crops and pasture. 

Fertility is naturally low in most of the soils in the county. Most of the soils have a 
sandy surface layer, primarily sand, fine sand, loamy sand, or loamy fine sand. Many 
of the soils have a loamy subsoil. Examples are Albany, Blanton, Bonifay, Bonneau, 
Fuquay, Garcon, Leefield, Lucy, and Troup soils. Alpin, Chipley, Foxworth, and 
Lakeland soils have sandy material to a depth of 80 inches or more. Hurricane and 
Leon soils are examples of soils that have a subsoil layer that is enriched with organic 
material. 

Most of the soils in the county have a surface layer that is strongly acid or very 
strongly acid and require applications of lime to raise the pH sufficiently for good 
growth of crops. Nitrogen, potassium, and phosphate levels are naturally low in most 
of these soils. 

On all soils, applications of lime and fertilizer should be based on the results of soil 
tests, on the needs of the crops, and on the expected level of yields. The Cooperative 
Extension Service can help in determining the kinds and amounts of fertilizer and lime 
to apply. 

Tilth is an important factor affecting the germination of seeds and the infiltration of 
water into the soil. Soils that have good tilth are granular and porous. 

Most of the soils that are used for crops and pasture in the county have a low or 
moderate content of organic matter. Generally, the structure of the surface layer of 
these soils is weak. Soils that have a low content of organic matter form a slight crust 
following intense rainfall. The crust is slightly hard when dry and is impervious to 
water. It reduces infiltration and increases runoff. The increased runoff causes erosion. 
Regular additions of crop residue, manure, and other organic material improve 
structure and minimize crusting. 

Pastures in the county are mostly used to produce forage for beef cattle. Beef 
cattle cow-calf operations are the major cattle system. Bahiagrass and coastal 
bermudagrass are the major pasture plants. In many of the pastures, excess grass is 
harvested as hay during the summer for use as feed during the winter. 

The well drained and moderately well drained Bonifay, Blanton, Dothan, Fuquay, 
and Lucy soils are well suited to bahiagrass, alfalfa, and improved bahiagrass. The 
somewhat poorly drained Albany, Chipley, Garcon, Hurricane, and Leefield soils are 
well suited to bahiagrass and improved bermudagrass if legumes, such as white 
clover, crimson clover, and arrowleaf clover, are also grown and if adequate amounts 
of lime and fertilizer are applied. 

Many of the pastures in the county are greatly depleted by continuous excessive 
grazing. Pasture yields can be increased by properly applying lime and fertilizer, 
growing legumes, installing drainage, irrigating, and using other management 
practices. 

Differences in pasture yields are closely related to differences in soils. Proper 
management of pasture is based on the interrelationship of soils, pasture plants, lime, 
fertilizer, and moisture. 


Yields per Acre 


The average yields per acre that can be expected of the principal crops under 
a high level of management are shown in table 5. In any given year, yields may be 
higher or lower than those indicated in the table because of variations in rainfall and 
other climatic factors. The land capability classification of each map unit also is shown 
in the table. 
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The yields are based mainly on the experience and records of farmers, 
conservationists, and extension agents. Available yield data from nearby counties and 
results of field trials and demonstrations are also considered. 

The management needed to obtain the indicated yields of the various crops 
depends on the kind of soil and the crop. Management can include drainage, erosion 
control, and protection from flooding; the proper planting and seeding rates; suitable 
high-yielding crop varieties; appropriate and timely tillage; control of weeds, plant 
diseases, and harmful insects; favorable soil reaction and optimum levels of nitrogen, 
phosphorus, potassium, and trace elements for each crop; effective use of crop 
residue, barnyard manure, and green manure crops; and harvesting that ensures the 
smallest possible loss. 

For yields of irrigated crops, it is assumed that the irrigation system is adapted to 
the soils and to the crops grown, that good-quality irrigation water is uniformly applied 
as needed, and that tillage is kept to a minimum. 

The estimated yields reflect the productive capacity of each soil for each of 
the principal crops. Yields are likely to increase as new production technology is 
developed. The productivity of a given soil compared with that of other soils, however, 
is not likely to change. 

Crops other than those shown in table 5 may be grown in the survey area, but 
estimated yields are not listed because the acreage of such crops is small. The local 
office of the Natural Resources Conservation Service or of the Cooperative Extension 
Service can provide information about the management and productivity of the soils for 
those crops. 


Land Capability Classification 


Land capability classification shows, in a general way, the suitability of soils for 
most kinds of field crops. Crops that require special management are excluded. The 
soils are grouped according to their limitations for field crops, the risk of damage if 
they are used for crops, and the way they respond to management. The criteria used 
in grouping the soils do not include major and generally expensive land forming that 
would change slope, depth, or other characteristics of the soils, nor do they include 
possible but unlikely major reclamation projects. Capability classification is not a 
substitute for interpretations designed to show suitability and limitations of groups of 
soils for rangeland, for forestland, and for engineering purposes. 

In the capability system, soils are generally grouped at three levels—capability 
class, subclass, and unit (USDA, 1961). Only class and subclass are used in this 
survey. 

Capability classes, the broadest groups, are designated by numbers 1 through 8. The 
numbers indicate progressively greater limitations and narrower choices for practical 
use. The classes are defined as follows: 

Class 1 soils have few limitations that restrict their use. 

Class 2 soils have moderate limitations that reduce the choice of plants or that 
require moderate conservation practices. 

Class 3 soils have severe limitations that reduce the choice of plants or that require 
special conservation practices, or both. 

Class 4 soils have very severe limitations that reduce the choice of plants or that 
require very careful management, or both. 

Class 5 soils are not likely to erode but have other limitations, impractical to remove, 
that limit their use. 

Class 6 soils have severe limitations that make them generally unsuitable for 
cultivation. 

Class 7 soils have very severe limitations that make them unsuitable for cultivation. 

Class 8 soils and miscellaneous areas have limitations that nearly preclude their 
use for commercial crop production. 
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Capability subclasses are soil groups within one class. They are designated by 
adding a small letter, e, w, or s, to the class numeral, for example, 2e. The letter e 
shows that the main hazard is the risk of erosion unless close-growing plant cover 
is maintained; w shows that water in or on the soil interferes with plant growth or 
cultivation (in some soils the wetness can be partly corrected by artificial drainage); 
and s shows that the soil is limited mainly because it is shallow, droughty, or stony. 

In class 1 there are no subclasses because the soils of this class have few 
limitations. Class 5 contains only the subclasses indicated by w or s because the soils 
in class 5 are subject to little or no erosion. They have other limitations that restrict 
their use to pasture, rangeland, forestland, wildlife habitat, or recreation. 

The capability classification of each map unit is given in the section “Detailed Soil 
Map Units” and in table 5. 


Ecological Communities 


In areas that have similar climate and topography, differences between the kinds 
and amounts of vegetation in the areas are closely related to differences between 
the kinds of soils in the areas. An ecological community is the product of all the 
environmental factors responsible for its development. It has characteristic soils; a 
characteristic hydrology, particularly infiltration and runoff; and a characteristic plant 
community. The vegetation, soils, and hydrology are all interrelated. Descriptions of 
ecological communities are provided in the Field Office Technical Guide, which is 
available in local offices of the Natural Resources Conservation Service and online. 

The relationship between soils and vegetation was ascertained during this survey; 
thus, ecological communities generally can be determined directly from the soil 
maps. Soil properties that affect moisture supply and plant nutrients have the greatest 
influence on the productivity of plants. Soil reaction and a seasonal high water table 
are also important. 

The ecological community concept is based on the knowledge that a soil type 
commonly supports a specific vegetative community, which in turn provides the 
habitat needed by specific wildlife species. Vegetative communities form recognizable 
units on the landscape, most of which can become apparent to the casual observer 
after only a little training. Even without prior botanical training, an observer can, for 
example, quickly learn to distinguish between North Florida Flatwoods and Longleaf 
Pine-Turkey Oak Hills or between Bottomland Hardwoods and Swamp Hardwoods. 
Once a community is recognized, information can be found concerning the general 
characteristics of the soil on which it occurs and the types of plants and animals it 
supports. 

Although some plants are found only within a very narrow range of conditions, 
many plants can survive throughout a wide range. Individual plants that have a 
wide tolerance level can occur in many different communities and on a variety of 
soils. When describing ecological communities, plant scientists study the patterns in 
which vegetation occurs. They study what species occur, the relative abundance of 
each species, the stage of plant succession, the dominance of species, the position 
of species on the landscape, and the soil or soils on which the patterns occur. 
Recognizable patterns of vegetation are typically found in a small group of soil types 
that have common characteristics. 

During many years of field observations while conducting soil surveys, the Natural 
Resources Conservation Service determined which vegetative communities commonly 
occur on the different soils throughout Florida. This information is summarized in the 
booklet "26 Ecological Communities of Florida" (USDA-SCS, 1989). Some of the 
terms used to describe these communities are specific to Florida. 

In the following paragraphs, the vegetative community on individual map units 
during the climax state of plant succession is described. The community described 
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is based on relatively natural conditions. Human activities, such as logging and fire 
suppression, can alter the community on a specific site. 


Longleaf Pine-Turkey Oak Hills 

The Longleaf Pine-Turkey Oak Hills ecological community is typically on nearly 
level to gently sloping uplands. There are several variations of this community. Mature, 
natural stands of trees that have not been logged have an overstory of scattered 
longleaf pine. Areas from which the pines have been removed are dominated by 
turkey oak and other oaks, have little ground cover, and have numerous, noticeable 
bare areas. This ecological community supports wildlife species that are adapted 
to stress caused by high temperatures and drought. Many of the animals are 
burrowers. Burrowing helps to prevent water loss and provides protection against 
high temperatures. The most common animals are fox squirrel, pocket gopher, turkey, 
white-tailed deer, bobwhite quail, ground dove, gopher tortoise, and many songbirds, 
including warblers, towhees, and crested flycatchers. This ecological community is 
used to some extent for timber production. Sand pine is commonly planted because 
it is better adapted to these sites than slash pine. Recent advancements in nursery 
stock of longleaf pine have reduced the amount of time seedlings remain in the “grass 
stage.” The map units that support the Longleaf Pine-Turkey Oak Hills ecological 
community in Gadsden County are: 


9 Bonifay-Alpin complex, 0 to 5 percent slopes 

10 Bonifay-Albany-Centenary complex, 0 to 5 percent slopes 
11 Troup-Bonifay-Fuquay complex, 8 to 15 percent slopes 
60 Troup sand, 8 to 15 percent slopes 

61 Troup-Nankin complex, 5 to 8 percent slopes 

63 Troup-Nankin complex, 15 to 45 percent slopes 

77 Bonifay-Fuquay complex, 0 to 5 percent slopes 

80 Foxworth-Lakeland complex, 0 to 5 percent slopes 

83 Foxworth-Lakeland complex, 5 to 15 percent slopes 

85 Bonifay-Leon-Chipley complex, 0 to 5 percent slopes 

93 Foxworth-Blanton-Chipley complex, 0 to 5 percent slopes 
108  Troup-Lakeland complex, 15 to 45 percent slopes 


Mixed Hardwood and Pine 

The Mixed Hardwood and Pine ecological community is typically on rolling uplands. 
Water movement is gradual to natural drainageways. This ecological community can 
be easily identified by the mixed hardwood and pine vegetation in predominantly better 
drained areas. The type and amount of vegetation vary depending on the successional 
stage. In the early stages, shortleaf pine and loblolly pine dominate. As the system 
matures, hardwoods replace the pines. This ecological community supports deer, 
turkey, squirrel, raccoon, opossum, bobwhite quail, dove, and many songbirds. 
Hardwood mast (acorns, nuts, fruits, buds, and berries) furnish a good source of 
food for wildlife. The map units that support the Mixed Hardwood and Pine ecological 
community in Gadsden County are: 


12 Bonneau-Leefield-Norfolk complex, 0 to 5 percent slopes 
14 Cowarts-Dothan-Fuquay complex, 5 to 8 percent slopes 
16 Cowarts-Nankin complex, 8 to 15 percent slopes 

18 Dothan-Fuquay complex, 0 to 2 percent slopes 

19 Dothan-Fuquay complex, 2 to 5 percent slopes 

21 Dothan-Fuquay-Cowarts complex, 8 to 15 percent slopes 
23 Fuquay-Lucy-Orangeburg complex, 0 to 5 percent slopes 
24 Fuquay-Bonifay complex, 5 to 15 percent slopes 

27 Goldsboro loamy fine sand, 0 to 2 percent slopes 

28 Goldsboro loamy fine sand, 2 to 5 percent slopes 
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32 Leefield-Bonifay-Dothan complex, 0 to 5 percent slopes 

35 Lucy-Troup complex, 8 to 15 percent slopes 

36 Lucy-Orangeburg-Cowarts complex, 15 to 45 percent slopes 
40 Cowarts-Dothan-Fuquay complex, 15 to 60 percent slopes 
41 Norfolk loamy fine sand, 0 to 2 percent slopes 

42 Norfolk loamy fine sand, 2 to 5 percent slopes 

43 Ocilla sand, 0 to 5 percent slopes 

45 Orangeburg loamy sand, 0 to 2 percent slopes 

46 Orangeburg loamy sand, 2 to 5 percent slopes 

47 Orangeburg-Norfolk-Tifton complex, 5 to 8 percent slopes 
48 Fuquay-Orangeburg-Norfolk complex, 8 to 15 percent slopes 
49 Orangeburg-Norfolk complex, 2 to 5 percent slopes 

58 Tifton loamy fine sand, 2 to 5 percent slopes 

69 Lucy-Bonifay-Orangeburg complex, 5 to 8 percent slopes 

71 Cowarts-Nankin complex, 2 to 5 percent slopes 

72 Goldsboro-Ocilla complex, 5 to 8 percent slopes 

73 Norfolk loamy fine sand, 5 to 8 percent slopes 

78 Chipley, Leon, and Foxworth soils, 0 to 5 percent slopes 

79 Hurricane and Chipley soils, 0 to 3 percent slopes 

82 Chipley-Foxworth complex, 0 to 5 percent slopes 

97 Eunola, Garcon, and Ousley soils, occasionally flooded 

104 Urban land-Orangeburg-Norfolk complex, 2 to 5 percent slopes 
105 Urban land-Orangeburg-Norfolk complex, 5 to 8 percent slopes 
107  Fuquay-Bonifay complex, 0 to 5 percent slopes 

109  Dothan-Cowarts-Fuquay complex, 15 to 60 percent slopes 
113  Leefield fine sand, 0 to 5 percent slopes 

115  Faceville loamy fine sand, 2 to 5 percent slopes 

116  Faceville loamy fine sand, 5 to 8 percent slopes 

117  Cowarts-Hosford complex, 8 to 45 percent slopes 

118 — Cowarts-Nankin complex, 15 to 45 percent slopes 


North Florida Flatwoods 

The North Florida Flatwoods ecological community is in nearly level areas. Water 
movement is very gradual to natural drainageways, swamps, ponds, and marshes. 
Wet conditions prevail during the rainy season, when the water table is on or near 
the surface. This ecological community is easily identified by the flat topography, 
slash pine, and dense saw palmetto vegetation. This ecological community supports 
a diverse and numerous population of wildlife, including deer, quail, turkey, squirrels, 
bobcat, skunks, opossums, raccoons, and many songbirds, particularly warblers. The 
map units that support the North Florida Flatwoods ecological community in Gadsden 
County are: 


33 Leon-Chipley complex 

51 Plummer sand, 0 to 5 percent slopes 

86 Leon, Clara, and Pickney soils, commonly flooded 
106 Plummer-Leon-Sapelo complex 


Upland Hardwood Hammocks 

The Upland Hardwood Hammocks ecological community occurs in North Central 
Florida. The Upland Hardwood Hammocks ecological community is typically on 
rolling uplands. Water movement is gradual to natural drainageways. This ecological 
community can be easily identified by the thick stands of shade-tolerant hardwoods 
and the few pines. It is in predominantly well drained areas. The type and amount 
of vegetation vary depending on the successional stage. The vegetation in this 
community is considered to be in a climax stage when only a few pines occur and 
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hardwoods dominate. Typical trees include laurel oak, live oak, loblolly pine, longleaf 
pine, and slash pine. As the system matures, hardwoods replace the pines. Because 
of the availability of hardwood mast (acorns, nuts, fruits, buds, and berries), this 
ecological community supports deer, turkey, squirrel, raccoon, opossum, bobwhite 
quail, dove, and many songbirds. The map units that support the Upland Hardwood 
Hammocks ecological community in Gadsden County are: 


2 Albany-Blanton complex, 0 to 5 percent slopes 

3 Albany-Ousley-Pelham complex, 0 to 5 percent slopes, occasionally flooded 
5 Blanton sand, 0 to 5 percent slopes 

6 Blanton sand, 5 to 8 percent slopes 


30 Lakeland sand, 0 to 5 percent slopes 

31 Lakeland sand, 5 to 15 percent slopes 

59 Troup-Lakeland-Lucy complex, 2 to 8 percent slopes 

87 Ousley, Rutlege, and Pickney soils, commonly flooded 

92 Telogia sandy loam, 2 to 5 percent slopes 

94 Albany-Garcon-Bibb complex, 0 to 5 percent slopes, occasionally flooded 
96 Pelham sand, 0 to 5 percent slopes 

101  Albany-Ocilla-Chipley complex, 0 to 5 percent slopes 

120 Hardin Heights-Telogia complex, 5 to 45 percent slopes 


Wetland Hardwood Hammocks 

The Wetland Hardwood Hammocks ecological community is a wetland forest that is 
subject to constant seepage. It has an evergreen appearance and is dominated by laurel 
oak, water oak, loblolly bay, loblolly pine, longleaf pine, red maple, slash pine, southern 
magnolia, red cedar, swamp chestnut oak, and sweet gum. It has an understory of 
American beautyberry, shining sumac, yaupon holly, saw palmetto, and wax myrtle. This 
ecological community provides good habitat for wild hogs, deer, turkey, black bear, gray 
squirrel, woodpeckers, owls, and songbirds. The map units that supports the Wetland 
Hardwood Hammocks ecological community in Gadsden County are: 


90 Hosford and Plummer mucky sands, 2 to 12 percent slopes 
98 Rutlege and Plummer soils, depressional 


Bottomland Hardwoods 

The Bottomland Hardwoods ecological community is on flood plains along rivers. 
The Bottomland Hardwood ecological community is distinguished from the Swamp 
Hardwoods ecological community by rapid rising and falling of floodwater and by 
limited inundation during the growing season. Vegetation is extremely diverse in the 
Bottomland Hardwood ecological community. Shrubs, vines, grasses, and herbaceous 
plants grow profusely where sunlight penetrates the canopy. As the forest matures and 
competition for sunlight increases during the growing season, areas of this ecological 
community take on an open, park-like appearance. Trees that characterize this 
ecological community are American elm, American hornbeam, and black willow. This 
ecological community supports a diverse population of wildlife, including bobcat, deer, 
flying squirrel, gray fox, rabbit, gray squirrel, mink, opossum, otter, raccoon, hawks, 
owls, songbirds, turkey, woodpeckers, alligator, canebrake, and water moccasin. 
Probably the most important role of this ecological community as a natural system is 
that of receiving, assimilating, and redistributing floodwaters, sediments, pollutants, 
and nutrients. The map unit that supports the Bottomland Hardwoods ecological 
community in Gadsden County is: 


119 Wahee and Ochlockonee soils, 0 to 3 percent slopes, occasionally flooded 


Swamp Hardwoods 
The Swamp Hardwoods ecological community is in areas bordering rivers and in 
basins that are either submerged or saturated for part of the year. This ecological 
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community is typically characterized by hardwoods, a high percentage of which are 
deciduous. Common dominant trees are red maple, elm, black gum, water tupelo, 

and cypress. This ecological community supports wildlife that are adapted to wet 
conditions and can endure periodic flooding. These include black bear, bobcat, deer, 
turkey, gray squirrel, mink, otter, raccoon, hawks, owls, pileated woodpecker, wood 
duck, songbirds, turtles, snakes, and alligators. The map units that support the Swamp 
Hardwoods ecological community in Gadsden County are: 


29 Grady fine sandy loam, depressional 

52 Rains fine sandy loam 

66 Pickney, Dorovan, and Bibb soils, frequently flooded 
88 Rutlege, Bibb, and Surrency soils, frequently flooded 
89 Bibb-Rains-Garcon complex, occasionally flooded 


Prime Farmland 


In an effort to identify the extent and location of important farmlands, the Natural 
Resources Conservation Service, in cooperation with other Federal, State, and local 
government organizations, has inventoried land that can be used for the production of 
the Nation’s food supply. 

Prime farmland is of major importance in meeting the Nation’s short- and long-range 
needs for food and fiber. Because the supply of high-quality farmland is limited, the 
U.S. Department of Agriculture recognizes that responsible levels of government, as 
well as individuals, should encourage and facilitate the wise use of our Nation’s prime 
farmland. 

Prime farmland, as defined by the U.S. Department of Agriculture, is land that has 
the best combination of physical and chemical characteristics for producing food, 
feed, forage, fiber, and oilseed crops and is available for these uses (fig. 3). It can be 
cultivated land, pastureland, forestland, or other land, but it is not urban or built-up 
land or water areas. The soil quality, growing season, and moisture supply are those 
needed for the soil to economically produce sustained high yields of crops when 
proper management, including water management, and acceptable farming methods 
are applied. In general, prime farmland has an adequate and dependable supply of 
moisture from precipitation or irrigation, a favorable temperature and growing season, 
acceptable acidity or alkalinity, an acceptable content of salt and sodium, and few or 
no rocks. The water supply is dependable and of adequate quality. Prime farmland 
is permeable to water and air. It is not excessively erodible or saturated with water 
for long periods, and it either is not frequently flooded during the growing season or 
is protected from flooding. Slope ranges mainly from 0 to 6 percent. More detailed 
information about the criteria for prime farmland is available at the local office of the 
Natural Resources Conservation Service. 

A recent trend in land use in some areas has been the loss of some prime farmland 
to industrial and urban uses. The loss of prime farmland to other uses puts pressure 
on marginal lands, which generally are more erodible, droughty, and less productive 
and cannot be easily cultivated. 

The following map units in Gadsden County meet the requirements for prime 
farmland. This list does not constitute a recommendation for a particular land use. 


14 Cowarts-Dothan-Fuquay complex, 5 to 8 percent slopes 
18 Dothan-Fuquay complex, 0 to 2 percent slopes 

19 Dothan-Fuquay complex, 2 to 5 percent slopes 

27 Goldsboro loamy fine sand, 0 to 2 percent slopes 

28 Goldsboro loamy fine sand, 2 to 5 percent slopes 

41 Norfolk loamy fine sand, 0 to 2 percent slopes 

42 Norfolk loamy fine sand, 2 to 5 percent slopes 


93 


Soil Survey of Gadsden County, Florida 


Figure 3.—Bell peppers planted in an area of Dothan-Fuquay complex, 0 to 2 percent slopes. This 
map unit is well suited to cultivated crops and qualifies as prime farmland. Covering the 
seedbed helps retain moisture and reduces the effects of wind erosion. 


45 Orangeburg loamy sand, 0 to 2 percent slopes 

46 Orangeburg loamy sand, 2 to 5 percent slopes 

47 Orangeburg-Norfolk-Tifton complex, 5 to 8 percent slopes 
49 Orangeburg-Norfolk complex, 2 to 5 percent slopes 

58 Tifton loamy fine sand, 2 to 5 percent slopes 

71 Cowarts-Nankin complex, 2 to 5 percent slopes 

73 Norfolk loamy fine sand, 5 to 8 percent 

115  Faceville loamy fine sand, 2 to 5 percent slopes 

116  Faceville loamy fine sand, 5 to 8 percent slopes 


Agricultural Waste Management 


Soil properties are important considerations in areas where soils are used as sites 
for the treatment and disposal of organic waste and wastewater. Selection of soils with 
properties that favor waste management can help to prevent environmental damage. 

Tables 6a, 6b, and 6c show the degree and kind of soil limitations affecting 
the treatment of agricultural waste, including municipal and food-processing 
wastewater and effluent from lagoons or storage ponds. Municipal wastewater is 
the waste stream from a municipality. It contains domestic waste and may contain 
industrial waste. It may have received primary or secondary treatment. It is rarely 
untreated sewage. Food-processing wastewater results from the preparation of 
fruits, vegetables, milk, cheese, and meats for public consumption. In places it is 
high in content of sodium and chloride. In the context of these tables, the effluent in 
lagoons and storage ponds is from facilities used to treat or store food-processing 
wastewater or domestic or animal waste. Domestic and food-processing wastewater 
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is very dilute, and the effluent from the facilities that treat or store it commonly 

is very low in content of carbonaceous and nitrogenous material; the content of 
nitrogen commonly ranges from 10 to 30 milligrams per liter. The wastewater from 
animal waste treatment lagoons or storage ponds, however, has much higher 
concentrations of these materials, mainly because the manure has not been diluted 
as much as the domestic waste. The content of nitrogen in this wastewater generally 
ranges from 50 to 2,000 milligrams per liter. When wastewater is applied, checks 
should be made to ensure that nitrogen, heavy metals, and salts are not added in 
excessive amounts. 

The ratings in the tables are for waste management systems that not only dispose 
of and treat organic waste or wastewater but also are beneficial to crops (application 
of manure and food-processing waste, application of sewage sludge, and disposal of 
wastewater by irrigation) and for waste management systems that are designed only 
for the purpose of wastewater disposal and treatment (overland flow of wastewater, 
rapid infiltration of wastewater, and slow rate treatment of wastewater). 

The ratings are both verbal and numerical. Rating class terms indicate the extent 
to which the soils are limited by all of the soil features that affect agricultural waste 
management. Not limited indicates that the soil has features that are very favorable 
for the specified use. Good performance and very low maintenance can be expected. 
Somewhat limited indicates that the soil has features that are moderately favorable for 
the specified use. The limitations can be overcome or minimized by special planning, 
design, or installation. Fair performance and moderate maintenance can be expected. 
Very limited indicates that the soil has one or more features that are unfavorable for 
the specified use. The limitations generally cannot be overcome without major soil 
reclamation, special design, or expensive installation procedures. Poor performance 
and high maintenance can be expected. 

Numerical ratings in the tables indicate the severity of individual limitations. The 
ratings are shown as decimal fractions ranging from 0.01 to 1.00. They indicate 
gradations between the point at which a soil feature has the greatest negative impact 
on the use (1.00) and the point at which the soil feature is not a limitation (0.00). 


Table 6a 


Application of manure and food-processing waste not only disposes of waste 
material but also can improve crop production by increasing the supply of nutrients 
in the soils where the material is applied. Manure is the excrement of livestock and 
poultry, and food-processing waste is damaged fruit and vegetables and the peelings, 
stems, leaves, pits, and soil particles removed in food preparation. The manure and 
food-processing waste are either solid, slurry, or liquid. Their nitrogen content varies. 
A high content of nitrogen limits the application rate. Toxic or otherwise dangerous 
wastes, such as those mixed with the lye used in food processing, are not considered 
in the ratings. 

The ratings are based on the soil properties that affect absorption, plant growth, 
microbial activity, erodibility, the rate at which the waste is applied, and the method by 
which the waste is applied. The properties that affect absorption include permeability, 
depth to a water table, ponding, the sodium adsorption ratio, depth to bedrock ora 
cemented pan, and available water capacity. The properties that affect plant growth 
and microbial activity include reaction, the sodium adsorption ratio, salinity, and 
bulk density. The wind erodibility group, the soil erodibility factor K, and slope are 
considered in estimating the likelihood that wind erosion or water erosion will transport 
the waste material from the application site. Stones, cobbles, a water table, ponding, 
and flooding can hinder the application of waste. Permanently frozen soils are 
unsuitable for waste treatment. 

Application of sewage sludge not only disposes of waste material but also can 
improve crop production by increasing the supply of nutrients in the soils where the 
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material is applied. In the context of this table, sewage sludge is the residual product 
of the treatment of municipal sewage. The solid component consists mainly of cell 
mass, primarily bacteria cells that developed during secondary treatment and have 
incorporated soluble organics into their own bodies. The sludge has small amounts 
of sand, silt, and other solid debris. The content of nitrogen varies. Some sludge has 
constituents that are toxic to plants or hazardous to the food chain, such as heavy 
metals and exotic organic compounds, and should be analyzed chemically prior to use. 
The content of water in the sludge ranges from about 98 percent to less than 40 
percent. The sludge is considered liquid if it is more than about 90 percent water, slurry 
if it is about 50 to 90 percent water, and solid if it is less than about 50 percent water. 
The ratings in the table are based on the soil properties that affect absorption, plant 
growth, microbial activity, erodibility, the rate at which the sludge is applied, and the 
method by which the sludge is applied. The properties that affect absorption, plant 
growth, and microbial activity include permeability, depth to a water table, ponding, the 
sodium adsorption ratio, depth to bedrock or a cemented pan, available water capacity, 
reaction, salinity, and bulk density. The wind erodibility group, the soil erodibility factor 
K, and slope are considered in estimating the likelihood that wind erosion or water 
erosion will transport the waste material from the application site. Stones, cobbles, a 
water table, ponding, and flooding can hinder the application of sludge. Permanently 
frozen soils are unsuitable for waste treatment. 


Table 6b 


Disposal of wastewater by irrigation not only disposes of municipal wastewater and 
wastewater from food-processing plants, lagoons, and storage ponds but also can 
improve crop production by increasing the amount of water available to crops. The 
ratings in the table are based on the soil properties that affect the design, construction, 
management, and performance of the irrigation system. The properties that affect 
design and management include the sodium adsorption ratio, depth to a water table, 
ponding, available water capacity, permeability, slope, and flooding. The properties 
that affect construction include stones, cobbles, depth to bedrock or a cemented pan, 
depth to a water table, and ponding. The properties that affect performance include 
depth to bedrock or a cemented pan, bulk density, the sodium adsorption ratio, salinity, 
reaction, and the cation-exchange capacity, which is used to estimate the capacity of 
a soil to adsorb heavy metals. Permanently frozen soils are not suitable for disposal of 
wastewater by irrigation. 

Overland flow of wastewater is a process in which wastewater is applied to 
the upper reaches of sloped land and allowed to flow across vegetated surfaces, 
sometimes called terraces, to runoff-collection ditches. The length of the run generally 
is 150 to 300 feet. The application rate ranges from 2.5 to 16.0 inches per week. It 
commonly exceeds the rate needed for irrigation of cropland. The wastewater leaves 
solids and nutrients on the vegetated surfaces as it flows downslope in a thin film. 
Most of the water reaches the collection ditch, some is lost through evapotranspiration, 
and a small amount may percolate to the ground water. 

The ratings in the table are based on the soil properties that affect absorption, plant 
growth, microbial activity, and the design and construction of the system. Reaction 
and the cation-exchange capacity affect absorption. Reaction, salinity, and the sodium 
adsorption ratio affect plant growth and microbial activity. Slope, permeability, depth 
to a water table, ponding, flooding, depth to bedrock or a cemented pan, stones, and 
cobbles affect design and construction. Permanently frozen soils are unsuitable for 
waste treatment. 


Table 6c 


Rapid infiltration of wastewater is a process in which wastewater applied in a 
level basin at a rate of 4 to 120 inches per week percolates through the soil. The 
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wastewater may eventually reach the ground water. The application rate commonly 
exceeds the rate needed for irrigation of cropland. Vegetation is not a necessary part 
of the treatment; hence, the basins may or may not be vegetated. The thickness of the 
soil material needed for proper treatment of the wastewater is more than 72 inches. As 
a result, geologic and hydrologic investigation is needed to ensure proper design and 
performance and to determine the risk of ground-water pollution. 

The ratings in the table are based on the soil properties that affect the risk of 
pollution and the design, construction, and performance of the system. Depth to a 
water table, ponding, flooding, and depth to bedrock or a cemented pan affect the risk 
of pollution and the design and construction of the system. Slope, stones, and cobbles 
also affect design and construction. Permeability and reaction affect performance. 
Permanently frozen soils are unsuitable for waste treatment. 

Slow rate treatment of wastewater is a process in which wastewater is applied to 
land at a rate normally between 0.5 inch and 4.0 inches per week. The application rate 
commonly exceeds the rate needed for irrigation of cropland. The applied wastewater 
is treated as it moves through the soil. Much of the treated water may percolate to 
the ground water, and some enters the atmosphere through evapotranspiration. The 
applied water generally is not allowed to run off the surface. Waterlogging is prevented 
either through control of the application rate or through the use of tile drains, or both. 

The ratings in the table are based on the soil properties that affect absorption, plant 
growth, microbial activity, erodibility, and the application of waste. The properties that 
affect absorption include the sodium adsorption ratio, depth to a water table, ponding, 
available water capacity, permeability, depth to bedrock or a cemented pan, reaction, the 
cation-exchange capacity, and slope. Reaction, the sodium adsorption ratio, salinity, and 
bulk density affect plant growth and microbial activity. The wind erodibility group, the soil 
erodibility factor K, and slope are considered in estimating the likelihood of wind erosion 
or water erosion. Stones, cobbles, a water table, ponding, and flooding can hinder the 
application of waste. Permanently frozen soils are unsuitable for waste treatment. 


Forestland Productivity and Management 


Forestland comprises about 263,350 acres, or about 81 percent, of Gadsden 
County. Slash pine, either native or planted, is the main tree species grown in the 
county. It is especially common in the areas of flats and knolls, which are the dominant 
landforms in the county. Chipley, Hurricane, Leon, Pelham, Plummer, and Sapelo soils 
typically support slash pine. 

Sand pine, longleaf pine, and loblolly pine are the other tree species grown in the 
county. Sand pine requires relatively sandy, dry sites for optimum survival and growth. 
The major soils that support sand pine are Alpin, Foxworth, Lakeland, and Troup soils. 

Loblolly pine is on somewhat poorly drained to well drained soils that have a loamy 
subsoil that is relatively close to the surface. Cowarts, Dothan, Fuquay, Goldsboro, 
Leefield, Lucy, and Orangeburg soils are the major soils that support loblolly pine 
fig. 4). Most areas of loblolly pine in the county are on uplands adjacent to the 
Apalachicola River. 

The river bottoms and flood plains along the Apalachicola and Ochlockonee 
Rivers support bottomland hardwoods and slash pine. The hardwood species include 
cypress, hickory, sweetgum, sycamore, tupelo, and various oaks. Bibb, Clara, 
Dorovan, Ochlockonee, Pickney, Rutlege, Surrency, and Wahee soils are the common 
soils in these areas. 

Timber management in Gadsden County includes clearcutting, bedding, planting, 
and selective cutting and thinning. Prescribed burning on pine plantations can reduce 
plant competition and exposes mineral soils as a bed for young pine seedlings. 
Burning also encourages the growth of grasses and forbs that help to support various 
wildlife species, including deer, quail, and turkey. 
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Figure 4.—Loblolly pines planted in an area of Leefield-Bonifay-Dothan complex, 0 to 5 percent 
slopes. Seedling mortality is low in areas of the Leefield and Dothan soils and moderate due to 
droughtiness in areas of the Bonifay soil. 


The tables associated with this section can help forest owners or managers plan 
the use of soils for wood crops. They show the potential productivity of the soils for 
wood crops and rate the soils according to the limitations that affect various aspects of 
forestland management. 

More detailed information on forestland and forestland management can be 
obtained from local consulting foresters, the Florida Division of Forestry, and the 
Natural Resources Conservation Service. 


Forestland Productivity 


In table 7, the potential productivity of merchantable or common trees on a soil 
is expressed as a site index and as a volume number. The site index is the average 
height, in feet, that dominant and codominant trees of a given species attain in 
a specified number of years. The site index applies to fully stocked, even-aged, 
unmanaged stands. Commonly grown trees are those that forest managers generally 
favor in intermediate or improvement cuttings. They are selected on the basis of 
growth rate, quality, value, and marketability. More detailed information regarding site 
index is available in the “National Forestry Manual,” which is available in local offices 
of the Natural Resources Conservation Service or on the Internet. 

The volume of wood fiber, a number, is the yield likely to be produced by the most 
important tree species. This number, expressed as cubic feet per acre per year and 
calculated at the age of culmination of the mean annual increment (CMAI), indicates 
the amount of fiber produced in a fully stocked, even-aged, unmanaged stand. 

Trees to manage are those that are preferred for planting, seeding, or natural 
regeneration and those that remain in the stand after thinning or partial harvest. 
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Forestland Management 


In tables 8a through 8e, interpretive ratings are given for various aspects of 
forestland management. The ratings are both verbal and numerical. 

Some rating class terms indicate the degree to which the soils are suited to 
a specified aspect of forestland management. Well suited indicates that the soil 
has features that are favorable for the specified management aspect and has no 
limitations. Good performance can be expected, and little or no maintenance is 
needed. Moderately suited indicates that the soil has features that are moderately 
favorable for the specified management aspect. One or more soil properties are less 
than desirable, and fair performance can be expected. Some maintenance is needed. 
Poorly suited indicates that the soil has one or more properties that are unfavorable 
for the specified management aspect. Overcoming the unfavorable properties requires 
special design, extra maintenance, and costly alteration. Unsuited indicates that the 
expected performance of the soil is unacceptable for the specified management aspect 
or that extreme measures are needed to overcome the undesirable soil properties. 

Numerical ratings in the tables indicate the severity of individual limitations. The 
ratings are shown as decimal fractions ranging from 0.01 to 1.00. They indicate 
gradations between the point at which a soil feature has the greatest negative impact 
on the specified aspect of forestland management (1.00) and the point at which the 
soil feature is not a limitation (0.00). 

In table 8e, the rating class terms for fire damage and seedling mortality are 
expressed as low, moderate, and high. The numerical ratings indicate gradations 
between the point at which the potential for fire damage or seedling mortality is highest 
(1.00) and the point at which the potential is lowest (0.00). 

The paragraphs that follow indicate the soil properties considered in rating the 
soils. More detailed information about the criteria used in the ratings is available in the 
“National Forestry Manual,” which is available in local offices of the Natural Resources 
Conservation Service or on the Internet. 


Table 8a 


For limitations affecting construction of haul roads and log landings, the ratings 
are based on slope, flooding, permafrost, plasticity index, the hazard of soil slippage, 
content of sand, the Unified classification, rock fragments on or below the surface, 
depth to a restrictive layer that is indurated, depth to a water table, and ponding. The 
limitations are described as slight, moderate, or severe. A rating of slight indicates that 
no significant limitations affect construction activities, moderate indicates that one or 
more limitations can cause some difficulty in construction, and severe indicates that 
one or more limitations can make construction very difficult or very costly. 

The ratings of suitability for log landings are based on slope, rock fragments on the 
surface, plasticity index, content of sand, the Unified classification, depth to a water 
table, ponding, flooding, and the hazard of soil slippage. The soils are described as 
well suited, moderately suited, or poorly suited to use as log landings. 

Ratings in the column soil rutting hazard are based on depth to a water table, rock 
fragments on or below the surface, the Unified classification, depth to a restrictive 
layer, and slope. Ruts form as a result of the operation of forest equipment. The 
hazard is described as slight, moderate, or severe. A rating of slight indicates that the 
soil is subject to little or no rutting, moderate indicates that rutting is likely, and severe 
indicates that ruts form readily. 


Table 8b 


Ratings in the column hazard of off-road or off-trail erosion are based on slope and 
on soil erodibility factor K. The soil loss is caused by sheet or rill erosion in off-road 
or off-trail areas where 50 to 75 percent of the surface has been exposed by logging, 
grazing, mining, or other kinds of disturbance. The hazard is described as slight, 
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moderate, severe, or very severe. A rating of slight indicates that erosion is unlikely 
under ordinary climatic conditions; moderate indicates that some erosion is likely and 
that erosion-control measures may be needed; severe indicates that erosion is very 
likely and that erosion-control measures, including revegetation of bare areas, are 
advised; and very severe indicates that significant erosion is expected, loss of soil 
productivity and off-site damage are likely, and erosion-control measures are costly 
and generally impractical. 

Ratings in the column hazard of erosion on roads and trails are based on the 
soil erodibility factor K, slope, and content of rock fragments. The ratings apply to 
unsurfaced roads and trails. The hazard is described as slight, moderate, or severe. A 
rating of slight indicates that little or no erosion is likely; moderate indicates that some 
erosion is likely, that the roads or trails may require occasional maintenance, and that 
simple erosion-control measures are needed; and severe indicates that significant 
erosion is expected, that the roads or trails require frequent maintenance, and that 
costly erosion-control measures are needed. 

Ratings in the column suitability for roads (natural surface) are based on slope, rock 
fragments on the surface, plasticity index, content of sand, the Unified classification, 
depth to a water table, ponding, flooding, and the hazard of soil slippage. The ratings 
indicate the suitability for using the natural surface of the soil for roads. The soils are 
described as well suited, moderately suited, or poorly suited to this use. 


Table 8c 


Ratings in the columns suitability for hand planting and suitability for mechanical 
planting are based on slope, depth to a restrictive layer, content of sand, plasticity 
index, rock fragments on or below the surface, depth to a water table, and ponding. 
The soils are described as well suited, moderately suited, poorly suited, or unsuited to 
these methods of planting. It is assumed that necessary site preparation is completed 
before seedlings are planted. 

Ratings in the column suitability for use of harvesting equipment are based on 
slope, rock fragments on the surface, plasticity index, content of sand, the Unified 
classification, depth to a water table, and ponding. The soils are described as well 
suited, moderately suited, or poorly suited to this use. 


Table 8d 


Ratings in the column suitability for mechanical site preparation (surface) are based 
on slope, depth to a restrictive layer, plasticity index, rock fragments on or below the 
surface, depth to a water table, and ponding. The soils are described as well suited, 
poorly suited, or unsuited to this management activity. The part of the soil from the 
surface to a depth of about 1 foot is considered in the ratings. 

Ratings in the column suitability for mechanical site preparation (deep) are based 
on slope, depth to a restrictive layer, rock fragments on or below the surface, depth 
to a water table, and ponding. The soils are described as well suited, poorly suited, or 
unsuited to this management activity. The part of the soil from the surface to a depth of 
about 3 feet is considered in the ratings. 


Table 8e 


Ratings in the column potential for damage to soil by fire are based on texture of 
the surface layer, content of rock fragments and organic matter in the surface layer, 
thickness of the surface layer, and slope. The soils are described as having a low, 
moderate, or high potential for this kind of damage. The ratings indicate an evaluation 
of the potential impact of prescribed fires or wildfires that are intense enough to 
remove the duff layer and consume organic matter in the surface layer. 

Ratings in the column potential for seedling mortality are based on flooding, 
ponding, depth to a water table, content of lime, reaction, salinity, available water 
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capacity, soil moisture regime, soil temperature regime, aspect, and slope. The soils 
are described as having a low, moderate, or high potential for seedling mortality. 


Recreational Development 


In tables 9a and 9b, the soils of the survey area are rated according to limitations 
that affect their suitability for recreational development. The ratings are both verbal and 
numerical. Rating class terms indicate the extent to which the soils are limited by all of 
the soil features that affect the recreational uses. Not limited indicates that the soil has 
features that are very favorable for the specified use. Good performance and very low 
maintenance can be expected. Somewhat limited indicates that the soil has features 
that are moderately favorable for the specified use. The limitations can be overcome or 
minimized by special planning, design, or installation. Fair performance and moderate 
maintenance can be expected. Very limited indicates that the soil has one or more 
features that are unfavorable for the specified use. The limitations generally cannot 
be overcome without major soil reclamation, special design, or expensive installation 
procedures. Poor performance and high maintenance can be expected. 

Numerical ratings in the tables indicate the severity of individual limitations. The 
ratings are shown as decimal fractions ranging from 0.01 to 1.00. They indicate 
gradations between the point at which a soil feature has the greatest negative impact 
on the use (1.00) and the point at which the soil feature is not a limitation (0.00). 

The ratings in the tables are based on restrictive soil features, such as wetness, 
slope, and texture of the surface layer. Susceptibility to flooding is considered. 

Not considered in the ratings, but important in evaluating a site, are the location 

and accessibility of the area, the size and shape of the area and its scenic quality, 
vegetation, access to water, potential water impoundment sites, and access to public 
sewer lines. The capacity of the soil to absorb septic tank effluent and the ability of 
the soil to support vegetation also are important. Soils that are subject to flooding are 
limited for recreational uses by the duration and intensity of flooding and the season 
when flooding occurs. In planning recreational facilities, onsite assessment of the 
height, duration, intensity, and frequency of flooding is essential. 

The information in these tables can be supplemented by other information in this 
survey, for example, interpretations for dwellings without basements, for local roads 
and streets, and for septic tank absorption fields. 


Table 9a 


Camp areas require site preparation, such as shaping and leveling the tent and 
parking areas, stabilizing roads and intensively used areas, and installing sanitary 
facilities and utility lines. Camp areas are subject to heavy foot traffic and some 
vehicular traffic. The ratings are based on the soil properties that affect the ease of 
developing camp areas and the performance of the areas after development. Slope, 
stoniness, and depth to bedrock or a cemented pan are the main concerns affecting 
the development of camp areas. The soil properties that affect the performance of the 
areas after development are those that influence trafficability and promote the growth 
of vegetation, especially in heavily used areas. For good trafficability, the surface of 
camp areas should absorb rainfall readily, remain firm under heavy foot traffic, and 
not be dusty when dry. The soil properties that influence trafficability are texture of the 
surface layer, depth to a water table, ponding, flooding, permeability, and large stones. 
The soil properties that affect the growth of plants are depth to bedrock or a cemented 
pan, permeability, and toxic substances in the soil. 

Picnic areas are subject to heavy foot traffic. Most vehicular traffic is confined to 
access roads and parking areas. The ratings are based on the soil properties that 
affect the ease of developing picnic areas and that influence trafficability and the 
growth of vegetation after development. Slope and stoniness are the main concerns 
affecting the development of picnic areas. For good trafficability, the surface of picnic 
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areas should absorb rainfall readily, remain firm under heavy foot traffic, and not be 
dusty when dry. The soil properties that influence trafficability are texture of the surface 
layer, depth to a water table, ponding, flooding, permeability, and large stones. The 
soil properties that affect the growth of plants are depth to bedrock or a cemented pan, 
permeability, and toxic substances in the soil. 

Playgrounds require soils that are nearly level, are free of stones, and can withstand 
intensive foot traffic. The ratings are based on the soil properties that affect the 
ease of developing playgrounds and that influence trafficability and the growth of 
vegetation after development. Slope and stoniness are the main concerns affecting 
the development of playgrounds. For good trafficability, the surface of the playgrounds 
should absorb rainfall readily, remain firm under heavy foot traffic, and not be dusty 
when dry. The soil properties that influence trafficability are texture of the surface 
layer, depth to a water table, ponding, flooding, permeability, and large stones. The 
soil properties that affect the growth of plants are depth to bedrock or a cemented pan, 
permeability, and toxic substances in the soil. 


Table 9b 


Paths and trails for hiking and horseback riding should require little or no slope 
modification through cutting and filling. The ratings are based on the soil properties 
that affect trafficability and erodibility. These properties are stoniness, depth to a water 
table, ponding, flooding, slope, and texture of the surface layer. 

Off-road motorcycle trails require little or no site preparation. They are not covered 
with surfacing material or vegetation. Considerable compaction of the soil material is 
likely. The ratings are based on the soil properties that influence erodibility, trafficability, 
dustiness, and the ease of revegetation. These properties are stoniness, slope, depth 
to a water table, ponding, flooding, and texture of the surface layer. 

Golf fairways are subject to heavy foot traffic and some light vehicular traffic. Cutting 
or filling may be required. Irrigation is not considered in the ratings. The ratings are 
based on the soil properties that affect plant growth and trafficability after vegetation 
is established. The properties that affect plant growth are reaction; depth to a water 
table; ponding; depth to bedrock or a cemented pan; the available water capacity in 
the upper 40 inches; the content of salts, sodium, or calcium carbonate; and sulfidic 
materials. The properties that affect trafficability are flooding, depth to a water table, 
ponding, slope, stoniness, and the amount of sand, clay, or organic matter in the 
surface layer. The suitability of the soil for traps, tees, roughs, and greens is not 
considered in the ratings. 


Wildlife Habitat 


Soils affect the kind and amount of vegetation that is available to wildlife as food 
and cover. They also affect the construction of water impoundments. The kind and 
abundance of wildlife depend largely on the amount and distribution of food, cover, and 
water. Wildlife habitat can be created or improved by planting appropriate vegetation, 
by maintaining the existing plant cover, or by promoting the natural establishment of 
desirable plants. 

In table 10, the soils in the survey area are rated according to their potential for 
providing habitat for various kinds of wildlife. This information can be used in planning 
parks, wildlife refuges, nature study areas, and other developments for wildlife; in 
selecting soils that are suitable for establishing, improving, or maintaining specific 
elements of wildlife habitat; and in determining the intensity of management needed for 
each element of the habitat. 

The potential of the soil is rated good, fair, poor, or very poor. A rating of good 
indicates that the element or kind of habitat is easily established, improved, or 
maintained. Few or no limitations affect management, and satisfactory results 
can be expected. A rating of fair indicates that the element or kind of habitat can 
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be established, improved, or maintained in most places. Moderately intensive 
management is required for satisfactory results. A rating of poor indicates that 
limitations are severe for the designated element or kind of habitat. Habitat can be 
created, improved, or maintained in most places, but management is difficult and must 
be intensive. A rating of very poor indicates that restrictions for the element or kind 

of habitat are very severe and that unsatisfactory results can be expected. Creating, 
improving, or maintaining habitat is impractical or impossible. 

The elements of wildlife habitat are described in the following paragraphs. 

Grain and seed crops are domestic grains and seed-producing herbaceous plants. 
Soil properties and features that affect the growth of grain and seed crops are depth 
of the root zone, texture of the surface layer, available water capacity, wetness, 
slope, surface stoniness, and flooding. Soil temperature and soil moisture also are 
considerations. Examples of grain and seed crops are corn, wheat, oats, and barley. 

Grasses and legumes are domestic perennial grasses and herbaceous legumes. 
Soil properties and features that affect the growth of grasses and legumes are depth 
of the root zone, texture of the surface layer, available water capacity, wetness, 
surface stoniness, flooding, and slope. Soil temperature and soil moisture also are 
considerations. Examples of grasses and legumes are fescue, lovegrass, bromegrass, 
clover, and alfalfa. 

Wild herbaceous plants are native or naturally established grasses and forbs, 
including weeds. Soil properties and features that affect the growth of these plants 
are depth of the root zone, texture of the surface layer, available water capacity, 
wetness, surface stoniness, and flooding. Soil temperature and soil moisture also 
are considerations. Examples of wild herbaceous plants are partridge pea, common 
ragweed, goldenrod, and aster. 

Hardwood trees and woody understory produce nuts or other fruit, buds, catkins, 
twigs, bark, and foliage. Soil properties and features that affect the growth of hardwood 
trees and shrubs are depth of the root zone, available water capacity, and wetness. 
Examples of these plants are oak, cherry, magnolia, sweetgum, dogwood, and hickory. 
Examples of fruit-producing shrubs that are suitable for planting on soils rated good 
are Russian-olive, autumn-olive, and crabapple. 

Coniferous plants furnish browse and seeds. Soil properties and features that affect 
the growth of coniferous trees, shrubs, and ground cover are depth of the root zone, 
available water capacity, and wetness. Examples of coniferous plants are slash pine, 
longleaf pine, red cedar, and bald cypress. 

Wetland plants are annual and perennial wild herbaceous plants that grow on moist 
or wet sites. Submerged or floating aquatic plants are excluded. Soil properties and 
features affecting wetland plants are texture of the surface layer, wetness, reaction, 
salinity, slope, and surface stoniness. Examples of wetland plants are smartweed, wild 
rice, pickerelweed, cattail, arrowhead, rushes, and sedges. 

Shallow water areas have an average depth of less than 5 feet. Some are naturally 
wet areas. Others are created by dams, levees, or other water-control structures. Soil 
properties and features affecting shallow water areas are depth to bedrock, wetness, 
surface stoniness, slope, and permeability. Examples of shallow water areas are 
marshes, waterfowl feeding areas, and ponds. 

The habitat for various kinds of wildlife is described in the following paragraphs. 

Habitat for openland wildlife consists of cropland, pasture, meadows, and areas that 
are overgrown with grasses, herbs, shrubs, and vines. These areas produce grain and 
seed crops, grasses and legumes, and wild herbaceous plants. Wildlife attracted to 
these areas include bobwhite quail, meadowlark, field sparrow, cottontail, and red fox. 

Habitat for woodland wildlife consists of areas of deciduous and/or coniferous plants 
and associated grasses, legumes, and wild herbaceous plants. Wildlife attracted to 
these areas include wild turkey, armadillo, wrens, thrushes, woodpeckers, squirrels, 
gray fox, raccoon, deer, and bear. 
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Habitat for wetland wildlife consists of open, marshy or swampy shallow water 
areas. Some of the wildlife attracted to such areas are ducks, egrets, herons, shore 
birds, alligator, and otter. 


Hydric Soils 


In this section, hydric soils are defined and described and the hydric soils in the 
survey area are listed. This list can help in planning land uses; however, onsite 
investigation is recommended to determine the hydric soils on a specific site (National 
Research Council, 1995; Hurt and Vasilas, 2006). 

The three essential characteristics of wetlands are hydrophytic vegetation, hydric 
soils, and wetland hydrology (Cowardin and others, 1979; U.S. Army Corps of 
Engineers, 1987; National Research Council, 1995; Tiner, 1985). Criteria for all of the 
characteristics must be met for areas to be identified as wetlands. Undrained hydric 
soils that have natural vegetation should support a dominant population of ecological 
wetland plant species. Hydric soils that have been converted to other uses should be 
capable of being restored to wetlands. 

Hydric soils are defined by the National Technical Committee for Hydric Soils 
(NTCHS) as soils that formed under conditions of saturation, flooding, or ponding long 
enough during the growing season to develop anaerobic conditions in the upper part 
(Federal Register, 1994). These soils, under natural conditions, are either saturated 
or inundated long enough during the growing season to support the growth and 
reproduction of hydrophytic vegetation. 

The NTCHS definition identifies general soil properties that are associated with 
wetness. In order to determine whether a specific soil is a hydric soil or nonhydric soil, 
however, more specific information, such as information about the depth and duration 
of the water table, is needed. Thus, criteria that identify those estimated soil properties 
unique to hydric soils have been established (Federal Register, 2002). These criteria 
are used to identify map unit components that normally are associated with wetlands. 
The criteria used are selected estimated soil properties that are described in “Soil 
Taxonomy” (Soil Survey Staff, 1999) and “Keys to Soil Taxonomy” (Soil Survey Staff, 
2003) and in the “Soil Survey Manual” (Soil Survey Division Staff, 1993). 

If soils are wet enough for a long enough period of time to be considered hydric, 
they should exhibit certain properties that can be easily observed in the field. These 
visible properties are indicators of hydric soils. The indicators used to make onsite 
determinations of hydric soils are specified in “Field Indicators of Hydric Soils in the 
United States” (Hurt and Vasilas, 2006). 

Hydric soils are identified by examining and describing the soil to a depth of about 
20 inches. This depth may be greater if determination of an appropriate indicator so 
requires. It is always recommended that soils be excavated and described to the 
depth necessary for an understanding of the redoximorphic processes. Then, using 
the completed soil descriptions, soil scientists can compare the soil features required 
by each indicator and specify which indicators have been matched with the conditions 
observed in the soil. The soil can be identified as a hydric soil if at least one of the 
approved indicators is present. 

The following map units meet the definition of hydric soils and, in addition, have at 
least one of the hydric soil indicators. This list can help in planning land uses; however, 
onsite investigation is recommended to determine the hydric soils on a specific site 
(National Research Council, 1995; Hurt and others, 1998). 


29 Grady fine sandy loam, depressional 

52 Rains fine sandy loam 

66 Pickney, Dorovan, and Bibb soils, frequently flooded 
86 Leon, Clara, and Pickney soils, commonly flooded 

87 Ousley, Rutlege, and Pickney soils, commonly flooded 
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88 Rutlege, Bibb, and Surrency soils, frequently flooded 

89 Bibb-Rains-Garcon complex, occasionally flooded 

90 Hosford and Plummer mucky sands, 2 to 12 percent slopes 

94 Albany-Garcon-Bibb complex, 0 to 5 percent slopes, occasionally flooded 
98 Rutlege and Plummer sands, depressional 

117 Cowarts-Hosford complex, 8 to 45 percent slopes 


Map units that are dominantly made up of hydric soils may have small areas, or 
inclusions, of nonhydric soils in the higher positions on the landform, and map units 
dominantly made up of nonhydric soils may have inclusions of hydric soils in the lower 
positions on the landform. 

The following map units, in general, do not meet the definition of hydric soils. A 
portion of these map units, however, may include hydric soils. Onsite investigation is 
recommended to determine whether hydric soils occur and the location of the included 
hydric soils. 


27 Goldsboro loamy fine sand, 0 to 2 percent slopes 

106 Plummer-Leon-Sapelo complex 

119 Wahee and Ochlockonee soils, 0 to 3 percent slopes, occasionally flooded 
120 Hardin Heights-Telogia complex, 5 to 45 percent slopes 


Engineering 


This section provides information for planning land uses related to urban 
development and to water management. Soils are rated for various uses, and the most 
limiting features are identified. Ratings are given for building site development, sanitary 
facilities, construction materials, and water management. The ratings are based on 
observed performance of the soils and on the data in the tables described under the 
heading "Soil Properties." 

Information in this section is intended for land use planning, for evaluating land use 
alternatives, and for planning site investigations prior to design and construction. The 
information, however, has limitations. For example, estimates and other data generally 
apply only to that part of the soil between the surface and a depth of 5 to 7 feet. 
Because of the map scale, small areas of different soils may be included within the 
mapped areas of a specific soil. 

The information is not site specific and does not eliminate the need for onsite 
investigation of the soils or for testing and analysis by personnel experienced in the 
design and construction of engineering works. 

Government ordinances and regulations that restrict certain land uses or impose 
specific design criteria were not considered in preparing the information in this section. 
Local ordinances and regulations should be considered in planning, in site selection, 
and in design. 

Soil properties, site features, and observed performance were considered in 
determining the ratings in this section. During the fieldwork for this soil survey, 
determinations were made about particle-size distribution, liquid limit, plasticity index, 
Soil reaction, depth to bedrock, hardness of bedrock within 5 to 7 feet of the surface, 
Soil wetness, depth to a water table, ponding, slope, likelihood of flooding, natural 
Soil structure aggregation, and soil density. Data were collected about kinds of clay 
minerals, mineralogy of the sand and silt fractions, and the kinds of adsorbed cations. 
Estimates were made for erodibility, permeability, corrosivity, shrink-swell potential, 
available water capacity, and other behavioral characteristics affecting engineering 
uses. 

This information can be used to evaluate the potential of areas for residential, 
commercial, industrial, and recreational uses; make preliminary estimates of 
construction conditions; evaluate alternative routes for roads, streets, highways, 
pipelines, and underground cables; evaluate alternative sites for sanitary landfills, 
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septic tank absorption fields, and sewage lagoons; plan detailed onsite investigations 
of soils and geology; locate potential sources of gravel, sand, reclamation material, 
roadfill, and topsoil; plan structures for water management; and predict performance of 
proposed small structures and pavements by comparing the performance of existing 
similar structures on the same or similar soils. 

The information in the tables, along with the soil maps, the soil descriptions, and 
other data provided in this survey, can be used to make additional interpretations. 

Some of the terms used in this soil survey have a special meaning in soil science 
and are defined in the Glossary. 


Building Site Development 


Soil properties influence the development of building sites, including the selection 
of the site, the design of the structure, construction, performance after construction, 
and maintenance. Tables 11a and 11b show the degree and kind of soil limitations that 
affect dwellings with and without basements, small commercial buildings, local roads 
and streets, shallow excavations, and lawns and landscaping. 

The ratings in the tables are both verbal and numerical. Rating class terms indicate 
the extent to which the soils are limited by all of the soil features that affect building site 
development. Not limited indicates that the soil has features that are very favorable 
for the specified use. Good performance and very low maintenance can be expected. 
Somewhat limited indicates that the soil has features that are moderately favorable for 
the specified use. The limitations can be overcome or minimized by special planning, 
design, or installation. Fair performance and moderate maintenance can be expected. 
Very limited indicates that the soil has one or more features that are unfavorable for 
the specified use. The limitations generally cannot be overcome without major soil 
reclamation, special design, or expensive installation procedures. Poor performance 
and high maintenance can be expected. 

Numerical ratings in the tables indicate the severity of individual limitations. The 
ratings are shown as decimal fractions ranging from 0.01 to 1.00. They indicate 
gradations between the point at which a soil feature has the greatest negative impact 
on the use (1.00) and the point at which the soil feature is not a limitation (0.00). 


Table 11a 


Dwellings are single-family houses of three stories or less (fig. 5). For dwellings 
without basements, the foundation is assumed to consist of spread footings of 
reinforced concrete built on undisturbed soil at a depth of 2 feet or at the depth of 
maximum frost penetration, whichever is deeper. For dwellings with basements, the 
foundation is assumed to consist of spread footings of reinforced concrete built on 
undisturbed soil at a depth of about 7 feet. The ratings for dwellings are based on the 
soil properties that affect the capacity of the soil to support a load without movement 
and on the properties that affect excavation and construction costs. The properties 
that affect the load-supporting capacity include depth to a water table, ponding, 
flooding, subsidence, linear extensibility (shrink-swell potential), and compressibility. 
Compressibility is inferred from the Unified classification. The properties that affect 
the ease and amount of excavation include depth to a water table, ponding, flooding, 
slope, depth to bedrock or a cemented pan, hardness of bedrock or a cemented pan, 
and the amount and size of rock fragments. 

Small commercial buildings are structures that are less than three stories high and 
do not have basements. The foundation is assumed to consist of spread footings of 
reinforced concrete built on undisturbed soil at a depth of 2 feet or at the depth of 
maximum frost penetration, whichever is deeper. The ratings are based on the soil 
properties that affect the capacity of the soil to support a load without movement and 
on the properties that affect excavation and construction costs. The properties that 
affect the load-supporting capacity include depth to a water table, ponding, flooding, 
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Figure 5.—An area of Orangeburg loamy sand, 2 to 5 percent slopes, which is suited to building 
site development. No significant limitations affect the construction of dwellings with or without 
basements. Onsite sewage disposal, however, is limited due to restricted permeability. 


subsidence, linear extensibility (shrink-swell potential), and compressibility (which is 
inferred from the Unified classification). The properties that affect the ease and amount 
of excavation include flooding, depth to a water table, ponding, slope, depth to bedrock 
or a cemented pan, hardness of bedrock or a cemented pan, and the amount and size 
of rock fragments. 


Table 11b 


Local roads and streets have an all-weather surface and carry automobile and 
light truck traffic all year. They have a subgrade of cut or fill soil material; a base of 
gravel, crushed rock, or soil material stabilized by lime or cement; and a surface 
of flexible material (asphalt), rigid material (concrete), or gravel with a binder. The 
ratings are based on the soil properties that affect the ease of excavation and 
grading and the traffic-supporting capacity. The properties that affect the ease 
of excavation and grading are depth to bedrock or a cemented pan, hardness of 
bedrock or a cemented pan, depth to a water table, ponding, flooding, the amount of 
large stones, and slope. The properties that affect the traffic-supporting capacity are 
soil strength (as inferred from the AASHTO group index number), subsidence, linear 
extensibility (shrink-swell potential), the potential for frost action, depth to a water 
table, and ponding. 

Shallow excavations are trenches or holes dug to a maximum depth of 5 or 6 feet 
for graves, utility lines, open ditches, or other purposes. The ratings are based on 
the soil properties that influence the ease of digging and the resistance to sloughing. 
Depth to bedrock or a cemented pan, hardness of bedrock or a cemented pan, the 
amount of large stones, and dense layers influence the ease of digging, filling, and 
compacting. Depth to the seasonal high water table, flooding, and ponding may 
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restrict the period when excavations can be made. Slope influences the ease of using 
machinery. Soil texture, depth to the water table, and linear extensibility (shrink-swell 
potential) influence the resistance to sloughing. 

Lawns and landscaping require soils on which turf and ornamental trees and shrubs 
can be established and maintained. Irrigation is not considered in the ratings. The 
ratings are based on the soil properties that affect plant growth and trafficability after 
vegetation is established. The properties that affect plant growth are reaction; depth 
to a water table; ponding; depth to bedrock or a cemented pan; the available water 
capacity in the upper 40 inches; the content of salts, sodium, or calcium carbonate; 
and sulfidic materials. The properties that affect trafficability are flooding, depth to a 
water table, ponding, slope, stoniness, and the amount of sand, clay, or organic matter 
in the surface layer. 


Sanitary Facilities 


Tables 12a and 12b show the degree and kind of soil limitations that affect septic 
tank absorption fields, sewage lagoons, sanitary landfills, and daily cover for landfill. 
The ratings are both verbal and numerical. Rating class terms indicate the extent to 
which the soils are limited by all of the soil features that affect these uses. Not limited 
indicates that the soil has features that are very favorable for the specified use. Good 
performance and very low maintenance can be expected. Somewhat limited indicates 
that the soil has features that are moderately favorable for the specified use. The 
limitations can be overcome or minimized by special planning, design, or installation. 
Fair performance and moderate maintenance can be expected. Very limited indicates 
that the soil has one or more features that are unfavorable for the specified use. 

The limitations generally cannot be overcome without major soil reclamation, special 
design, or expensive installation procedures. Poor performance and high maintenance 
can be expected. 

Numerical ratings in the tables indicate the severity of individual limitations. The 
ratings are shown as decimal fractions ranging from 0.01 to 1.00. They indicate 
gradations between the point at which a soil feature has the greatest negative impact 
on the use (1.00) and the point at which the soil feature is not a limitation (0.00). 


Table 12a 


Septic tank absorption fields are areas in which effluent from a septic tank is 
distributed into the soil through subsurface tiles or perforated pipe. Only that part of the 
soil between depths of 24 and 60 inches is evaluated. The ratings are based on the 
soil properties that affect absorption of the effluent, construction and maintenance of 
the system, and public health. Permeability, depth to a water table, ponding, depth to 
bedrock or a cemented pan, and flooding affect absorption of the effluent. Stones and 
boulders, ice, and bedrock or a cemented pan interfere with installation. Subsidence 
interferes with installation and maintenance. Excessive slope may cause lateral 
seepage and surfacing of the effluent in downslope areas. 

Some soils are underlain by loose sand and gravel or fractured bedrock at a depth 
of less than 4 feet below the distribution lines. In these soils the absorption field may 
not adequately filter the effluent, particularly when the system is new. As a result, the 
ground water may become contaminated. 

Sewage lagoons are shallow ponds constructed to hold sewage while aerobic 
bacteria decompose the solid and liquid wastes. Lagoons should have a nearly level 
floor surrounded by cut slopes or embankments of compacted soil. Nearly impervious 
soil material for the lagoon floor and sides is required to minimize seepage and 
contamination of ground water. Considered in the ratings are slope, permeability, depth 
to a water table, ponding, depth to bedrock or a cemented pan, flooding, large stones, 
and content of organic matter. 
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Soil permeability is a critical property affecting the suitability for sewage lagoons. 
Most porous soils eventually become sealed when they are used as sites for sewage 
lagoons. Until sealing occurs, however, the hazard of pollution is severe. Soils that 
have a permeability rate of more than 2 inches per hour are too porous for the proper 
functioning of sewage lagoons. In these soils, seepage of the effluent can result in 
contamination of the ground water. Ground-water contamination is also a hazard if 
fractured bedrock is within a depth of 40 inches, if the water table is high enough to 
raise the level of sewage in the lagoon, or if floodwater overtops the lagoon. 

A high content of organic matter is detrimental to proper functioning of the lagoon 
because it inhibits aerobic activity. Slope, bedrock, and cemented pans can cause 
construction problems, and large stones can hinder compaction of the lagoon floor. If 
the lagoon is to be uniformly deep throughout, the slope must be gentle enough and 
the soil material must be thick enough over bedrock or a cemented pan to make land 
smoothing practical. 


Table 12b 


A trench sanitary landfill is an area where solid waste is placed in successive 
layers in an excavated trench. The waste is spread, compacted, and covered daily 
with a thin layer of soil excavated at the site. When the trench is full, a final cover 
of soil material at least 2 feet thick is placed over the landfill. The ratings in the 
table are based on the soil properties that affect the risk of pollution, the ease of 
excavation, trafficability, and revegetation. These properties include permeability, 
depth to bedrock or a cemented pan, depth to a water table, ponding, slope, 
flooding, texture, stones and boulders, highly organic layers, soil reaction, and 
content of salts and sodium. Unless otherwise stated, the ratings apply only to 
that part of the soil within a depth of about 6 feet. For deeper trenches, onsite 
investigation may be needed. 

Hard, nonrippable bedrock, creviced bedrock, or highly permeable strata in or 
directly below the proposed trench bottom can affect the ease of excavation and the 
hazard of ground-water pollution. Slope affects construction of the trenches and the 
movement of surface water around the landfill. It also affects the construction and 
performance of roads in areas of the landifill. 

Soil texture and consistence affect the ease with which the trench is dug and 
the ease with which the soil can be used as daily or final cover. They determine the 
workability of the soil when dry and when wet. Soils that are plastic and sticky when 
wet are difficult to excavate, grade, or compact and are difficult to place as a uniformly 
thick cover over a layer of refuse. 

The soil material used as the final cover for a trench landfill should be suitable for 
plants. It should not have excess sodium or salts and should not be too acid. The 
surface layer generally has the best workability, the highest content of organic matter, 
and the best potential for plants. Material from the surface layer should be stockpiled 
for use as the final cover. 

In an area sanitary landfill, solid waste is placed in successive layers on the surface 
of the soil. The waste is spread, compacted, and covered daily with a thin layer of 
soil from a source away from the site. A final cover of soil material at least 2 feet thick 
is placed over the completed landfill. The ratings in the table are based on the soil 
properties that affect trafficability and the risk of pollution. These properties include 
flooding, permeability, depth to a water table, ponding, slope, and depth to bedrock or 
a cemented pan. 

Flooding is a serious problem because it can result in pollution in areas 
downstream from the landfill. If permeability is too rapid or if fractured bedrock, a 
fractured cemented pan, or the water table is close to the surface, the leachate can 
contaminate the water supply. Slope is a consideration because of the extra grading 
required to maintain roads in the steeper areas of the landfill. Also, leachate may 
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flow along the surface of the soils in the steeper areas and cause difficult seepage 
problems. 

Daily cover for landfill is the soil material that is used to cover compacted solid 
waste in an area sanitary landfill. The soil material is obtained offsite, transported to 
the landfill, and spread over the waste. The ratings in the table also apply to the final 
cover for a landfill. They are based on the soil properties that affect workability, the 
ease of digging, and the ease of moving and spreading the material over the refuse 
daily during wet and dry periods. These properties include soil texture, depth to a 
water table, ponding, rock fragments, slope, depth to bedrock or a cemented pan, 
reaction, and content of salts, sodium, or lime. 

Loamy or silty soils that are free of large stones and excess gravel are the best 
cover for a landfill. Clayey soils may be sticky and difficult to spread; sandy soils are 
subject to wind erosion. 

Slope affects the ease of excavation and of moving the cover material. Also, it can 
influence runoff, erosion, and reclamation of the borrow area. 

After soil material has been removed, the soil material remaining in the borrow 
area must be thick enough over bedrock, a cemented pan, or the water table to permit 
revegetation. The soil material used as the final cover for a landfill should be suitable 
for plants. It should not have excess sodium, salts, or lime and should not be too acid. 


Construction Materials 


Tables 13a and 13b give information about the soils as potential sources of gravel, 
sand, reclamation material, roadfill, and topsoil. Normal compaction, minor processing, 
and other standard construction practices are assumed. 


Table 13a 


Gravel and sand are natural aggregates suitable for commercial use with a 
minimum of processing. They are used in many kinds of construction. Specifications 
for each use vary widely. In the table, only the likelinood of finding material in suitable 
quantity is evaluated. The suitability of the material for specific purposes is not 
evaluated, nor are factors that affect excavation of the material. The properties used 
to evaluate the soil as a source of gravel or sand are gradation of grain sizes (as 
indicated by the Unified classification of the soil), the thickness of suitable material, 
and the content of rock fragments. If the bottom layer of the soil contains gravel or 
sand, the soil is considered a likely source regardless of thickness. The assumption 
is that the gravel or sand layer below the depth of observation exceeds the minimum 
thickness. 

The soils are rated good, fair, or poor as potential sources of gravel and sand. A 
rating of good or fair means that the source material is likely to be in or below the soil. 
The bottom layer and the thickest layer of the soils are assigned numerical ratings. 
These ratings indicate the likelinood that the layer is a source of gravel or sand. The 
number 0.00 indicates that the layer is a poor source. The number 1.00 indicates that 
the layer is a good source. Anumber between 0.00 and 1.00 indicates the degree to 
which the layer is a likely source. 


Table 13b 


In table 13b, the rating class terms are good, fair, and poor. The features that limit 
the soils as sources of these materials are specified in the tables. The numerical 
ratings given after the specified features indicate the degree to which the features 
limit the soils as sources of reclamation material, roadfill, and topsoil. The lower the 
number, the greater the limitation. 

Reclamation material is used in areas that have been drastically disturbed by 
surface mining or similar activities. When these areas are reclaimed, layers of soil 
material or unconsolidated geological material, or both, are replaced in a vertical 
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sequence. The reconstructed soil favors plant growth. The ratings in the table do not 
apply to quarries and other mined areas that require an offsite source of reconstruction 
material. The ratings are based on the soil properties that affect erosion and stability 
of the surface and the productive potential of the reconstructed soil. These properties 
include the content of sodium, salts, and calcium carbonate; reaction; available water 
capacity; erodibility; texture; content of rock fragments; and content of organic matter 
and other features that affect fertility. 

Roadfill is soil material that is excavated in one place and used in road 
embankments in another place. In this table, the soils are rated as a source of roadfill 
for low embankments, generally less than 6 feet high and less exacting in design than 
higher embankments. 

The ratings are for the whole soil, from the surface to a depth of about 5 feet. It is 
assumed that soil layers will be mixed when the soil material is excavated and spread. 

The ratings are based on the amount of suitable material and on soil properties 
that affect the ease of excavation and the performance of the material after it is in 
place. The thickness of the suitable material is a major consideration. The ease of 
excavation is affected by large stones, depth to a water table, and slope. How well the 
Soil performs in place after it has been compacted and drained is determined by its 
strength (as inferred from the AASHTO classification of the soil) and linear extensibility 
(shrink-swell potential). 

Topsoil is used to cover an area so that vegetation can be established and 
maintained. The upper 40 inches of a soil is evaluated for use as topsoil. Also 
evaluated is the reclamation potential of the borrow area. The ratings are based on the 
Soil properties that affect plant growth; the ease of excavating, loading, and spreading 
the material; and reclamation of the borrow area. Toxic substances, soil reaction, and 
the properties that are inferred from soil texture, such as available water capacity and 
fertility, affect plant growth. The ease of excavating, loading, and spreading is affected 
by rock fragments, slope, depth to a water table, soil texture, and thickness of suitable 
material. Reclamation of the borrow area is affected by slope, depth to a water table, 
rock fragments, depth to bedrock or a cemented pan, and toxic material. 

The surface layer of most soils is generally preferred for topsoil because of its 
organic matter content. Organic matter greatly increases the absorption and retention 
of moisture and nutrients for plant growth. 


Water Management 


Table 14 gives information on the soil properties and site features that affect water 
management. The degree and kind of soil limitations are given for pond reservoir 
areas; embankments, dikes, and levees; and aquifer-fed excavated ponds. The ratings 
are both verbal and numerical. Rating class terms indicate the extent to which the soils 
are limited by all of the soil features that affect these uses. Not limited indicates that 
the soil has features that are very favorable for the specified use. Good performance 
and very low maintenance can be expected. Somewhat limited indicates that the soil 
has features that are moderately favorable for the specified use. The limitations can be 
overcome or minimized by special planning, design, or installation. Fair performance 
and moderate maintenance can be expected. Very limited indicates that the soil 
has one or more features that are unfavorable for the specified use. The limitations 
generally cannot be overcome without major soil reclamation, special design, or 
expensive installation procedures. Poor performance and high maintenance can be 
expected. 

Numerical ratings in the table indicate the severity of individual limitations. The 
ratings are shown as decimal fractions ranging from 0.01 to 1.00. They indicate 
gradations between the point at which a soil feature has the greatest negative impact 
on the use (1.00) and the point at which the soil feature is not a limitation (0.00). 
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Pond reservoir areas hold water behind a dam or embankment. Soils best suited to 
this use have low seepage potential in the upper 60 inches. The seepage potential is 
determined by the permeability of the soil and the depth to fractured bedrock or other 
permeable material. Excessive slope can affect the storage capacity of the reservoir 
area. 

Embankments, dikes, and levees are raised structures of soil material, generally 
less than 20 feet high, constructed to impound water or to protect land against 
overflow. Embankments that have zoned construction (core and shell) are not 
considered. In this table, the soils are rated as a source of material for embankment 
fill. The ratings apply to the soil material below the surface layer to a depth of about 
5 feet. It is assumed that soil layers will be uniformly mixed and compacted during 
construction. 

The ratings do not indicate the ability of the natural soil to support an embankment. 
Soil properties to a depth even greater than the height of the embankment can affect 
performance and safety of the embankment. Generally, deeper onsite investigation is 
needed to determine these properties. 

Soil material in embankments must be resistant to seepage, piping, and erosion and 
have favorable compaction characteristics. Unfavorable features include less than 5 
feet of suitable material and a high content of stones or boulders, organic matter, or 
salts or sodium. A high water table affects the amount of usable material. It also affects 
trafficability. 

Aquifer-fed excavated ponds are pits or dugouts that extend to a ground-water 
aquifer or to a depth below a permanent water table. Excluded are ponds that are 
fed only by surface runoff and embankment ponds that impound water 3 feet or more 
above the original surface. Excavated ponds are affected by depth to a permanent 
water table, permeability of the aquifer, and quality of the water as inferred from the 
salinity of the soil. Depth to bedrock and the content of large stones affect the ease of 
excavation. 
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Data relating to soil properties are collected during the course of the soil survey. 
Soil properties are determined by field examination of the soils and by laboratory 
index testing of some benchmark soils. Established standard procedures are followed. 

During the survey, many shallow borings are made and examined to identify and 
classify the soils and to delineate them on the soil maps. Samples are taken from 
some typical profiles and tested in the laboratory to determine particle-size distribution, 
plasticity, and compaction characteristics. 

Estimates of soil properties are based on field examinations, on laboratory tests of 
samples from the survey area, and on laboratory tests of samples of similar soils in 
nearby areas. Tests verify field observations, verify properties that cannot be estimated 
accurately by field observation, and help to characterize key soils. 

The estimates of soil properties are shown in tables. They include engineering index 
properties, physical and chemical properties, and pertinent soil and water features. 


Engineering Soil Properties 


Table 15 gives the engineering classifications and the range of engineering 
properties for the layers of each soil in the survey area. 

Depth to the upper and lower boundaries of each layer is indicated. 

Texture is given in the standard terms used by the U.S. Department of Agriculture. 
These terms are defined according to percentages of sand, silt, and clay in the fraction 
of the soil that is less than 2 millimeters in diameter. “Loam,” for example, is soil that is 
7 to 27 percent clay, 28 to 50 percent silt, and less than 52 percent sand. If the content 
of particles coarser than sand is 15 percent or more, an appropriate modifier is added, 
for example, “gravelly.” Textural terms are defined in the Glossary. 

Classification of the soils is determined according to the Unified soil classification 
system (ASTM, 2005) and the system adopted by the American Association of State 
Highway and Transportation Officials (AASHTO, 2004). 

The Unified system classifies soils according to properties that affect their use as 
construction material. Soils are classified according to particle-size distribution of the 
fraction less than 3 inches in diameter and according to plasticity index, liquid limit, 
and organic matter content. Sandy and gravelly soils are identified as GW, GP, GM, 
GC, SW, SP, SM, and SC; silty and clayey soils as ML, CL, OL, MH, CH, and OH; and 
highly organic soils as PT. Soils exhibiting engineering properties of two groups can 
have a dual classification, for example, CL-ML. 

The AASHTO system classifies soils according to those properties that affect 
roadway construction and maintenance. In this system, the fraction of a mineral soil 
that is less than 3 inches in diameter is classified in one of seven groups from A-1 
through A-7 on the basis of particle-size distribution, liquid limit, and plasticity index. 
Soils in group A-1 are coarse grained and low in content of fines (silt and clay). At the 
other extreme, soils in group A-7 are fine grained. Highly organic soils are classified in 
group A-8 on the basis of visual inspection. 

If laboratory data are available, the A-1, A-2, and A-7 groups are further classified as 
A-1-a, A-1-b, A-2-4, A-2-5, A-2-6, A-2-7, A-7-5, or A-7-6. As an additional refinement, 
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the suitability of a soil as subgrade material can be indicated by a group index number. 
Group index numbers range from 0 for the best subgrade material to 20 or higher for 
the poorest. 

Rock fragments larger than 10 inches in diameter and 3 to 10 inches in diameter 
are indicated as a percentage of the total soil on a dry-weight basis. The percentages 
are estimates determined mainly by converting volume percentage in the field to 
weight percentage. 

Percentage (of soil particles) passing designated sieves is the percentage of the 
soil fraction less than 3 inches in diameter based on an ovendry weight. The sieves, 
numbers 4, 10, 40, and 200 (USA Standard Series), have openings of 4.76, 2.00, 
0.420, and 0.074 millimeters, respectively. Estimates are based on laboratory tests of 
soils sampled in the survey area and in nearby areas and on estimates made in the 
field. 

Liquid limit and plasticity index (Atterberg limits) indicate the plasticity characteristics 
of a soil. The estimates are based on test data from the survey area or from nearby 
areas and on field examination. 


Physical Soil Properties 


Table 16 shows estimates of some physical characteristics and features that affect 
soil behavior. These estimates are given for the layers of each soil in the survey area. 
The estimates are based on field observations and on test data for these and similar 
soils. 

Depth to the upper and lower boundaries of each layer is indicated. 

Particle size is the effective diameter of a soil particle as measured by 
sedimentation, sieving, or micrometric methods. Particle sizes are expressed as 
classes with specific effective diameter class limits. The broad classes are sand, silt, 
and clay, ranging from the larger to the smaller. 

Clay as a soil separate consists of mineral soil particles that are less than 0.002 
millimeter in diameter. In the table, the estimated clay content of each soil layer is 
given as a percentage, by weight, of the soil material that is less than 2 millimeters in 
diameter. 

The content of sand, silt, and clay affects the physical behavior of a soil. Particle 
size is important for engineering and agronomic interpretations, for determination of 
soil hydrologic qualities, and for soil classification. 

The amount and kind of clay affect the fertility and physical condition of the soil 
and the ability of the soil to adsorb cations and to retain moisture. They influence 
shrink-swell potential, permeability, plasticity, the ease of soil dispersion, and other soil 
properties. The amount and kind of clay in a soil also affect tillage and earthmoving 
operations. 

Moist bulk density is the weight of soil (ovendry) per unit volume. Volume is 
measured when the soil is at field moisture capacity, that is, the moisture content at 1/3- 
or !/o-bar (33- or 10-kPa) moisture tension. Weight is determined after the soil is dried 
at 105 degrees C. In the table, the estimated moist bulk density of each soil horizon is 
expressed in grams per cubic centimeter of soil material that is less than 2 millimeters 
in diameter. Bulk density data are used to compute linear extensibility, shrink-swell 
potential, available water capacity, total pore space, and other soil properties. The 
moist bulk density of a soil indicates the pore space available for water and roots. 
Depending on soil texture, a bulk density of more than 1.4 can restrict water storage 
and root penetration. Moist bulk density is influenced by texture, kind of clay, content of 
organic matter, and soil structure. 

Saturated hydraulic conductivity (Ksat) refers to the ease with which pores in a 
saturated soil transmit water. The estimates in the table are expressed in terms of 
in micrometers per second. They are based on soil characteristics observed in the 
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field, particularly structure, porosity, and texture. Saturated hydraulic conductivity 
(Ksat) is considered in the design of soil drainage systems and septic tank 
absorption fields. 

Available water capacity refers to the quantity of water that the soil is capable of 
storing for use by plants. The capacity for water storage is given in inches of water 
per inch of soil for each soil layer. The capacity varies, depending on soil properties 
that affect retention of water. The most important properties are the content of organic 
matter, soil texture, bulk density, and soil structure. Available water capacity is an 
important factor in the choice of plants or crops to be grown and in the design and 
management of irrigation systems. Available water capacity is not an estimate of the 
quantity of water actually available to plants at any given time. 

Linear extensibility refers to the change in length of an unconfined clod as moisture 
content is decreased from a moist to a dry state. It is an expression of the volume 
change between the water content of the clod at t/s- or ‘/10-bar (33- or 10-kPa) 
moisture tension and oven dryness. The volume change is reported in the table as 
percent change for the whole soil. Volume change is influenced by the amount and 
type of clay minerals in the soil. 

Linear extensibility is used to determine the shrink-swell potential of soils. The 
shrink-swell potential is low if the soil has a linear extensibility of less than 3 percent; 
moderate if 3 to 6 percent; high if 6 to 9 percent; and very high if more than 9 percent. 
If the linear extensibility is more than 3, shrinking and swelling can cause damage to 
buildings, roads, and other structures and to plant roots. Special design commonly is 
needed. 

Organic matter is the plant and animal residue in the soil at various stages of 
decomposition. In the table, the estimated content of organic matter is expressed as a 
percentage, by weight, of the soil material that is less than 2 millimeters in diameter. 

The content of organic matter in a soil can be maintained by returning crop residue 
to the soil. Organic matter has a positive effect on available water capacity, water 
infiltration, soil organism activity, and tilth. It is a source of nitrogen and other nutrients 
for crops and soil organisms. 

Erosion factors are shown in the table as the K factor (Kw and Kf) and the T factor. 
Erosion factor K indicates the susceptibility of a soil to sheet and rill erosion by water. 
Factor K is one of six factors used in the Universal Soil Loss Equation (USLE) and the 
Revised Universal Soil Loss Equation (RUSLE) to predict the average annual rate of 
soil loss by sheet and rill erosion in tons per acre per year. The estimates are based 
primarily on percentage of silt, sand, and organic matter and on soil structure and 
permeability. Values of K range from 0.02 to 0.69. Other factors being equal, the higher 
the value, the more susceptible the soil is to sheet and rill erosion by water. 

Erosion factor Kw indicates the erodibility of the whole soil. The estimates are 
modified by the presence of rock fragments. 

Erosion factor Kf indicates the erodibility of the fine-earth fraction, or the material 
less than 2 millimeters in size. 

Erosion factor T is an estimate of the maximum average annual rate of soil erosion 
by wind or water that can occur without affecting crop productivity over a sustained 
period. The rate is in tons per acre per year. 

Wind erodibility groups are made up of soils that have similar properties affecting 
their susceptibility to wind erosion in cultivated areas. The soils assigned to group 1 
are the most susceptible to wind erosion, and those assigned to group 8 are the least 
susceptible. The groups are described in the “National Soil Survey Handbook,” which 
is available in local offices of the Natural Resources Conservation Service or on the 
Internet. 

Wind erodibility index is a numerical value indicating the susceptibility of soil to wind 
erosion, or the tons per acre per year that can be expected to be lost to wind erosion. 
There is a close correlation between wind erosion and the texture of the surface 
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layer, the size and durability of surface clods, rock fragments, organic matter, and a 
calcareous reaction. Soil moisture and frozen soil layers also influence wind erosion. 


Chemical Soil Properties 


Table 17 shows estimates of some chemical characteristics and features that affect 
soil behavior. These estimates are given for the layers of each soil in the survey area. 
The estimates are based on field observations and on test data for these and similar 
soils. 

Depth to the upper and lower boundaries of each layer is indicated. 

Cation-exchange capacity is the total amount of extractable cations that can be held 
by the soil, expressed in terms of milliequivalents per 100 grams of soil at neutrality 
(pH 7.0) or at some other stated pH value. Soils having a low cation-exchange 
capacity hold fewer cations and may require more frequent applications of fertilizer 
than soils having a high cation-exchange capacity. The ability to retain cations reduces 
the hazard of ground-water pollution. 

Effective cation-exchange capacity refers to the sum of extractable cations plus 
aluminum expressed in terms of milliequivalents per 100 grams of soil. It is determined 
for soils that have pH of less than 5.5. 

Soil reaction is a measure of acidity or alkalinity. The pH of each soil horizon is 
based on many field tests. For many soils, values have been verified by laboratory 
analyses. Soil reaction is important in selecting crops and other plants, in evaluating 
soil amendments for fertility and stabilization, and in determining the risk of corrosion. 


Soil Features 


Table 18 gives estimates of various soil features. The estimates are used in land 
use planning that involves engineering considerations. 

A restrictive layer is a nearly continuous layer that has one or more physical, 
chemical, or thermal properties that significantly impede the movement of water and 
air through the soil or that restrict roots or otherwise provide an unfavorable root 
environment. Examples are bedrock, cemented layers, dense layers, and frozen 
layers. The table indicates the hardness of the restrictive layer, which significantly 
affects the ease of excavation. Depth to top is the vertical distance from the soil 
surface to the upper boundary of the restrictive layer. 

Subsidence is the settlement of organic soils or of saturated mineral soils of very 
low density. Subsidence generally results from either desiccation and shrinkage or 
oxidation of organic material, or both, following drainage. Subsidence takes place 
gradually, usually over a period of several years. The table shows the expected initial 
subsidence, which usually is a result of drainage, and total subsidence, which results 
from a combination of factors. 

Risk of corrosion pertains to potential soil-induced electrochemical or chemical 
action that corrodes or weakens uncoated steel or concrete. The rate of corrosion of 
uncoated steel is related to such factors as soil moisture, particle-size distribution, 
acidity, and electrical conductivity of the soil. The rate of corrosion of concrete is based 
mainly on the sulfate and sodium content, texture, moisture content, and acidity of the 
soil. Special site examination and design may be needed if the combination of factors 
results in a severe hazard of corrosion. The steel or concrete in installations that 
intersect soil boundaries or soil layers is more susceptible to corrosion than the steel 
or concrete in installations that are entirely within one kind of soil or within one soil 
layer. 

For uncoated steel, the risk of corrosion, expressed as low, moderate, or high, is 
based on soil drainage class, total acidity, electrical resistivity near field capacity, and 
electrical conductivity of the saturation extract. 
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For concrete, the risk of corrosion also is expressed as low, moderate, or high. It is 
based on soil texture, acidity, and amount of sulfates in the saturation extract. 


Water Features 


Table 19 gives estimates of various water features. The estimates are used in land 
use planning that involves engineering considerations. 

Hydrologic soil groups are based on estimates of runoff potential. Soils are assigned 
to one of four groups according to the rate of water infiltration when the soils are not 
protected by vegetation, are thoroughly wet, and receive precipitation from long- 
duration storms. 

The four hydrologic soil groups are: 

Group A. Soils having a high infiltration rate (low runoff potential) when thoroughly 
wet. These consist mainly of deep, well drained to excessively drained sands or 
gravelly sands. These soils have a high rate of water transmission. 

Group B. Soils having a moderate infiltration rate when thoroughly wet. These 
consist chiefly of moderately deep or deep, moderately well drained or well drained 
soils that have moderately fine texture to moderately coarse texture. These soils have 
a moderate rate of water transmission. 

Group C. Soils having a slow infiltration rate when thoroughly wet. These consist 
chiefly of soils having a layer that impedes the downward movement of water or 
soils of moderately fine texture or fine texture. These soils have a slow rate of water 
transmission. 

Group D. Soils having a very slow infiltration rate (high runoff potential) when 
thoroughly wet. These consist chiefly of clays that have a high shrink-swell potential, 
soils that have a high water table, soils that have a claypan or clay layer at or near the 
surface, and soils that are shallow over nearly impervious material. These soils have a 
very slow rate of water transmission. 

If a soil is assigned to a dual hydrologic group (A/D, B/D, or C/D), the first letter is 
for drained areas and the second is for undrained areas. 

The months in the table indicate the portion of the year in which the feature is most 
likely to be a concern. 

Water table refers to a saturated zone in the soil. The table indicates, by month, 
depth to the top (upper limit) and base (lower limit) of the saturated zone in most 
years. Estimates of the upper and lower limits are based mainly on observations of 
the water table at selected sites and on evidence of a saturated zone, namely grayish 
colors or mottles (redoximorphic features) in the soil. A saturated zone that lasts for 
less than a month is not considered a water table. 

Ponding is standing water in a closed depression. Unless a drainage system is 
installed, the water is removed only by percolation, transpiration, or evaporation. 

The table indicates surface water depth and the duration and frequency of ponding. 
Duration is expressed as very brief if less than 2 days, brief if 2 to 7 days, long if 7 
to 30 days, and very long if more than 30 days. Frequency is expressed as none, 
rare, occasional, and frequent. None means that ponding is not probable; rare that it 
is unlikely but possible under unusual weather conditions (the chance of ponding is 
nearly 0 percent to 5 percent in any year); occasional that it occurs, on the average, 
once or less in 2 years (the chance of ponding is 5 to 50 percent in any year); and 
frequent that it occurs, on the average, more than once in 2 years (the chance of 
ponding is more than 50 percent in any year). 

Flooding is the temporary inundation of an area caused by overflowing streams, by 
runoff from adjacent slopes, or by tides. Water standing for short periods after rainfall 
or snowmelt is not considered flooding, and water standing in swamps and marshes is 
considered ponding rather than flooding. 

Duration and frequency are estimated. Duration is expressed as extremely brief 
if 0.1 hour to 4 hours, very brief if 4 hours to 2 days, brief if 2 to 7 days, long if 7 to 
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30 days, and very long if more than 30 days. Frequency is expressed as none, very 
rare, rare, occasional, frequent, and very frequent. None means that flooding is 

not probable; very rare that it is very unlikely but possible under extremely unusual 
weather conditions (the chance of flooding is less than 1 percent in any year); rare that 
it is unlikely but possible under unusual weather conditions (the chance of flooding is 1 
to 5 percent in any year); occasional that it occurs infrequently under normal weather 
conditions (the chance of flooding is 5 to 50 percent in any year); frequent that it is 
likely to occur often under normal weather conditions (the chance of flooding is more 
than 50 percent in any year but is less than 50 percent in all months in any year); and 
very frequent that it is likely to occur very often under normal weather conditions (the 
chance of flooding is more than 50 percent in all months of any year). 

The information is based on evidence in the soil profile, namely thin strata of gravel, 
sand, silt, or clay deposited by floodwater; irregular decrease in organic matter content 
with increasing depth; and little or no horizon development. 

Also considered are local information about the extent and levels of flooding and the 
relation of each soil on the landscape to historic floods. Information on the extent of 
flooding based on soil data is less specific than that provided by detailed engineering 
surveys that delineate flood-prone areas at specific flood frequency levels. 
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Classification of the Soils 


The system of soil classification used by the National Cooperative Soil Survey 
has six categories (Soil Survey Staff, 1999 and 2003). Beginning with the broadest, 
these categories are the order, suborder, great group, subgroup, family, and series. 
Classification is based on soil properties observed in the field or inferred from those 
observations or from laboratory measurements. Table 20 shows the classification of 
the soils in the survey area. The categories are defined in the following paragraphs. 

ORDER. Twelve soil orders are recognized. The differences among orders reflect 
the dominant soil-forming processes and the degree of soil formation. Each order is 
identified by a word ending in so/. An example is Ultisol. 

SUBORDER. Each order is divided into suborders primarily on the basis of 
properties that influence soil genesis and are important to plant growth or properties 
that reflect the most important variables within the orders. The last syllable in the name 
of a suborder indicates the order. An example is Udult (Ud, meaning humid, plus ult, 
from Ultisol). 

GREAT GROUP. Each suborder is divided into great groups on the basis of close 
similarities in kind, arrangement, and degree of development of pedogenic horizons; 
soil moisture and temperature regimes; type of saturation; and base status. Each great 
group is identified by the name of a suborder and by a prefix that indicates a property 
of the soil. An example is Paleudults (Pale, meaning thick horizonation, plus udult, the 
suborder of the Ultisols that has a udic moisture regime). 

SUBGROUP. Each great group has a typic subgroup. Other subgroups are 
intergrades or extragrades. The typic subgroup is the central concept of the great 
group; it is not necessarily the most extensive. Intergrades are transitions to other 
orders, suborders, or great groups. Extragrades have some properties that are not 
representative of the great group but do not indicate transitions to any other taxonomic 
class. Each subgroup is identified by one or more adjectives preceding the name of 
the great group. The adjective Grossarenic identifies the subgroup that has an argillic 
horizon at a depth of 100 centimeters or more below the surface. An example is 
Grossarenic Paleudults. 

FAMILY. Families are established within a subgroup on the basis of physical and 
chemical properties and other characteristics that affect management. Generally, the 
properties are those of horizons below plow depth where there is much biological 
activity. Among the properties and characteristics considered are particle size, mineral 
content, soil temperature regime, soil depth, and reaction. A family name consists of 
the name of a subgroup preceded by terms that indicate soil properties. An example is 
loamy, siliceous, semiactive, thermic Grossarenic Paleudults. 

SERIES. The series consists of soils within a family that have horizons similar in 
color, texture, structure, reaction, consistence, mineral and chemical composition, and 
arrangement in the profile. An example is the Blanton series. 


Soil Series and Their Morphology 


In this section, each soil series recognized in the survey area is described. 
Characteristics of the soil and the material in which it formed are identified for each 
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series. A pedon, a small three-dimensional area of soil, that is typical of the series 

in the survey area is described. The detailed description of each soil horizon follows 
standards in the “Soil Survey Manual” (Soil Survey Division Staff, 1993). Many of 

the technical terms used in the descriptions are defined in “Soil Taxonomy” (Soil 
Survey Staff, 1999) and in “Keys to Soil Taxonomy” (Soil Survey Staff, 2003). Unless 
otherwise indicated, colors in the descriptions are for moist soil. Following the pedon 
description is the range of important characteristics of the soils in the series. The map 
units of each soil series are described in the section “Detailed Soil Map Units.” 

In some instances, the typical pedon for a series is located outside Gadsden 
County. The selection of a typical pedon is based on the range of characteristics of the 
series as it occurs throughout a particular major land resource area. The Centenary 
series, for example, is common in MLRA 133A (Southern Coastal Plain), which 
extends from Virginia to Louisiana. The typical pedon for the Centenary series is in 
Liberty County, Florida. The soil properties of this pedon are representative of the 
Centenary soils that occur not only in Liberty County but also in Gadsden County and 
other counties in MLRA 133A. 


Albany Series 


Landscape: Marine terraces on coastal plains 

Landform: Knolls and flood plains; rises and flats on stream terraces 

Parent material: Sandy and loamy marine or fluviomarine deposits 

Drainage class: Somewhat poorly drained 

Permeability: Moderately slow 

Depth class: Very deep 

Slope: 0 to 5 percent 

Associated soils: Blanton, Bonneau, Eunola, Goldsboro, Norfolk, and Ocilla soils 

Taxonomic classification: Loamy, siliceous, subactive, thermic Aquic Arenic 
Paleudults 


Typical Pedon 


Albany sand, in an area of Albany-Blanton complex, 0 to 5 percent slopes; in Gadsden 
County, Florida; USGS Quincy NE, Florida, 7.5-minute quadrangle; lat. 30 degrees 35 
minutes 29 seconds N. and long. 84 degrees 30 minutes 19 seconds W. 


Ap—O to 8 inches; dark gray (10YR 4/1) sand; weak medium granular structure; 
very friable; common fine and medium roots; very strongly acid; gradual wavy 
boundary. 

E1—8 to 14 inches; brown (10YR 5/3) sand; single grain; loose; common fine and 
medium roots; very strongly acid; gradual wavy boundary. 

E2—14 to 19 inches; light yellowish brown (2.5Y 6/4) sand; single grain; loose; 
common medium roots; very strongly acid; gradual wavy boundary. 

E3—19 to 33 inches; pale yellow (2.5Y 7/4) sand; single grain; loose; common 
medium roots; many coarse prominent irregular brown (7.5YR 5/4) masses of iron 
accumulation; very strongly acid; gradual wavy boundary. 

Eg1—33 to 43 inches; light gray (2.5Y 7/2) sand; single grain; loose; common coarse 
prominent irregular strong brown (7.5YR 5/8) masses of iron accumulation; very 
strongly acid; clear wavy boundary. 

Eg2—43 to 55 inches; light brownish gray (10YR 6/2) sand; single grain; loose; very 
strongly acid; abrupt wavy boundary. 

Btg—55 to 80 inches; light brownish gray (10 YR 6/2) sandy clay loam; weak 
medium subangular blocky structure; friable; sand grains coated and bridged 
with clay; common medium distinct yellowish brown (10YR 5/6) masses of iron 
accumulation; about 3 percent, by volume, plinthite nodules; very strongly acid. 
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Range in Characteristics 


The thickness of the solum ranges from 70 to more than 80 inches. Reaction ranges 
from extremely acid to moderately acid, except where lime has been applied. The 
content of plinthite is less than 5 percent, by volume, to a depth of 60 inches and 0 to 
15 percent below 60 inches. 

The A or Ap horizon has hue of 10YR or 2.5Y, value of 2 to 6, and chroma of 1 or 2. 
The texture is sand or fine sand. 

The E horizon has hue of 10YR or 2.5Y, value of 5 to 8, and chroma of 3 to 8. The 
quantity of redoximorphic features ranges from few to common. Iron accumulations are 
in shades of brown and yellow, and iron depletions are in shades of gray. The texture 
is sand or fine sand. 

The Eg horizon has hue of 10YR to 5Y, value of 5 to 8, and chroma of 2 or less. The 
quantity of iron accumulations in shades of red, brown, or yellow ranges from few to 
many. The texture is sand or fine sand. 

The Bt horizon, where present, has hue of 7.5YR or 2.5Y, value of 3 to 8, and 
chroma of 4 or 6; or it is multicolored in shades of brown, yellow, red, and gray. The 
quantity of redoximorphic features ranges from common to many. Iron accumulations 
are in shades of brown, yellow, and red, and iron depletions are in shades of gray. The 
texture is fine sandy loam or sandy loam. 

The Btg horizon has hue of 10YR or 2.5Y, value of 5 to 7, and chroma of 2 or 
less. The quantity of redoximorphic features ranges from common to many. Iron 
accumulations are in shades of yellowish brown and red, and iron depletions are in 
shades of gray. The texture is sandy loam, fine sandy loam, or sandy clay loam. 


Alpin Series 


Landscape: Marine terraces on coastal plains 

Landform: Knolls 

Parent material: Sandy marine deposits 

Drainage class: Excessively drained 

Permeability: Moderately rapid 

Depth class: Very deep 

Slope: 0 to 5 percent 

Associated soils: Bonifay, Chipley, Foxworth, Hosford, and Lakeland soils 
Taxonomic classification: Thermic, coated Lamellic Quartzipsamments 


Typical Pedon 


Alpin sand, in an area of Bonifay-Alpin complex, 0 to 5 percent slopes; in Gadsden 
County, Florida; USGS Lake Talquin NW, Florida, 7.5-minute quadrangle; lat. 30 
degrees 29 minutes 5 seconds N. and long. 84 degrees 37 minutes 15 seconds W. 


A—0 to 6 inches; grayish brown (10YR 5/2) sand; weak fine granular structure; 
common fine and few medium roots; strongly acid; gradual smooth boundary. 
E1—6 to 20 inches; brown (10YR 5/3) sand; single grain; loose; few fine and coarse 

roots; strongly acid; gradual smooth boundary. 

E2—20 to 44 inches; yellow (10YR 7/6) sand; single grain; loose; few medium roots; 
strongly acid; few coarse distinct very pale brown (10YR 8/2) areas of uncoated 
sand grains; gradual wavy boundary. 

E3—44 to 65 inches; light yellowish brown (10YR 6/4) sand; single grain; loose; 
many coarse distinct very dark grayish brown (10YR 3/2) areas of organic matter 
accumulation; strongly acid; gradual wavy boundary. 

E&Bt—65 to 80 inches; very pale brown (10YR 7/4) sand; lamellae about 3 millimeters 
thick; single grain; loose; moderate medium granular structure; strongly acid. 
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Range in Characteristics 


Sand extends to a depth of 80 inches or more. Reaction ranges from very strongly 
acid to slightly acid throughout, except where the surface has been limed. Depth to 
lamellae ranges from 40 to 78 inches. The combined thickness of the lamellae ranges 
from 1 to 15 centimeters. 

The A or Ap horizon has hue of 10YR, value of 3 to 5, and chroma of 1 to 3. The 
texture is sand. 

The E horizon has hue of 7.5YR to 2.5Y, value of 5 to 8, and chroma of 3 to 8. The 
quantity of streaks and pockets of uncoated sand grains ranges from none to common. 
The texture is sand or fine sand. 

The E part of the E&Bt horizon, where present, has hue of 2.5YR to 10YR, value 
of 7 or 8, and chroma of 1 to 6. The texture is sand or fine sand. The sand grains are 
mostly uncoated. 

The B part (lamellae) of the E&Bt horizon, where present, has hue of 5YR to 10YR, 
value of 5 to 7, and chroma of 4 to 8. The texture is loamy sand, loamy fine sand, fine 
sandy loam, or sandy loam. The lamellae range from 1 to 25 millimeters in thickness 
and from 1 centimeter to more than 1 meter in horizontal length. 

The Bt horizon, where present, is at a depth of more than 80 inches. It has hue of 
7.5YR or 10YR, value of 6 or 7, and chroma of 3 or 4. The texture is sandy loam or 
sandy clay loam. 

The C horizon, where present, has hue of 10YR, value of 6 or 7, and chroma of 1 to 
6. The texture is sand or fine sand. 


Bibb Series 


Landscape: Marine terraces on coastal plains 
Landform: Flats on flood plains 
Parent material: Stratified sandy and loamy alluvium 
Drainage class: Poorly drained 
Permeability: Moderate 
Depth class: Very deep 
Slope: 0 to 2 percent 
Associated soils: Clara, Dorovan, Pickney, Rutlege, and Surrency soils 
Taxonomic classification: Coarse-loamy, siliceous, active, acid, thermic Typic 
Fluvaquents 
Typical Pedon 


Bibb sandy loam, in an area of Rutlege, Bibb, and Surrency soils, frequently flooded; in 
Gadsden County, Florida; USGS Lake Talquin NW, Florida, 7.5-minute quadrangle; lat. 
30 degrees 29 minutes 4 seconds N. and long. 84 degrees 35 minutes 27 seconds W. 


A—0 to 4 inches; brown (10YR 4/3) sandy loam; weak fine granular structure; friable; 
common fine roots and pores; strongly acid; abrupt wavy boundary. 

Ag—4 to 12 inches; dark grayish brown (10YR 4/2) sandy loam; weak fine granular 
structure; friable; few fine roots; strongly acid; clear wavy boundary. 

Cg1—12 to 37 inches; gray (5Y 5/1) sandy loam; massive; friable; few fine roots; 
common thin strata of loamy sand; bits of partially decomposed organic material in 
some strata; very strongly acid; clear wavy boundary. 

Cg2—37 to 65 inches; light brownish gray (10YR 6/2) loamy sand; massive; common 
strata of sandy loam and sand; common thin strata with partially decomposed 
organic material; strongly acid; gradual wavy boundary. 

Cg3—65 to 80 inches; light gray (10YR 7/2) sand; loose; common strata of sandy loam 
and loamy sand; common thin strata with partially decomposed organic material; 
strongly acid. 
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Range in Characteristics 


The thickness of the solum ranges from 70 to more than 80 inches. Reaction ranges 
from extremely acid to strongly acid throughout. The content of rounded pebbles 
typically ranges from 0 to 10 percent throughout, but may range to 35 percent in thin 
strata below a depth of 40 inches. Buried soil horizons are present in many pedons 
and have the same range in color and texture as the Ag horizon. 

The A or Ap horizon has hue of 7.5YR or 10YR, value of 2 to 5, and chroma of 1 to 
3. The texture is sandy loam. 

The Ag horizon, which is present in most pedons, has hue of 10YR or 2.5Y, value 
of 3 to 7, and chroma of 2 or less; or it is neutral in hue and has value of 3 to 7. The 
combined thickness of the A and Ag horizons with value of 3 or less is less than 6 
inches. The quantity of iron accumulations in shades of brown and yellow ranges from 
none to common. The texture is sand, loamy sand, loamy fine sand, fine sandy loam, 
sandy loam, loam, or silt loam. 

The Cg horizon has hue of 10YR to 5BG, value of 3 to 7, and chroma of 2 or less; 
or it is neutral in hue and has value of 3 to 7. The quantity of iron accumulations in 
shades of red, yellow, and brown ranges from few to many. The upper part of the Cg 
horizon is sandy loam, fine sandy loam, loam, or silt loam or is stratified with those 
textures. Thin strata of finer or coarser textured material are in most pedons. The 
range in textures of the lower part of the Cg horizon includes the range in textures of 
the upper part of the Cg horizon plus sand, loamy sand, and loamy fine sand. 


Blanton Series 


Landscape: Marine terraces on coastal plains 

Landform: Knolls, side slopes, and ridges 

Parent material: Sandy and loamy marine deposits 

Drainage class: Moderately well drained 

Permeability: Moderate to slow 

Depth class: Very deep 

Slope: 0 to 8 percent 

Associated soils: Albany, Bonneau, Eunola, Goldsboro, Norfolk, and Ocilla soils 
Taxonomic classification: Loamy, siliceous, semiactive, thermic Grossarenic Paleudults 


Typical Pedon 


Blanton sand, 0 to 5 percent slopes; in Gadsden County, Florida; USGS Lake Talquin 
NW, Florida, 7.5-minute quadrangle; lat. 30 degrees 37 minutes 22 seconds N. and 
long. 84 degrees 19 minutes 57 seconds W. 


Ap—0 to 5 inches; dark gray (10YR 4/1) sand; weak fine granular structure; common 
very fine and medium roots; strongly acid; clear wavy boundary. 

E1—5 to 13 inches; light olive brown (2.5Y 5/3) sand; single grain; loose; common fine 
roots; strongly acid; gradual smooth boundary. 

E2—13 to 27 inches; light yellowish brown (2.5Y 6/3) sand; single grain; loose; 
common fine and medium roots; strongly acid; clear wavy boundary. 

E3—27 to 36 inches; pale yellow (2.5Y 8/3) sand; single grain; loose; common 
medium roots; strongly acid; gradual wavy boundary. 

E4—36 to 41 inches; light gray (2.5Y 7/2) sand; single grain; loose; strongly acid; clear 
wavy boundary. 

811-41 to 48 inches; pale brown (10YR 6/3) sandy loam; weak medium subangular 
blocky structure; very friable, slightly sticky, slightly plastic; sand grains coated 
and bridged with clay; less than 3 percent, by volume, plinthite nodules; common 
medium distinct light brownish gray (2.5Y 6/2) masses of iron depletion; strongly 
acid; gradual wavy boundary. 
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Bt2—48 to 67 inches; 30 percent yellowish red (5YR 5/6), 30 percent yellowish brown 
(10YR 5/6), and 40 percent light brownish gray (2.5Y 6/2) sandy clay loam; weak 
medium subangular blocky structure; friable, moderately sticky, slightly plastic; 
common medium distinct yellowish brown (10YR 5/6) masses of iron accumulation 
and common medium distinct light brownish gray (2.5Y 6/2) masses of iron 
depletion; strongly acid; gradual wavy boundary. 

Btg1—67 to 74 inches; gray (10YR 6/1) sandy clay loam; moderate medium 
subangular blocky structure; friable, moderately sticky, slightly plastic; common 
medium distinct yellowish brown (10YR 5/6) and many coarse prominent light 
olive brown (2.5Y 5/6) masses of iron accumulation; strongly acid; gradual wavy 
boundary. 

Btg2—74 to 80 inches; gray (10YR 6/1) sandy clay loam; moderate medium 
subangular blocky structure; friable, moderately sticky, slightly plastic; common 
medium distinct yellowish brown (10YR 5/6) masses of iron accumulation; very 
strongly acid. 


Range in Characteristics 


The thickness of the solum ranges from 60 to more than 80 inches. The content 
of fragments, dominantly quartz and ironstone pebbles, is less than 10 percent, by 
volume, in all horizons except the A and E horizons, in which it may be as much as 
35 percent. Reaction ranges from very strongly acid to moderately acid throughout, 
except where the surface has been limed. The content of plinthite is less than 5 
percent, by volume, within a depth of 60 inches but ranges up to 15 percent below that 
depth. 

The A or Ap horizon has hue of 10YR or 2.5Y, value of 3 to 7, and chroma of 1 to 
4. The thickness of the horizon is less than 10 inches where value is 3.5 or less. The 
texture is sand. 

The E horizon has hue of 7.5YR to 2.5Y, value of 5 to 8, and chroma of 1 to 8. The 
texture is sand, fine sand, coarse sand, loamy sand, loamy fine sand, or the gravelly 
analogs of these textures. The E horizon has 50 percent or more uncoated sand 
grains. 

The BE horizon, where present, has hue of 10YR or 2.5Y, value of 5 to 7, and 
chroma of 3 to 8. The texture is loamy sand, loamy coarse sand, loamy fine sand, or 
sandy loam. 

The Bt horizon has hue of 7.5YR to 2.5Y, value of 5 to 7, and chroma of 3 to 8; or it 
has no dominant color and is multicolored in shades of brown, yellow, red, and gray. 
In most pedons, iron depletions are within the upper 10 inches of the Bt horizon. The 
texture is loamy sand, loamy coarse sand, loamy fine sand, sandy loam, fine sandy 
loam, or sandy clay loam. 

The Btg horizon, where present, has hue 7.5YR to 5Y, value of 5 to 8, and chroma 
of 1 or 2. The quantity of redoximorphic features ranges from common to many. Iron 
accumulations are in shades of brown, yellow, and red, and iron depletions are in 
shades of gray. The texture is sandy loam, fine sandy loam, or sandy clay loam and, 
below a depth of 60 inches, ranges to sandy clay. 


Bonifay Series 


Landscape: Marine terraces on coastal plains 

Landform: Knolls, ridgetops, ridges, hills, and side slopes 
Parent material: Sandy and loamy marine deposits 
Drainage class: Well drained 

Permeability: Moderately slow 

Depth class: Very deep 

Slope: 0 to 12 percent 
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Associated soils: Alpin, Cowarts, Dothan, Fuquay, Leefield, Nankin, and Tifton soils 
Taxonomic classification: Loamy, siliceous, subactive, thermic Grossarenic Plinthic 
Paleudults 
Typical Pedon 


Bonifay loamy sand, in an area of Bonifay-Alpin complex, 0 to 5 percent slopes; in 
Gadsden County, Florida; USGS Dogtown SW, Florida, 7.5-minute quadrangle; lat. 30 
degrees 39 minutes 26 seconds N. and long. 84 degrees 37 minutes 6 seconds W. 


A—O to 9 inches; very dark grayish brown (2.5Y 3/2) loamy sand; weak fine granular 
structure; loose; many fine and common medium roots; strongly acid; gradual 
wavy boundary. 

E1—9 to 19 inches; yellowish brown (10YR 5/4) loamy sand; single grain; loose; many 
fine roots; strongly acid; clear wavy boundary. 

E2—19 to 42 inches; yellowish brown (10YR 5/6) loamy sand; single grain; loose; 
common fine roots; strongly acid; gradual wavy boundary. 

Bt—42 to 52 inches; yellowish brown (10YR 5/6) sandy loam; weak medium 
subangular blocky structure; friable; few fine prominent yellowish red (5YR 5/8) 
masses of iron accumulation; strongly acid; gradual wavy boundary. 

Btv1—52 to 61 inches; brownish yellow (10YR 6/6) sandy clay loam; moderate 
medium subangular blocky structure; friable; sand grains coated and bridged with 
clay; about 10 percent, by volume, plinthite nodules; strongly acid; gradual wavy 
boundary. 

Btv2—961 to 80 inches; light gray (2.5Y 7/2) sandy clay loam; strong medium 
subangular blocky structure; friable; many coarse prominent red (2.5YR 5/8) 
masses of iron accumulation; about 5 percent, by volume, plinthite nodules; 
strongly acid. 


Range in Characteristics 


The thickness of the solum ranges from 60 to more than 80 inches. Reaction ranges 
from very strongly acid to moderately acid throughout, except where the surface has 
been limed. The content of ironstone pebbles 2 to 15 millimeters in size ranges from 0 to 
5 percent, by volume. Depth to a horizon containing more than 5 percent plinthite ranges 
from 42 to 60 inches. Some horizons contain up to 25 percent plinthite, by volume. 

The A or Ap horizon has hue of 10YR or 2.5Y, value of 3 to 6, and chroma of 1 to 3; 
or it is neutral in hue and has value of 4 to 6. The texture is loamy sand. 

The E horizon has hue of 10YR or 2.5Y, value of 5 to 7, and chroma of 3 to 8. The 
quantity of iron accumulations in shades of yellow and brown ranges from none to 
common. The quantity of bodies of uncoated sand grains also ranges from none to 
common. The bodies have hue of 10YR, value of 7 or 8, and chroma of 1 or 2; or they 
are neutral in hue and have value of 8. The texture is sand, fine sand, loamy sand, or 
loamy fine sand. 

The Bt horizon, where present, has hue of 7.5YR or 10YR, value of 5 to 7, and 
chroma of 4 to 8. The quantity of iron accumulations in shades of yellow, brown, or red 
ranges from few to common. The texture is sandy loam, fine sandy loam, or sandy clay 
loam. 

The Btv horizon has hue of 7.5YR, 10YR, or 2.5Y, value of 5 to 7, and chroma of 4 
to 8; or it has no dominant color and is variegated in shades of yellow, brown, red, and 
gray. The quantity of iron accumulations in shades of yellow, brown, and red ranges 
from few to many. The texture is sandy clay loam or sandy clay. 


Bonneau Series 


Landscape: Marine terraces on coastal plains 
Landform: Knolls 
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Parent material: Sandy and loamy marine deposits 

Drainage class: Well drained 

Permeability: Moderate 

Depth class: Very deep 

Slope: 0 to 5 percent 

Associated soils: Albany, Blanton, Eunola, Goldsboro, Leefield, Norfolk, and Ocilla 
Soils 

Taxonomic classification: Loamy, siliceous, subactive, thermic Arenic Paleudults 


Typical Pedon 


Bonneau sand, in an area of Bonneau-Leefield-Norfolk complex, 0 to 5 percent slopes; 
in Gadsden County, Florida; USGS Quincy NE, Florida, 7.5-minute quadrangle; lat. 30 
degrees 32 minutes 9 seconds N. and long. 84 degrees 34 minutes 57 seconds W. 


A—0 to 7 inches; grayish brown (10YR 5/2) sand; weak fine granular structure; very 
friable; strongly acid; clear smooth boundary. 

E1—7 to 15 inches; yellowish brown (10YR 5/4) sand; single grain; loose; many 
coarse distinct light yellowish brown (2.5Y 6/3) areas of uncoated sand grains; 
strongly acid; gradual wavy boundary. 

E2—15 to 27 inches; brownish yellow (10YR 6/6) sand; single grain; loose; strongly 
acid; gradual wavy boundary. 

Bt—27 to 36 inches; yellowish brown (10YR 5/6) fine sandy loam; weak medium 
subangular blocky structure; very friable, slightly sticky, slightly plastic; strongly 
acid; gradual wavy boundary. 

Btg1—36 to 58 inches; grayish brown (2.5Y 5/2) sandy clay loam; strong medium 
subangular blocky structure; friable, slightly sticky, slightly plastic; common 
medium prominent yellowish red (5YR 4/6), very pale brown (10YR 7/4), and 
strong brown (7.5YR 5/8) masses of iron accumulation; common medium distinct 
gray (10YR 6/1) masses of iron depletion; strongly acid; gradual wavy boundary. 

Btg2—568 to 74 inches; grayish brown (2.5Y 5/2) sandy clay loam; strong medium 
subangular blocky structure; friable, moderately sticky, moderately plastic; 
common medium faint gray (10YR 5/1) masses of iron depletions: common 
medium distinct very pale brown (10YR 7/3 and 7/4) masses of iron accumulation; 
strongly acid; gradual wavy boundary. 

Btg3—74 to 80 inches; gray (10YR 5/1) sandy clay loam; weak medium angular blocky 
structure; friable, moderately sticky, moderately plastic; common medium faint gray 
(10YR 5/1) masses of iron depletions; common medium prominent pink (7.5 YR 
7/4) masses of iron accumulation; very strongly acid. 


Range in Characteristics 


The thickness of the solum ranges from 60 to more than 80 inches. Reaction ranges 
from extremely acid to slightly acid in the A and E horizons and from extremely acid to 
moderately acid in the Bt horizon. Some pedons have less than 5 percent, by volume, 
plinthite in the lower part of the Bt horizon. 

The A or Ap horizon has hue of 7.5YR to 2.5Y, value of 3 to 5, and chroma of 1 to 4; 
or it is neutral in hue and has value of 3 to 5. The texture is sand. 

The E horizon has hue of 10YR or 2.5Y, value of 4 to 8, and chroma of 2 to 6. The 
texture is sand, fine sand, loamy sand, or loamy fine sand. 

The upper part of the Bt horizon has hue of 7.5YR to 2.5Y, value of 5 to 7, and 
chroma of 3 to 8. The texture is sandy loam, fine sandy loam, or sandy clay loam. 

The lower part of the Bt horizon has hue of 7.5YR to 2.5Y, value of 5 to 7, and 
chroma of 3 to 8; or it is multicolored in shades of brown, red, gray, or yellow. The 
quantity of redoximorphic features ranges from none to common. Iron accumulations 
are in shades of brown and red, and iron depletions are in shades of gray. The texture 
is sandy loam, fine sandy loam, sandy clay loam, or sandy clay. 


126 


Soil Survey of Gadsden County, Florida 


The BC horizon, where present, has hue of 7.5YR to 2.5Y, value of 5 to 7, and 
chroma of 3 to 8; or it is multicolored in shades of brown, red, gray, or yellow. The 
quantity of redoximorphic features ranges from none to common. Iron accumulations 
are in shades of brown and red, and iron depletions are in shades of gray. The texture 
is sandy loam, fine sandy loam, sandy clay loam, or sandy clay. 

The Btg horizon, where present, has hue of 7.5YR to 2.5Y, value of 5 to 7, and 
chroma of 1 or 2. The quantity of redoximorphic features ranges from none to common. 
Iron accumulations are in shades of brown and red, and iron depletions are in shades 
of gray. The texture is sandy loam, fine sandy loam, sandy clay loam, or sandy clay. 

The BCg horizon, where present, has hue of 7.5YR to 2.5Y, value of 5 to 7, and 
chroma of 1 or 2. The quantity of iron accumulations in shades of brown, red, or yellow 
ranges from few to common. Redoximorphic depletions with chroma of 2 or less are 
within a depth of 60 inches. The quantity of plinthite nodules ranges from 0 to less than 
5 percent, by volume. The texture is sandy loam, fine sandy loam, sandy clay loam, or 
sandy clay. 


Centenary Series 


Landscape: Marine terraces on coastal plains 

Landform: Knolls and ridges 

Parent material: Sandy marine deposits 

Drainage class: Well drained 

Permeability: Moderately rapid 

Depth class: Very deep 

Slope: 0 to 5 percent 

Associated soils: Hurricane, Leon, and Sapelo soils 

Taxonomic classification: Sandy, siliceous, thermic Entic Grossarenic Alorthods 


Typical Pedon 


Centenary sand, 0 to 5 percent slopes; in Liberty County, Florida; USGS Hosford 
topographic quadrangle; lat. 30 degrees 28 minutes 15 seconds N. and long. 84 
degrees 49 minutes 38 seconds W. 


A—9O to 5 inches; very dark grayish brown (10YR 3/2) sand; weak fine granular 
structure; very friable; strongly acid; clear smooth boundary. 

E1—5 to 16 inches; brownish yellow (10 YR 6/6) sand; single grain; loose; strongly 
acid; clear smooth boundary. 

E2—16 to 53 inches; very pale brown (10YR 7/4) sand; single grain; loose; strongly 
acid; gradual smooth boundary. 

E3—53 to 64 inches; light gray (10YR 7/2) sand; single grain; loose; few fine 
prominent strong brown (7.5 YR 5/6) masses of iron accumulation; strongly acid; 
clear smooth boundary. 

Bh—64 to 80 inches; dark reddish gray (5YR 4/2) sand; weak fine granular structure; 
very friable; few medium distinct pinkish gray (7.5YR 6/2) masses of iron depletion; 
strongly acid. 


Range in Characteristics 


The depth to the top of a spodic horizon ranges from 50 to 80 inches. Reaction 
ranges from very strongly acid to moderately acid throughout the profile, except where 
lime has been applied. 

The A or Ap horizon has hue of 10YR or 2.5Y, value of 3 to 5, and chroma of 1 to 3. 
The texture is sand. 

The upper part of the E horizon has hue of 7.5YR to 2.5Y, value of 5 to 8, and 
chroma of 3 to 8. The texture is sand or fine sand. The quantity of iron accumulations 
in shades of red or yellow is none or few. 
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The lower part of the E horizon—directly above Bh horizon—has hue of 7.5YR or 
10YR, value of 5 to 8, and chroma of 1 to 4. The texture is sand, fine sand, loamy 
sand, or loamy fine sand. Redoximorphic features, where present, consist of iron 
accumulations in shades of brown, red, and yellow and iron depletions in shades of 
gray. The quantity of iron accumulations ranges from none to many. The quantity of 
iron depletions ranges from none to common. 

The Bh horizon has hue of 5YR to 10YR, value of 2 to 4, and chroma of 1, 2, 
or rarely 3. The texture is sand, fine sand, or loamy sand. The quantity of iron 
accumulations in shades of red or yellow ranges from none to many. 

The C horizon, where present, has hue of 10YR, value of 4 to 7, and chroma of 
1 to 5. The texture is sand, fine sand, or loamy sand. The quantity of redoximorphic 
features ranges from none to many. Iron accumulations are in shades of red or yellow, 
and iron depletions are in shades of gray. 


Chipley Series 


Landscape: Marine terraces on coastal plains 

Landform: Rises and knolls 

Parent material: Sandy marine deposits 

Drainage class: Somewhat poorly drained 

Permeability: Very rapid or rapid 

Depth class: Very deep 

Slope: 0 to 5 percent 

Associated soils: Alpin, Foxworth, Hosford, Lakeland, and Leon soils 
Taxonomic classification: Thermic, coated Aquic Quartzipsamments 


Typical Pedon 


Chipley sand, in an area of Chipley, Leon, and Foxworth soils, 0 to 5 percent slopes; in 
Gadsden County, Florida; USGS Bloxham NW, Florida, 7.5-minute quadrangle; lat. 30 
degrees 29 minutes 28 seconds N. and long. 84 degrees 43 minutes 16 seconds W. 


A—0 to 6 inches; dark brown (10YR 3/3) sand; many clean sand grains giving a salt- 
and-pepper appearance; single grain; loose; strongly acid; clear smooth boundary. 

C1—6 to 19 inches; light yellowish brown (10YR 6/4) sand; common uncoated sand 
grains; single grain; loose; strongly acid; gradual wavy boundary. 

C2—19 to 31 inches; light gray (10YR 7/2) sand; single grain; loose; few fine 
prominent strong brown (7.5YR 5/6) masses of iron accumulation; strongly acid; 
gradual smooth boundary. 

C3—31 to 39 inches; light gray (10YR 7/2) sand; single grain; loose; common fine 
prominent yellowish red (5YR 5/8) and common medium prominent brownish 
yellow (10YR 6/6) masses of iron accumulation; strongly acid; clear smooth 
boundary. 

Cg—39 to 80 inches; white (10YR 8/1) sand; single grain; loose; common fine 
prominent reddish yellow (7.5YR 6/8) masses of iron accumulation; strongly acid. 


Range in Characteristics 


The thickness of the solum is more than 80 inches. The content of silt plus clay 
in the 10- to 40-inch control section ranges from 5 to 10 percent. Reaction ranges 
from extremely acid to moderately acid in the A horizon, except where lime has been 
applied, and from strongly acid to slightly acid in the C and Cg horizons. 

The A or Ap horizon has hue of 10YR, value of 2 to 5, and chroma of 1 to 3. It is less 
than 10 inches thick where value is 3.5 or less. The texture is sand. 

The C horizon has hue of 10YR to 5Y, value of 4 to 8, and chroma of 1 to 8. The 
quantity of redoximorphic features ranges from few to many. Iron accumulations are 
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in shades of brown, red, and yellow, and iron depletions are in shades of gray. The 
texture is sand or fine sand. 

The Cg horizon has hue of 10YR to 5Y, value of 4 to 8, and chroma of 2 or less; or it 
is neutral in hue and has value of 4 to 8. The quantity of iron accumulations in shades 
of red, brown, or yellow ranges from common to many. The texture is sand or fine 
sand. 


Clara Series 


Landscape: Marine terraces on coastal plains 

Landform: Flats on flood plains 

Parent material: Thin organic material over sandy marine deposits 

Drainage class: Very poorly drained 

Permeability: Rapid 

Depth class: Very deep 

Slope: 0 to 2 percent 

Associated soils: Bibb, Dorovan, Leon, Pickney, Rutlege, and Surrency soils 
Taxonomic classification: Siliceous, thermic Spodic Psammaquents 


Typical Pedon 


Clara muck, in an area of Leon, Clara, and Pickney soils, commonly flooded; in 
Gadsden County, Florida; USGS Bloxham NW, Florida, 7.5-minute quadrangle; lat. 30 
degrees 29 minutes 25 seconds N. and long. 84 degrees 43 minutes 35 seconds W. 


Oa—0 to 6 inches; black (10YR 2/1) muck, rubbed; weak fine granular structure; 
friable; common fine roots; very strongly acid; clear wavy boundary. 

E—6 to 18 inches; light brownish gray (10YR 6/2) fine sand; single grain; loose; 
common fine roots; very strongly acid; clear wavy boundary. 

8۸۷1-18 to 23 inches; brown (10YR 4/3) fine sand; weak fine granular structure; very 
friable; common fine roots; many medium faint dark brown (10YR 3/3) organic 
streaks on faces of peds; very strongly acid; gradual wavy boundary. 

Bw2—23 to 48 inches; brown (10YR 5/3) fine sand; weak fine granular structure; very 
friable; common very fine roots; many medium faint dark brown (10YR 3/3) organic 
streaks on faces of peds; very strongly acid; gradual wavy boundary. 

C—48 to 80 inches; light brownish gray (10YR 6/2) fine sand; single grain; loose; 
common fine roots; very strongly acid. 


Range in Characteristics 


The thickness of the solum ranges from 20 to 60 inches. The soil is more than 80 
inches deep. Reaction ranges from extremely acid to moderately alkaline throughout. 
The Oa horizon, where present, is less than 7 inches thick. It has hue of 5YR to 

10YR, value of 2 or 3, and chroma of 2 or less. The texture is muck. 

The A horizon, where present, has hue of 10YR, value of 2 to 4, and chroma of 2 or 
less. The texture is sand, fine sand, mucky sand, or mucky fine sand. 

The E horizon has hue of 10YR, value of 5 to 7, and chroma of 1 to 3. The quantity 
of redoximorphic features ranges from none to common. Iron accumulations and 
vertical streaks are in shades of brown, and iron depletions are in shades of gray. The 
texture is sand or fine sand. 

The Bw horizon has hue of 10YR, value of 4 or 5, and chroma of 3 to 6. Where 
chroma is less than 6 in the upper part of the horizon, the color is more than 1 unit of 
value darker than the overlying E horizon. Small splotches, streaks, or discontinuous 
lenses of organically stained material may be present in the upper part or the 
horizon. The quantity of redoximorphic features ranges from none to common. Iron 
accumulations are in shades of brown and yellow, and iron depletions are in shades of 
gray. The texture is sand or fine sand. 
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The C horizon has hue of 10YR, value of 5 to 7, and chroma of 2 or less. The 
quantity of iron accumulations in shades of brown or yellow ranges from none to 
common. The texture is sand, fine sand, or loamy fine sand. 

The Cg horizon, where present, has hue of 10YR, value of 5 to 8, and chroma of 2 
or less. The quantity of iron accumulations in shades of brown or yellow ranges from 
none to common. The texture is sand, fine sand, or loamy fine sand. 


Cowarts Series 


Landscape: Marine terraces on coastal plains 

Landform: Ridgetops, knolls, ridges, hillslopes, and side slopes 

Parent material: Loamy marine deposits 

Drainage class: Moderately well drained 

Permeability: Moderate to slow 

Depth class: Very deep 

Slope: 0 to 25 percent 

Associated soils: Bonifay, Dothan, Fuquay, Leefield, Nankin, and Tifton soils 
Taxonomic classification: Fine-loamy, kaolinitic, thermic Typic Kanhapludults 


Typical Pedon 


Cowarts loamy fine sand, in an area of Cowarts-Nankin complex, 2 to 5 percent 
slopes; in Gadsden County, Florida; USGS Quincy NE, Florida, 7.5-minute quadrangle; 
lat. 30 degrees 35 minutes 19 seconds N. and long. 84 degrees 30 minutes 54 
seconds W. 


Ap—0O to 4 inches; dark brown (10YR 3/3) loamy fine sand; weak medium granular and 
weak fine granular structure; very friable; many fine, common medium, and many 
very fine roots; moderately acid; abrupt smooth boundary. 

BE—4 to 8 inches; strong brown (7.5YR 5/6) fine sandy loam; weak fine subangular 
blocky structure; very friable; many fine, common medium, and many very fine 
roots; very strongly acid; abrupt wavy boundary. 

811-8 to 15 inches; strong brown (7.5YR 5/8) sandy clay loam; moderate medium 
subangular blocky structure; friable; many fine and many very fine roots; sand 
grains coated and bridged with clay; very strongly acid; clear wavy boundary. 

Bt2—15 to 29 inches; yellowish red (5YR 5/8) sandy clay loam; moderate medium 
subangular blocky structure; friable; many fine and many very fine roots; very 
strongly acid; gradual wavy boundary. 

Bt3—29 to 40 inches; strong brown (7.5YR 5/6) sandy clay loam; moderate medium 
subangular blocky structure; firm; common fine and many very fine roots; about 
3 percent, by volume, plinthite nodules; common medium faint brownish yellow 
(10YR 6/6) and common medium distinct very pale brown (10YR 8/3) masses of 
iron accumulation; very strongly acid; clear wavy boundary. 

C1—40 to 45 inches; strong brown (7.5YR 5/6) sandy clay loam; massive; friable; 
common medium distinct yellowish red (SYR 5/8), very pale brown (10YR 8/3), 
brownish yellow (10YR 6/6), and brownish yellow (10YR 6/8) masses of iron 
accumulation; very strongly acid; clear wavy boundary. 

C2—45 to 57 inches; yellowish red (5YR 5/8) sandy clay loam; massive; firm; very 
strongly acid; gradual wavy boundary. 

C3—57 to 80 inches; mottled red (2.5YR 5/6), reddish yellow (7.5YR 7/6), and very 
pale brown (10YR 7/3) sandy loam; massive; firm; strongly acid. 


Range in Characteristics 


The thickness of the solum ranges from 20 to 40 inches. Reaction is very strongly 
acid or strongly acid throughout, except where lime has been applied. The content of 
iron concretions and/or quartz gravel 2 millimeters to 7 centimeters in diameter ranges 
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from 0 to 30 percent, by volume, in the A and E horizons, from 0 to 10 percent in the B 
horizon, and from 0 to 15 percent in the C horizon. 

The A or Ap horizon dominantly has hue of 7.5YR to 2.5Y, value of 4 or 5, and 
chroma of 2 to 4. Some pedons have a thin A horizon that has value of 2 or 3. The 
texture is loamy fine sand. 

The E horizon, where present, ranges from 4 to 12 inches in thickness. It has hue of 
10YR or 2.5Y, value of 4 to 6, and chroma of 4 to 8. The texture is loamy fine sand. 

The BE horizon, where present, has hue of 7.5YR to 2.5Y, value of 5 or 6, and 
chroma of 4 to 8. It is sandy loam or fine sandy loam. 

The Bt horizon dominantly has hue of 7.5YR or 10YR, value of 5 or 6, and chroma 
of 4 to 8. In some pedons, however, the hue is 5YR. The texture is sandy loam, fine 
sandy loam, sandy clay loam, clay loam, or sandy clay. The content of silt is less 
than 20 percent. The quantity of iron accumulations in shades of brown or red ranges 
from none to common. The content of nodular plinthite ranges from 0 to 5 percent, by 
volume. 

The BC horizon, where present, is less than 10 inches thick. It has hue of 10R to 
10YR, value of 4 to 8, and chroma of 1 to 8. The quantity of iron accumulations in 
shades of red, brown, or yellow ranges from none to common. The texture ranges from 
sandy loam to sandy clay. 

The C horizon has the same range in hue, value, and chroma as the BC horizon. 
The C horizon is layered and pocketed with fine to coarse materials. The texture 
ranges from loamy sand to clay. Some pedons have a 2C horizon below a depth of 40 
inches. The 2C horizon is gray clay. 


Dorovan Series 


Landscape: Marine terraces on coastal plains 

Landform: Depressions in flood plains 

Parent material: Organic material over sandy and loamy marine or fluvial deposits 
Drainage class: Very poorly drained 

Permeability: Moderate 

Depth class: Very deep 

Slope: 0 to 1 percent 

Associated soils: Bibb, Clara, Pickney, Rutlege, and Surrency soils 

Taxonomic classification: Dysic, thermic Typic Haplosaprists 


Typical Pedon 


Dorovan muck, in an area of Pickney, Dorovan, and Bibb soils, frequently flooded; in 
Gadsden County, Florida; USGS Bloxham NW, Florida, 7.5-minute quadrangle; lat. 30 
degrees 27 minutes 48 seconds N. and long. 84 degrees 44 minutes 21 seconds W. 


Oa1—0 to 4 inches; very dark brown (10YR 2/2) muck; common fine roots; extremely 
acid; gradual wavy boundary. 

Oa2—4 to 13 inches; black (10YR 2/1) muck; massive; common fine roots; extremely 
acid; diffuse wavy boundary. 

Oa3—13 to 74 inches; black (10YR 2/1) muck; massive; common fine roots; extremely 
acid; gradual wavy boundary. 

Cg—/4 to 80 inches; dark grayish brown (10YR 4/2) and very dark grayish brown 
(10YR 3/2) sand; single grain; very strongly acid. 


Range in Characteristics 


The thickness of organic material ranges from 51 to more than 80 inches. Reaction 
is extremely acid or very strongly acid in the organic layers and strongly acid or very 
strongly acid in the Cg horizon. 
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The Oe layer, where present, is neutral in hue and has value of 2 to 4; or it has hue 
of 7.5YR or 10YR, value of 2 to 4, and chroma of 1 to 3. It contains 40 to 90 percent 
fiber unrubbed and 20 to 60 percent rubbed. 

The other organic layers are neutral in hue and have value of 2 or 3; or they have 
hue of 10YR, 7.5YR, 5YR, or 2.5Y, value of 2 or 3, and chroma of 1 to 3. They contain 
10 to 40 percent fiber unrubbed and less than 1/6 of the volume when rubbed. Fibers 
remaining after rubbing are dominantly woody. A few logs and large fragments of wood 
are typically in the lower part of the organic layers. 

The Cg horizon is neutral in hue and has value of 2 to 5; or it has hue of 10YR, 
2.5Y, or 5Y, value of 2 to 5, and chroma of 1 or 2. The texture is sand, fine sand, loamy 
sand, sandy loam, fine sandy loam, clay, or the mucky analogs of these textures. 


Dothan Series 


Landscape: Marine terraces on coastal plains 

Landform: Ridgetops, ridges, rises, Knolls, hillslopes, and side slopes 

Parent material: Loamy marine deposits 

Drainage class: Well drained 

Permeability: Moderately slow or slow 

Depth class: Very deep 

Slope: 0 to 60 percent 

Associated soils: Bonifay, Cowarts, Fuquay, Leefield, Nankin, and Tifton soils 
Taxonomic classification: Fine-loamy, kaolinitic, thermic Plinthic Kandiudults 


Typical Pedon 


Dothan loamy fine sand, in an area of Dothan-Fuquay complex, 2 to 5 percent slopes; 
in Gadsden County, Florida; USGS Mt. Pleasant SE, Florida, 7.5-minute quadrangle; 
lat. 30 degrees 37 minutes 35 seconds N. and long. 84 degrees 39 minutes 54 
seconds W. 


Ap—0O to 9 inches; brown (10YR 4/3) loamy fine sand; weak fine granular structure; 
very friable; many fine, many medium, and many coarse roots; very strongly acid; 
abrupt wavy boundary. 

811-9 to 17 inches; yellowish brown (10YR 5/6) fine sandy loam; weak medium 
subangular blocky structure; very friable; common medium roots; very strongly 
acid; gradual wavy boundary. 

Bt2—17 to 49 inches; yellowish brown (10YR 5/8) sandy clay loam; moderate medium 
subangular blocky structure; friable; very strongly acid; gradual wavy boundary. 

Btv1—49 to 62 inches; yellowish brown (10YR 5/6) sandy clay loam; moderate 
medium subangular blocky structure; friable; about 5 percent, by volume, plinthite 
nodules; common medium prominent strong brown (7.5YR 5/8) masses of iron 
accumulation; strongly acid; gradual wavy boundary. 

Btv2—62 to 80 inches; reddish yellow (7.5YR 6/8) sandy clay loam; strong medium 
subangular blocky structure; friable; about 10 percent, by volume, plinthite 
nodules; common medium distinct yellowish brown (10YR 5/6) and yellowish red 
(5YR 5/8) masses of iron accumulation; common medium prominent light gray 
(10YR 7/1) masses of iron depletion; strongly acid. 


Range in Characteristics 


The thickness of the solum ranges from 60 to more than 80 inches. Depth to a 
horizon that contains 5 percent or more plinthite ranges from 24 to 60 inches. The 
content of ironstone pebbles ranges from 0 to 5 percent, by volume, in the A horizon 
and the upper part of the B horizon. Reaction ranges from very strongly acid to 
moderately acid throughout, except where lime has been applied. 
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The Ap horizon has hue of 10YR or 2.5Y, value of 4 to 7, and chroma of 2 to 4. 
Some pedons have a thin A horizon with value of 3 or 4. The texture is loamy fine 
sand. 

The E horizon, where present, has hue of 10YR or 2.5Y, value of 5 to 7, and chroma 
of 3 to 6. The texture is loamy fine sand. 

The BE or BA horizon, where present, has hue of 10YR or 2.5Y, value of 5 or 6, and 
chroma of 3 to 8. The texture is fine sandy loam or sandy loam. 

The Bt horizon has hue of 7.5YR to 2.5Y, value of 5 to 8, and chroma of 4 to 8. The 
texture is fine sandy loam, sandy loam, or sandy clay loam. The upper 20 inches of the 
Bt horizon contains 18 to 35 percent clay and less than 20 percent silt. The quantity of 
iron accumulations in shades of brown or red ranges from few to common. 

The Btv horizon dominantly has hue of 10YR or 2.5Y, value of 5 to 8, and chroma 
of 4 to 8; or it has no dominant matrix color and is variegated in shades of red, yellow, 
brown, and gray. The matrix has hue of 2.5YR, 5YR, 7.5YR, 10YR, or 2.5Y below a 
depth of 40 inches. The quantity of redoximorphic features ranges from few to many. 
Iron accumulations are in shades of red, yellow, and brown, and iron depletions are 
in shades of gray. The texture is commonly sandy clay loam but is clay loam or sandy 
clay in some pedons. The content of nodular or platy plinthite ranges from 5 to 35 
percent, by volume. 


Eunola Series 


Landscape: Marine terraces on coastal plains 

Landform: Rises on low stream terraces and on flood plains 

Parent material: Loamy marine or fluvial deposits 

Drainage class: Moderately well drained 

Permeability: Moderate 

Depth class: Very deep 

Slope: 0 to 2 percent 

Associated soils: Albany, Blanton, Bonneau, Garcon, Goldsboro, Norfolk, Ocilla, and 
Ousley soils 

Taxonomic classification: Fine-loamy, siliceous, semiactive, thermic Aquic Hapludults 


Typical Pedon 


Eunola fine sand, in an area of Eunola, Garcon, and Ousley soils, occasionally 
flooded; in Gadsden County, Florida; USGS Lake Jackson NW, Florida, 7.5-minute 
quadrangle; lat. 30 degrees 35 minutes 15 seconds N. and long. 84 degrees 22 
minutes 24 seconds W. 


A—O to 7 inches; very dark grayish brown (10YR 3/2) fine sand; weak fine granular 
structure; very friable; common fine roots; strongly acid; clear wavy boundary. 

E—7 to 18 inches; pale brown (10YR 6/3) loamy fine sand; weak fine granular 
structure; very friable; common fine roots; common medium prominent strong 
brown (7.5YR 5/8) masses of iron accumulation; strongly acid; abrupt wavy 
boundary. 

Bt1—18 to 24 inches; yellowish brown (10YR 5/6) sandy clay loam; weak medium 
subangular blocky structure; friable; common fine roots; few faint clay films on 
faces of peds; strongly acid; gradual wavy boundary. 

Bt2—24 to 27 inches; light yellowish brown (10YR 6/4) sandy clay loam; weak medium 
subangular blocky structure; friable, slightly sticky, nonplastic; common fine roots; 
common medium distinct yellowish red (SYR 5/6) masses of iron accumulation; 
common fine distinct grayish brown (10YR 5/2) masses of iron depletion; strongly 
acid; gradual wavy boundary. 

Btg1—27 to 35 inches; grayish brown (10YR 5/2) sandy clay loam; moderate medium 
subangular blocky structure; firm, moderately sticky, slightly plastic; common fine 
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roots; common medium prominent yellowish brown (10YR 5/6) and many medium 
prominent red (10R 4/8) masses of iron accumulation; strongly acid; gradual wavy 
boundary. 

Btg2—35 to 50 inches; light brownish gray (10YR 6/2) sandy clay loam; moderate 
medium subangular blocky structure; firm, moderately sticky, moderately plastic; 
many coarse prominent dark red (2.5YR 3/6) masses of iron accumulation; 
strongly acid; gradual wavy boundary. 

BCg—50 to 56 inches; grayish brown (10YR 5/2) sandy clay loam; weak medium 
subangular blocky structure; friable, slightly sticky, nonplastic; many medium 
distinct reddish brown (5YR 5/4) masses of iron accumulation; strongly acid; clear 
wavy boundary. 

C1—56 to 68 inches; brown (7.5YR 5/4) loamy sand; massive; very friable, nonsticky, 
nonplastic; common medium prominent yellowish brown (10YR 5/8) masses of 
iron accumulation; strongly acid; gradual wavy boundary. 

C2—68 to 80 inches; pale brown (10YR 6/3) sand; single grain; loose, nonsticky, 
nonplastic; common medium distinct brownish yellow (10YR 6/6) masses of iron 
accumulation; strongly acid. 


Range in Characteristics 


The thickness of the solum ranges from 40 to 60 inches. Reaction is very strongly 
acid or strongly acid throughout, except where the surface has been limed. 

The A or Ap horizon has hue of 10YR or 2.5Y, value of 3 to 5, and chroma of 1 to 4. 
The texture is fine sand. 

The E horizon, where present, has hue of 10YR or 2.5Y, value of 3 to 7, and chroma 
of 3 or 4. The texture is fine sandy loam, sandy loam, loamy fine sand, loamy sand, or 
fine sand. 

The BE horizon, where present, has hue of 7.5YR or 10YR, value of 5 to 7, and 
chroma of 4 to 8. The texture is sandy loam or fine sandy loam. 

The upper part of the Bt horizon has hue of 7.5YR to 2.5Y, value of 4 to 7, and 
chroma of 4 to 8. The quantity of redoximorphic iron accumulations in shades of 
brown, yellow, or red ranges from none to common. Iron depletions with chroma 2 or 
less may be within the upper 20 inches of the argillic horizon. The texture is fine sandy 
loam, sandy loam, clay loam, or sandy clay loam. 

The lower part of the Bt horizon has hue of 7.5YR to 2.5Y, value of 4 to 8, and 
chroma of 1 to 8; or itis multicolored in shades of yellow, brown, or red. The quantity of 
iron accumulations in shades of yellow, brown, or red ranges from few to common. The 
texture is sandy clay loam, sandy clay, or clay loam. 

The BCg and C horizons have the same range in hue, value, chroma, and 
redoximorphic features as the lower part of the Bt horizon. The texture of the BCg 
horizon is sandy clay loam, fine sandy loam, sandy loam, or coarse sandy loam. The 
texture of the C horizon is dominantly fine sand, coarse sand, sand, loamy coarse 
sand, loamy sand, sandy loam, fine sandy loam, or these textures stratified with sandy 
clay loam. In some pedons, however, the texture is stratified sandy loam, sandy clay 
loam, and clay. 


Faceville Series 


Landscape: Marine terraces on coastal plains 
Landform: Knolls and broad ridges 

Parent material: Loamy and clayey marine deposits 
Drainage class: Well drained 

Permeability: Moderate 

Depth class: Very deep 
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Slope: 2 to 8 percent 
Associated soils: Lucy, Orangeburg, and Troup soils 
Taxonomic classification: Fine, kaolinitic, thermic Typic Kandiudults 


Typical Pedon 


Faceville loamy fine sand, 2 to 5 percent slopes; in Gadsden County, Florida; USGS 
Dogtown NE, Florida, 7.5-minute quadrangle; lat. 30 degrees 41 minutes 40 seconds 
N. and long. 84 degrees 32 minutes 14 seconds W. 


Ap—O to 3 inches; dark brown (10YR 3/3) loamy fine sand; weak fine granular 
structure; common fine roots; strongly acid; gradual wavy boundary. 

E—3 to 7 inches; yellowish brown (10YR 5/4) fine sandy loam; weak fine granular 
structure; common fine roots; strongly acid; gradual wavy boundary. 

811-7 to 20 inches; red (2.5YR 4/6) sandy clay; moderate medium subangular 
blocky structure; few fine roots; few faint clay films on faces of peds; strongly acid; 
gradual wavy boundary. 

Bt2—20 to 35 inches; red (10R 4/8) sandy clay; moderate medium subangular blocky 
structure; about 3 percent, by volume, flat well-rounded very strongly cemented 
ironstone nodules; few faint clay films on faces of peds; strongly acid; gradual 
wavy boundary. 

Bt3—35 to 56 inches; red (10R 4/8) sandy clay; moderate medium subangular 
blocky structure; few faint clay films on faces of peds; few medium distinct strong 
brown (7.5YR 5/8) masses of iron accumulation; strongly acid; gradual wavy 
boundary. 

84-56 to 68 inches; dark red (10R 3/6) clay; strong medium subangular blocky 
structure; 10 percent, by volume, well-rounded very strongly cemented 
ironstone nodules; coarse prominent brownish yellow (10YR 6/8) masses of iron 
accumulation; strongly acid; gradual wavy boundary. 

Bt5—68 to 80 inches; dark red (10R 3/6) clay; strong medium subangular blocky 
structure; few medium prominent gray (10YR 6/1) masses of iron depletions; 
common medium distinct brownish yellow (10YR 6/8) masses of iron 
accumulation; strongly acid. 


Range in Characteristics 


The thickness of the solum is 65 inches or more. Reaction is dominantly very 
strongly acid or strongly acid, except in surface horizons where lime has been applied, 
and is rarely moderately acid in the BA horizon and the upper part of the Bt horizon. 

The A or Ap horizon has a hue of 10YR, 7.5YR, or 5YR, value of 3 to 5, and chroma 
of 2 to 8. The texture is loamy fine sand. Eroded phases have hue as red as 2.5YR 
and texture of sandy clay loam. The quantity of ironstone nodules in the A horizon 
ranges from 0 to about 11 percent, by volume. The nodules range in size from 3 to 20 
millimeters. 

The E horizon, where present, has hue of 10YR, 7.5YR, or 5YR, value of 5 to 7, 
and chroma of 3 or 4. The texture is loamy sand, loamy fine sand, sandy loam, or fine 
sandy loam. The quantity of ironstone nodules ranges from 0 to about 11 percent, by 
volume. The nodules range in size from 3 to 20 millimeters. 

The BA horizon, where present, has hue of 7.5YR, 5YR, or 2.5YR, value of 4 or 
5, and chroma of 6 to 8. The texture is sandy clay loam or clay loam. The quantity of 
ironstone nodules ranges from 0 to 3 percent, by volume. The nodules range in size 
from 3 to 20 millimeters. 

The Bt horizon has hue of 5YR, 2.5YR, or 10R, value of 4 or 5, and chroma of 4 to 
8. Iron accumulations in shades of brown and yellow, where present, are in or below 
the Bt2 horizon. The texture is sandy clay, clay loam, or clay. In some pedons, the 
Bt4 horizon has iron accumulations in shades of red, brown, and yellow and has gray 
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iron depletions below a depth of 60 inches. The content of plinthite ranges from 0 to 4 
percent, by volume, at a depth of more than 40 inches. 

The BC horizon, where present, is below 60 inches and has the same range in 
colors as the lower part of the Bt horizon. It has iron accumulations in shades of red, 
brown, or yellow. The texture is sandy clay or sandy clay loam. 


Foxworth Series 


Landscape: Marine terraces on coastal plains 

Landform: Knolls, ridges, side slopes, and hills 

Parent material: Sandy marine deposits 

Drainage class: Moderately well drained 

Permeability: Rapid or very rapid 

Depth class: Very deep 

Slope: 0 to 15 percent 

Associated soils: Alpin, Chipley, Hosford, Lakeland, and Leon soils 
Taxonomic classification: Thermic, coated Typic Quartzipsamments 


Typical Pedon 


Foxworth sand, in an area of Chipley, Leon, and Foxworth soils, 0 to 5 percent 
slopes; in Gadsden County, Florida; USGS Bloxham NW, Florida, 7.5-minute 
quadrangle; lat. 30 degrees 29 minutes 28 seconds N. and long. 84 degrees 43 
minutes 20 seconds W. 


Ap—0O to 9 inches; brown (10YR 5/3) sand; single grain; loose; strongly acid; clear 
smooth boundary. 

C1—9 to 26 inches; brownish yellow (10YR 6/6) sand; single grain; loose; strongly 
acid; gradual wavy boundary. 

C2—26 to 37 inches; brownish yellow (10YR 6/6) sand; single grain; loose; few 
uncoated sand grains; strongly acid; gradual smooth boundary. 

C3—37 to 54 inches; very pale brown (10YR 8/3) sand; single grain; loose; strongly 
acid; gradual smooth boundary. 

C4—54 to 71 inches; very pale brown (10YR 8/3) sand; single grain; loose; common 
medium prominent strong brown (7.5YR 5/8) masses of iron accumulation; 
strongly acid; clear smooth boundary. 

Cg—71 to 80 inches; light gray (10YR 7/1) sand; single grain; loose; few medium 
prominent strong brown (7.5 YR 5/8) masses of iron accumulation; strongly acid. 


Range in Characteristics 


The sand extends to a depth of more than 80 inches. Reaction ranges from very 
strongly acid to slightly acid throughout. 

The A or Ap horizon has hue of 7.5YR to 2.5Y, value of 3 to 5, and chroma of 1 to 4. 
The texture is sand. 

The upper part of the C horizon has hue of 7.5YR to 2.5Y, value of 5 to 8, and 
chroma of 3 to 8. It has few to many splotches or pockets of uncoated sand grains, 
which are not indicative of wetness. The texture is sand. 

The lower part of the C horizon has hue of 7.5YR or 10YR, value of 5 to 8, and 
chroma of 3 to 6. The quantity of redoximorphic features ranges from few to many. 
Iron accumulations are in shades of brown, yellow, and red, and iron depletions are in 
shades of gray. The texture is sand, fine sand, or coarse sand. 

The Cg horizon, where present, has hue of 10YR or 2.5Y, value of 5 to 8, and 
chroma of 1 to 2. The quantity of iron accumulations in shades of brown, red, and 
yellow ranges from few to many. The quantity of uncoated sand grains also ranges 
from few to many. The texture is sand, fine sand, or coarse sand. 
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Fuquay Series 


Landscape: Marine terraces on coastal plains 

Landform: Ridgetops, rises, knolls, ridges, hills, hillslopes, and side slopes 
Parent material: Sandy and loamy marine or fluviomarine deposits 

Drainage class: Well drained 

Permeability: Moderate to slow 

Depth class: Very deep 

Slope: 0 to 10 percent 

Associated soils: Bonifay, Cowarts, Dothan, Leefield, Nankin, and Tifton soils 
Taxonomic classification: Loamy, kaolinitic, thermic Arenic Plinthic Kandiudults 


Typical Pedon 


Fuquay sand, in an area of Dothan-Fuquay complex, 0 to 2 percent slopes; in 
Gadsden County, Florida; USGS Quincy, Florida, 7.5-minute quadrangle; lat. 30 
degrees 41 minutes 17 seconds N. and long. 84 degrees 23 minutes 3 seconds W. 


Ap—O to 7 inches; brown (10YR 4/3) sand; weak fine granular structure; very friable; 
many fine and medium roots; strongly acid; abrupt smooth boundary. 

E1—7 to 23 inches; yellowish brown (10YR 5/6) sand; single grain; loose; many fine 
roots; very strongly acid; gradual wavy boundary. 

E2—23 to 37 inches; yellowish brown (10YR 5/6) sand; single grain; loose; many fine 
roots; very strongly acid; clear wavy boundary. 

Btv1—37 to 43 inches; yellowish brown (10YR 5/8) sandy loam; moderate medium 
subangular blocky structure; friable; common fine roots; about 5 percent, by 
volume, plinthite nodules; very strongly acid; gradual wavy boundary. 

Btv2—43 to 54 inches; yellowish brown (10YR 5/6) sandy clay loam; moderate 
medium subangular blocky structure; friable; about 5 percent, by volume, plinthite 
nodules; very strongly acid; gradual wavy boundary. 

Btv3—54 to 80 inches; strong brown (7.5YR 5/6) sandy clay loam; strong medium 
subangular blocky structure; friable; about 10 percent, by volume, plinthite 
nodules; common medium faint yellowish red (5YR 5/6) and yellowish brown 
(10YR 5/6) and common medium distinct red (10R 4/8) masses of iron 
accumulation; common medium prominent light gray (10YR 7/1) masses of iron 
depletion; strongly acid. 


Range in Characteristics 


The depth to the top of an argillic horizon ranges from 20 to 40 inches. The depth to 
the base of the argillic horizon ranges from 60 to more than 80 inches. The combined 
thickness of the sandy surface and subsurface layers ranges from 20 to 40 inches. 
Reaction is extremely acid to moderately acid, except where lime has been applied. 

The Ap or A horizon has hue of 10YR or 2.5Y, value of 4 or 5, and chroma of 1 to 3. 
The texture is sand. 

The E horizon has hue of 10YR or 2.5Y, value of 5 to 7, and chroma of 3 to 6. The 
texture is coarse sand, sand, loamy coarse sand, loamy sand, fine sand, or loamy fine 
sand. 

The BE horizon, where present, has hue of 7.5YR or 10YR, value of 5 or 6, and 
chroma of 3 to 8. The texture is loamy coarse sand, loamy sand, or sandy loam. 

The Bt or Btc horizon, where present, has hue of 7.5YR to 2.5Y, value of 4 to 6, and 
chroma of 4 to 8. The texture is sandy loam, fine sandy loam, or sandy clay loam. The 
quantity of redoximorphic features ranges from none to common. Iron accumulations 
are in shades of red or yellow, and iron depletions are in shades of gray. 

The Btv horizon has hue of 10R to 2.5Y, value of 4 to 8, and chroma of 1 to 8. 

The texture is sandy loam, fine sandy loam, or sandy clay loam. The quantity of 
redoximorphic features ranges from common to many. Iron accumulations are in 
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shades of red, yellow, or brown and the iron depletions are in shades gray, or the 
features are variegated. The horizon also has bodies of reddish plinthite surrounded by 
strong brown and yellowish brown material. 

The C horizon, where present, has hue of 2.5YR to 2.5Y, value of 4 to 8, and 
chroma of 1 to 8. The texture is loamy coarse sand, loamy sand, or sandy loam. The 
quantity of redoximorphic features ranges from few to many. Iron accumulations are in 
shades of red, yellow, or brown, and iron depletions are in shades of gray. 


Garcon Series 


Landscape: Marine terraces on coastal plains 

Landform: Broad flats on low stream terraces and on flood plains 

Parent material: Sandy and loamy marine deposits 

Drainage class: Somewhat poorly drained 

Permeability: Moderate 

Depth class: Very deep 

Slope: 0 to 5 percent 

Associated soils: Bibb, Eunola, Ochlockonee, Ousley, Rains, and Wahee soils 
Taxonomic classification: Loamy, siliceous, active, thermic Aquic Arenic Hapludults 


Typical Pedon 


Garcon fine sand, in an area of Bibb-Rains-Garcon complex, occasionally flooded; in 
Gadsden County, Florida; USGS Lake Jackson NW, Florida, 7.5-minute quadrangle; 
lat. 30 degrees 39 minutes 18 seconds N. and long. 84 degrees 26 minutes 57 
seconds W. 


A—0 to 7 inches; dark gray (10YR 4/1) fine sand; weak fine granular structure; very 
friable; strongly acid; clear wavy boundary. 

E1—7 to 19 inches; brown (10YR 5/3) fine sand; single grain; loose; strongly acid; 
gradual wavy boundary. 

E2—19 to 26 inches; very pale brown (10YR 7/4) fine sand; single grain; loose; 
strongly acid; gradual wavy boundary. 

Bt—26 to 40 inches; brownish yellow (10YR 6/6) sandy clay loam; moderate medium 
subangular blocky structure; friable; common medium faint strong brown (7.5YR 
5/6) masses of iron accumulation; common medium prominent light brownish gray 
(10YR 6/2) masses of iron depletion; strongly acid; gradual wavy boundary. 

Btg—40 to 51 inches; light brownish gray (10YR 6/2) sandy loam; moderate medium 
subangular blocky structure; friable; common medium prominent brownish yellow 
(10YR 6/6) masses of iron accumulation; strongly acid; gradual wavy boundary. 

BCg—51 to 60 inches; very pale brown (10YR 8/2) loamy fine sand; weak medium 
granular structure; very friable; common medium prominent brownish yellow 
(10YR 6/6) masses of iron accumulation; strongly acid; gradual wavy boundary. 

Cg—60 to 80 inches; very pale brown (10YR 8/2) fine sand; single grain; loose; 
common medium faint light gray (10YR 7/2) masses of iron depletion; strongly acid. 


Range in Characteristics 


The thickness of the solum ranges from 45 to 60 inches. Reaction ranges from 
extremely acid to strongly acid throughout, except where the surface has been limed. 
The A or Ap horizon has hue of 10YR, value of 2 to 4, and chroma of 1 or 2. The 
texture is fine sand. 

The E horizon has hue of 10YR or 2.5Y, value of 5 to 7, and chroma of 3 to 6. 
The quantity of redoximorphic features ranges from none to common and generally 
increases with depth. Iron accumulations are in shades of brown and yellow, and iron 
depletions are in shades of gray. The texture is loamy fine sand, loamy sand, fine 
sand, or sand. 
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The Bt horizon has hue of 7.5YR or 10YR, value of 5 to 7, and chroma of 3 
to 6. The quantity of redoximorphic features ranges from few to common. Iron 
accumulations are in shades of brown, red, or yellow, and iron depletions are in 
shades of gray. The texture is sandy loam, fine sandy loam, or sandy clay loam. 

The Btg horizon has hue of 10YR, value of 5 or 6, and chroma of 1 or 2. The 
quantity of iron accumulations in shades of brown, yellow, or red ranges from few to 
many. The texture is sandy loam, fine sandy loam, or sandy clay loam. 

The BCg horizon, where present, has the same range in colors as the Cg horizon. 
The texture is loamy fine sand, loamy sand, fine sandy loam, or sandy loam. 

The C horizon, where present, has hue of 5YR to 10YR, value of 5 to 8, and chroma 
of 3 to 8; or it has no dominant color and is variegated in shades of red, yellow, gray, 
and brown. The quantity of redoximorphic features ranges from few to many. Iron 
accumulations are in shades of red, brown, and yellow, and iron depletions are in 
shades of gray. The texture is sand or fine sand. 

The Cg horizon has hue of 5YR to 10YR, value of 5 to 8, and chroma of 1 or 2. The 
quantity of redoximorphic features ranges from common to many. Iron accumulations 
are in shades of red, brown, and yellow, and iron depletions are in shades of gray. The 
texture is sand or fine sand. 


Goldsboro Series 


Landscape: Marine terraces on coastal plains 

Landform: Rises, knolls, and ridges 

Parent material: Sandy and loamy marine or fluviomarine deposits 

Drainage class: Moderately well drained 

Permeability: Moderate 

Depth class: Very deep 

Slope: 0 to 8 percent 

Associated soils: Albany, Blanton, Bonneau, Eunola, Norfolk, and Ocilla soils 
Taxonomic classification: Fine-loamy, siliceous, subactive, thermic Aquic Paleudults 


Typical Pedon 


Goldsboro loamy fine sand, 0 to 2 percent slopes; in Gadsden County, Florida; USGS 
Gretna NW, Florida, 7.5-minute quadrangle; lat. 30 degrees 34 minutes 22 seconds N. 
and long. 84 degrees 44 minutes 52 seconds W. 


Ap—O to 8 inches; grayish brown (10YR 5/2) loamy fine sand; weak medium granular 
structure; very friable; many fine roots; strongly acid; clear smooth boundary. 

E—8 to 12 inches; pale brown (10YR 6/3) loamy fine sand; weak medium granular 
structure; very friable; many fine roots; strongly acid; clear smooth boundary. 

BE—12 to 15 inches; brownish yellow (10YR 6/6) sandy loam; weak fine subangular 
blocky structure; friable; many fine roots; very strongly acid; clear smooth 
boundary. 

811-15 to 25 inches; yellowish brown (10YR 5/6) sandy clay loam; weak fine 
subangular blocky structure; friable; many fine roots; few faint clay films on faces 
of peds; very strongly acid; gradual wavy boundary. 

Bt2—25 to 45 inches; pale brown (10YR 6/3) sandy clay loam; weak fine subangular 
blocky structure; friable; common fine roots; few faint clay films on faces of peds; 
common medium distinct gray (10YR 5/1) masses of iron depletions; common 
medium distinct yellowish brown (10YR 5/6) masses of iron accumulation; very 
strongly acid; gradual wavy boundary. 

Btg—45 to 65 inches; gray (10YR 6/1) sandy clay loam; weak fine subangular blocky 
structure; friable; common medium prominent red (2.5YR 5/6) and brownish yellow 
(10YR 6/6) masses of iron accumulation; very strongly acid; gradual irregular 
boundary. 
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BCg—65 to 80 inches; gray (10YR 6/1) sandy clay loam; weak fine subangular blocky 
structure; friable; common medium prominent brownish yellow (10YR 6/6) masses 
of iron accumulation; few medium faint gray (10YR 5/1) masses of iron depletion; 
very strongly acid. 


Range in Characteristics 


Depth to the top of an argillic horizon ranges from 5 to 19 inches. Depth to the base 
of the argillic horizon ranges from 60 to more than 80 inches. Reaction ranges from 
extremely acid to strongly acid, except where lime has been applied. 

The Ap or A horizon has hue of 10YR or 2.5Y, value of 2 to 6, and chroma of 1 to 4. 
The texture is loamy sand or loamy fine sand. 

The E horizon has hue of 10YR or 2.5Y, value of 5 to 7, and chroma of 2 to 6. The 
texture is loamy sand, loamy fine sand, sandy loam, or fine sandy loam. 

The BE horizon has hue of 10YR or 2.5Y, value of 5 to 7, and chroma of 3 to 6. The 
texture is sandy loam or fine sandy loam 

The upper part of the Bt horizon has hue of 7.5YR to 2.5Y, value of 4 to 7, and 
chroma of 3 to 8. The texture is sandy clay loam, sandy loam, loam, or clay loam. 

The lower part of the Bt horizon has hue of 10YR or 2.5Y, value of 4 to 7, and 
chroma of 3 to 8. The texture is sandy clay loam, sandy loam, loam, or clay loam. 
Some pedons have subhorizons of sandy clay or clay. Redoximorphic features in the 
lower part of the Bt horizon consist of iron accumulations in shades of red, yellow, or 
brown and iron depletions in shades of brown, yellow, olive, or gray. 

The Btg horizon has hue of 10YR or 2.5Y, value of 4 to 7, and chroma of 1 or 2. 
The texture is sandy clay loam, sandy loam, loam, or clay loam. Some pedons have 
subhorizons of sandy clay or clay. The quantity of redoximorphic features ranges 
from few to many. Iron accumulations are in shades of red, yellow, or brown, and iron 
depletions are in shades of gray. 

The BC horizon, where present, has hue of 10YR or 2.5Y, value of 5 to 7, and 
chroma of 3 to 5. The texture is sandy loam, fine sandy loam, sandy clay loam, 
or loam. The quantity of redoximorphic features ranges from few to many. Iron 
accumulations are in shades of red, yellow, or brown, and iron depletions are in 
shades of gray. 

The BCg horizon has hue of 10YR or 2.5Y, value of 4 to 7, and chroma of 1 or 2. 
The texture is sandy loam, fine sandy loam, sandy clay loam, or loam. Redoximorphic 
features in the BCg horizon consist of iron accumulations in shades of red, yellow, or 
brown and iron depletions in shades of gray. 

The BC horizon, where present, has hue of 10YR or 2.5Y, value of 5 to 7, and 
chroma of 3 to 5. The texture is sandy loam, fine sandy loam, sandy clay loam, or loam. 
The quantity of redoximorphic features ranges from few to many. Iron accumulations 
are in shades of red, yellow, or brown, and iron depletions are in shades of gray. 

The Cg horizon, where present, has hue of 10YR to 5Y, value of 5 to 7, and chroma 
of 1 or 2; or it is neutral in hue and has value of 4 to 8. The texture is sandy, loamy, 
or clayey and may be stratified. The quantity of iron accumulations in shades of red, 
yellow, or brown ranges from few to many. 


Grady Series 


Landscape: Marine terraces on coastal plains 
Landform: Depressions 

Parent material: Clayey marine deposits 
Drainage class: Poorly drained 

Permeability: Slow 

Depth class: Very deep 

Slope: 0 to 2 percent 
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Associated soils: Pelham, Plummer, and Rains soils 
Taxonomic classification: Fine, kaolinitic, thermic Typic Paleaquults 


Typical Pedon 


Grady fine sandy loam, depressional; in Gadsden County, Florida; USGS Gretna NW, 
Florida, 7.5-minute quadrangle; lat. 30 degrees 34 minutes 56 seconds N. and long. 84 
degrees 44 minutes 16 seconds W. 


A—0 to 5 inches; very dark gray (10YR 3/1) fine sandy loam; weak fine granular 
structure; very friable; many fine roots; very strongly acid; clear smooth boundary. 

BE—5 to 11 inches; grayish brown (2.5Y 5/2) sandy clay loam; weak medium 
subangular blocky structure; friable; many fine and common medium roots; very 
strongly acid; clear smooth boundary. 

Btg1—11 to 28 inches; gray (10YR 6/1) clay; moderate medium subangular blocky 
structure; firm; common fine roots; few medium prominent yellowish red (5YR 5/6) 
and yellowish brown (10YR 5/6) masses of iron accumulation; very strongly acid; 
gradual smooth boundary. 

Btg2— 28 to 62 inches; gray (10YR 6/1) clay; moderate medium subangular blocky 
structure; firm; few medium prominent yellowish brown (10YR 5/6) masses of iron 
accumulation; very strongly acid; gradual smooth boundary. 

Btg3—62 to 80 inches; gray (10YR 6/1) sandy clay; moderate medium subangular 
blocky structure; firm; moderate medium prominent yellowish brown (10YR 5/6) 
masses of iron accumulation; very strongly acid. 


Range in Characteristics 


The thickness of the solum ranges from 60 to more than 80 inches. Reaction ranges 
from strongly acid to extremely acid throughout. 

The A or Ap horizon has hue of 10YR to 5Y, value of 2 to 4, and chroma of 1 or 2; or 
itis neutral in hue and has value of 2 to 4. The texture is fine sandy loam. 

The E horizon, where present, has hue of 10YR to 5Y, value of 5 to 7, and chroma 
of 1 or 2. The texture is sandy loam, fine sandy loam, loam, or clay loam. 

The BE horizon, where present, has hue of 10YR to 5Y, value of 4 to 6, and chroma 
of 1 or 2; or it is neutral in hue and has value of 4 to 6. The texture is sandy clay loam 
or clay loam. 

The Btg horizon has hue of 10YR to 5Y, value of 4 to 7, and chroma of 1 or 2; or itis 
neutral in hue and has value of 4 to 7. The quantity of iron accumulations in shades of 
brown, red, and yellow ranges from few to many. The texture is clay or sandy clay. 


Hardin Heights Series 


Landscape: Marine terraces on coastal plains 

Landform: Ridges and hillslopes 

Parent material: Loamy residuum weathered from argillaceous limestone 
Drainage class: Well drained 

Permeability: Slow 

Depth class: Shallow 

Slope: 5 to 45 percent 

Associated soils: Telogia soils 

Taxonomic classification: Loamy, carbonatic, thermic, shallow Typic Haprendolls 


Typical Pedon 


Hardin Heights sandy clay loam, in an area of Hardin Heights-Telogia complex, 5 to 

45 percent slopes; in Gadsden County, Florida; USGS Snead SE, Florida, 7.5-minute 
quadrangle; lat. 30 degrees 35 minutes 6 seconds N. and long. 84 degrees 36 minutes 
32 seconds W. 
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A1—0 to 3 inches; very dark brown (10YR 2/2) sandy clay loam; weak fine granular 
structure; friable, slightly sticky, nonplastic; many fine roots; neutral; abrupt smooth 
boundary. 

A2—3 to 6 inches; very dark brown (10YR 2/2) loam; moderate fine granular and 
subangular blocky structure; friable, slightly sticky, slightly plastic; common fine 
roots; neutral; clear wavy boundary. 

A3—6 to 12 inches; very dark gray (2.5Y 3/1) loam; massive; friable, slightly sticky, 
slightly plastic; few fine roots; neutral; clear wavy boundary. 

C1—12 to 15 inches; olive brown (2.5Y 4/3) loam; massive; friable, sticky, plastic; few 
fine roots; about 5 percent, by volume, white (10YR 8/1) limestone fragments; 
neutral; clear wavy boundary. 

C2—15 to 20 inches; light yellowish brown (10YR 6/4) silty clay; massive; firm; few 
fine and medium roots; few fine yellowish brown (10YR 5/6) masses of iron 
accumulation; about 20 percent, by volume, white (10YR 8/1) limestone fragments 
and concretions; moderately alkaline; clear wavy boundary. 

R—20 to 24 inches; white (10YR 8/1) limestone that is rippable by mechanical 
equipment. 


Range in Characteristics 


The soil ranges from 7 to 20 inches in thickness over limestone bedrock. Reaction 
ranges from slightly acid to slightly alkaline in the A horizon and from slightly alkaline to 
moderately alkaline in the C horizon. 

The A or Ap horizon has hue of 10YR or 2.5Y, value of 2 or 3, and chroma of 1 to 3; 
or it is neutral in hue and has value of 3. The content of limestone fragments ranges 
from 0 to 10 percent, by volume. The texture is clay loam. 

The C horizon has hue of 10YR to 5Y, value of 4 to 7, and chroma of 2 to 6. The 
content of limestone fragments ranges from 5 to 30 percent, by volume. The texture is 
loam, sandy clay loam, silty clay loam, or silty clay. 

The Cr horizon, where present, is composed of soft limestone that is easily dug with 
hand tools. The content of hard limestone fragments ranges from 10 to 40 percent, by 
volume. 

The R layer is composed of limestone that is rippable by power equipment. 


Hosford Series 


Landscape: Marine terraces on coastal plains 

Landform: Lower side slopes and seeps on uplands 

Parent material: Sandy marine deposits 

Drainage class: Very poorly drained 

Permeability: Rapid 

Depth class: Very deep 

Slope: 2 to 12 percent 

Associated soils: Alpin, Chipley, Foxworth, and Lakeland soils 
Taxonomic classification: Sandy, siliceous, thermic Cumulic Humaquepts 


Typical Pedon 


Hosford mucky coarse sand, 2 to 8 percent slopes; in Liberty County, Florida; USGS 
Bristol, Florida, 7.5-minute quadrangle; lat. 30 degrees 27 minutes 37 seconds N. and 
long. 84 degrees 54 minutes 52 seconds W. 


A1—0 to 4 inches; black (10YR 2/1) mucky coarse sand; weak fine granular structure; 
very friable; many fine and medium and few coarse roots; extremely acid; clear 
wavy boundary. 

A2—4 to 66 inches; very dark grayish brown (10YR 3/2) mucky coarse sand; weak fine 
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granular structure; very friable; common fine and few medium roots; faint odor of 
sulfur dioxide; extremely acid; clear wavy boundary. 

Cg—66 to 80 inches; dark grayish brown (10YR 4/2) sand; weak fine granular 
structure; very friable; few fine roots; faint odor of sulfur dioxide; extremely acid. 


Range in Characteristics 


The thickness of the solum is more than 60 inches. Reaction ranges from extremely 
acid to moderately acid throughout. The combined thickness of the A1 and A2 horizons 
ranges from 24 to 70 inches. 

The Oa horizon, where present, does not exceed 7 inches in thickness. It has hue 
of 7.5YR or 10YR, value of 2 or 3, and chroma of 1 to 2; or it is neutral in hue and has 
value of 2 or 3. The texture is muck. 

The A horizon has hue of 7.5YR or 10YR, value of 2 or 3, and chroma of 2 or less. 
The texture is mucky sand or mucky coarse sand. 

The Cg horizon has hue of 10YR to 5Y, value of 4 to 7, and chroma of 2 or less. The 
texture is fine sand, sand, or coarse sand. 


Hurricane Series 


Landscape: Marine terraces on coastal plains 

Landform: Rises 

Parent material: Sandy marine deposits 

Drainage class: Somewhat poorly drained 

Permeability: Moderately rapid 

Depth class: Very deep 

Slope: 0 to 3 percent 

Associated soils: Centenary, Chipley, Leon, and Sapelo soils 
Taxonomic classification: Sandy, siliceous, thermic Oxyaquic Alorthods 


Typical Pedon 


Hurricane sand, in an area of Hurricane and Chipley soils, O to 3 percent slopes; in 
Gadsden County, Florida; USGS Bloxham NW, Florida, 7.5-minute quadrangle; lat. 30 
degrees 28 minutes 10 seconds N. and long. 84 degrees 30 minutes 21 seconds W. 


Ap—O to 8 inches; dark grayish brown (10YR 4/2) sand; weak fine granular structure; 
very friable; strongly acid; clear smooth boundary. 

E1—8 to 24 inches; light yellowish brown (10YR 6/4) sand; single grain; loose; strongly 
acid; gradual wavy boundary. 

E2—24 to 37 inches; light gray (10YR 7/2) sand; single grain; loose; few fine 
prominent reddish yellow (7.5YR 6/8) masses of iron accumulation; many 
uncoated sand grains; strongly acid; clear wavy boundary. 

E3—37 to 54 inches; light gray (10YR 7/2) sand; single grain; loose; many fine and 
medium prominent reddish yellow (7.5YR 6/8) and many fine prominent yellowish 
red (5YR 5/8) masses of iron accumulation; many uncoated sand grains; strongly 
acid; clear irregular boundary. 

Eg—54 to 64 inches; light brownish gray (10YR 6/2) sand; single grain; loose; few fine 
prominent yellowish red (5YR 5/8) masses of iron accumulation; few uncoated 
sand grains; strongly acid; clear boundary. 

Bh—64 to 80 inches; dark reddish brown (5YR 2.5/2) sand; weak fine granular 
structure; very friable; sand grains well coated with organic matter; strongly acid. 


Range in Characteristics 


The thickness of the solum is 60 inches or more. Depth to a spodic horizon ranges 
from 51 to 79 inches. Reaction ranges from extremely acid to moderately acid 
throughout. 
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The A or Ap horizon has hue of 10YR or 2.5Y, value of 3 to 5, and chroma of 1 to 3; 
or it is neutral in hue and has value of 4 or 5. Where the value is 3 or less, the horizon 
is less than 10 inches thick. The texture is sand. 

The E horizon has hue of 10YR or 2.5Y, value of 5 to 8, and chroma of 3 to 8. The 
quantity of redoximorphic features ranges from none to common. Iron accumulations 
are in shades of brown and yellow, and iron depletions are in shades of gray. The 
texture is sand or fine sand. 

The Eg horizon, where present, has hue of 10YR or 2.5Y, value of 5 to 7, and 
chroma of 1 or 2. The quantity of iron accumulations in shades of yellow and brown 
ranges from none to common. The texture is sand or fine sand. 

Some pedons have a transitional horizon between the E horizon and the Bh 
horizon. The transitional horizon is an EB, BE, or B/E horizon. It has hue of 7.5YR or 
10YR, value of 4 or 5, and chroma of 2 or 3. In some pedons, it has discontinuous 
lenses or spodic bodies that are thinly to moderately coated with colloidal organic 
matter. The texture of the transitional horizon is sand, fine sand, loamy sand, or loamy 
fine sand. 

The Bh horizon has hue of 5YR to 10YR, value of 2 to 5, and chroma of 4 or less. 
Sand grains are well coated with organic matter. The quantity of black accumulations 
of organic matter ranges from none to common. The texture is sand, fine sand, loamy 
sand, or loamy fine sand. 


Lakeland Series 


Landscape: Marine terraces on coastal plains 

Landform: Knolls, ridges, side slopes, hillslopes, and hills 

Parent material: Sandy marine deposits 

Drainage class: Excessively drained 

Permeability: Rapid or very rapid 

Depth class: Very deep 

Slope: 0 to 45 percent 

Associated soils: Alpin, Chipley, Foxworth, and Hosford soils 
Taxonomic classification: Thermic, coated Typic Quartzipsamments 


Typical Pedon 


Lakeland sand, 0 to 5 percent slopes; in Gadsden County, Florida; USGS Bloxham 
NW, Florida, 7.5-minute quadrangle; lat. 30 degrees 28 minutes 19 seconds N. and 
long. 84 degrees 43 minutes 60 seconds W. 


A—0 to 3 inches; very dark grayish brown (10YR 3/2) sand; single grain; loose; many 
fine and medium roots; very strongly acid; clear wavy boundary. 

C1—3 to 10 inches; yellowish brown (10YR 5/4) sand; single grain; loose; many fine 
and medium roots; very strongly acid; gradual wavy boundary. 

C2—10 to 43 inches; yellowish brown (10YR 5/8) sand; single grain; loose; common 
fine roots; very strongly acid; gradual wavy boundary. 

C3—43 to 64 inches; yellowish brown (10YR 5/8) sand; single grain; loose; very 
strongly acid; gradual wavy boundary. 

C4— 64 to 80 inches; very pale brown (10YR 7/4) sand; single grain; loose; common 
medium prominent yellowish red (5YR 5/8) masses of iron accumulation; very 
strongly acid. 


Range in Characteristics 


The thickness of the sand is more than 80 inches. The content of silt plus clay in 
the 10- to 40-inch control section ranges from 5 to 10 percent. Reaction ranges from 
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very strongly acid to moderately acid throughout, except where the surface has been 
limed. 

The A or Ap horizon has hue of 10YR or 2.5Y, value of 3 to 5, and chroma of 1 to 4. 
The texture is sand. 

The A/C horizon, where present, has colors in a mixture of shades of gray, yellow, 
and brown. 

The C horizon has hue of 5YR to 2.5Y, value of 4 to 8, and chroma of 2 to 8. 
Horizons with chroma of 2 are not indicative of wetness. In some pedons, the C 
horizon has iron accumulations in shades of yellow, brown, or red below a depth of 40 
inches. The texture is sand or fine sand. 


Leefield Series 


Landscape: Marine terraces on coastal plains 

Landform: Knolls and ridgetops 

Parent material: Sandy and loamy marine deposits 

Drainage class: Somewhat poorly drained 

Permeability: Moderately slow or slow 

Depth class: Very deep 

Slope: 0 to 5 percent 

Associated soils: Bonifay, Bonneau, Cowarts, Dothan, Fuquay, Nankin, and Tifton soils 

Taxonomic classification: Loamy, siliceous, subactive, thermic Arenic Plinthaquic 
Paleudults 


Typical Pedon 


Leefield sand, in an area of Leefield-Bonifay-Dothan complex, 0 to 5 percent slopes; in 
Gadsden County, Florida; USGS Dogtown NW, Florida, 7.5-minute quadrangle; lat. 30 
degrees 41 minutes 36 seconds N. and long. 84 degrees 37 minutes 20 seconds W. 


Ap—O to 10 inches; very dark gray (10YR 3/1) sand; single grain; very friable; many 
fine roots; very strongly acid; abrupt smooth boundary. 

E—10 to 23 inches; light brownish gray (2.5Y 6/2) sand; single grain; very friable; 
many fine roots; few fine distinct very pale brown (10YR 7/4) masses of iron 
accumulation; very strongly acid; gradual wavy boundary. 

811-23 to 28 inches; light yellowish brown (2.5Y 6/4) sandy loam; weak medium 
subangular blocky structure; very friable; common fine roots; common fine 
prominent light gray (10YR 7/1) masses of iron depletion; very strongly acid; 
gradual wavy boundary. 

Bt2—28 to 33 inches; light yellowish brown (2.5Y 6/4) sandy loam; weak medium 
subangular blocky structure; very friable; common fine roots; common medium 
prominent light gray (10YR 7/1) masses of iron depletion; common medium distinct 
brownish yellow (10YR 6/6) masses of iron accumulation; very strongly acid; clear 
smooth boundary. 

Btv1—33 to 57 inches; olive yellow (2.5Y 6/6) sandy clay loam; moderate medium 
subangular blocky structure; friable; common fine roots; 2 percent, by volume, 
ironstone nodules and 5 percent, by volume, plinthite nodules; common fine 
distinct yellowish brown (10YR 5/8), common medium faint yellowish brown 
(10YR 5/6), and few coarse prominent yellowish red (SYR 4/6) masses of iron 
accumulation; common medium prominent light gray (10YR 7/1) masses of iron 
depletion; very strongly acid; gradual smooth boundary. 

Btv2—57 to 80 inches; yellowish brown (10YR 5/6) sandy clay loam; weak medium 
subangular blocky structure; firm; 2 percent, by volume, iron nodules and 5 
percent, by volume, plinthite nodules; common fine distinct yellowish brown (10YR 
5/8) masses of iron accumulation; very strongly acid. 
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Range in Characteristics 


The thickness of the solum ranges from 60 to more than 90 inches. Depth to a 
horizon that has 5 to 20 percent, by volume, plinthite ranges from 30 to 60 inches. 
Reaction is very strongly acid or strongly acid, except where the surface has been 
limed. The content of ironstone nodules 2 to 15 millimeters in size ranges from 0 to 5 
percent, by volume. 

The A or Ap horizon has hue of 10YR or 2.5Y, value of 3 to 5, and chroma of 1 or 2; 
or it is neutral in hue and has value of 3 to 5. The texture is fine sand or sand. 

The E horizon has hue of 10YR to 5Y, value of 5 to 8, and chroma of 2 to 8. The 
quantity of redoximorphic features ranges from none to common. Iron accumulations 
are in shades of brown and yellow, and iron depletions are in shades of gray. The 
texture is loamy fine sand, loamy sand, fine sand, or sand. 

The BE horizon, where present, has hue of 10YR or 2.5Y, value of 6 or 7, and 
chroma of 3 to 8. The quantity of redoximorphic features ranges from none to 
common. Iron accumulations are in shades of brown and yellow, and iron depletions 
are in shades of gray. The texture is loamy sand or sandy loam. 

The Bt horizon has hue of 10YR or 2.5Y, value of 4 to 8, and chroma of 4 to 8. The 
quantity of redoximorphic features ranges from common to many. Iron accumulations 
are in shades of red, brown, and yellow, and iron depletions are in shades of gray. The 
texture is fine sandy loam, sandy loam, or sandy clay loam. The content of clay in the 
upper 20 inches of the horizon ranges from 15 to 25 percent. 

The Btv horizon has hue of 10YR or 2.5Y, value of 4 to 8, and chroma of 1 to 8; or it 
is neutral in hue and has value of 4 to 8. The quantity of redoximorphic features ranges 
from common to many. Iron accumulations are in shades of red, brown, or yellow, and 
iron depletions are in shades of gray. 


Leon Series 


Landscape: Marine terraces on coastal plains 

Landform: Flatwoods and stream terraces 

Parent material: Sandy marine deposits 

Drainage class: Poorly drained 

Permeability: Moderate or moderately slow 

Depth class: Very deep 

Slope: 0 to 2 percent 

Associated soils: Centenary, Chipley, Clara, Foxworth, Hurricane, and Sapelo soils 
Taxonomic classification: Sandy, siliceous, thermic Aeric Alaquods 


Typical Pedon 


Leon sand, in an area of Leon-Chipley complex; in Gadsden County, Florida; USGS 
Bloxham NW, Florida, 7.5-minute quadrangle; lat. 30 degrees 29 minutes 56 seconds 
N. and long. 84 degrees 43 minutes 21 seconds W. 


Ap—O to 4 inches; black (10YR 2/1) sand; weak fine granular structure; very friable; 
common fine roots; extremely acid; clear wavy boundary. 

E—4 to 10 inches; light brownish gray (10YR 6/2) sand; single grain; loose; common 
fine roots; strongly acid; clear wavy boundary. 

Bh—10 to 17 inches; dark reddish brown (5YR 2.5/2) sand; weak fine subangular 
blocky structure; friable; common fine roots; very strongly acid; clear wavy 
boundary. 

E'1—17 to 24 inches; brown (10YR 5/3) sand; weak fine granular structure; very 
friable; common medium roots; common medium prominent black (5YR 2.5/1) 
masses that have more organic matter than the matrix; strongly acid; gradual wavy 
boundary. 
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E'2—24 to 44 inches; light gray (10YR 7/2) sand; single grain; loose; common fine 
roots; common medium prominent black (5YR 2.5/1) masses that have more 
organic matter than the matrix; strongly acid; gradual wavy boundary. 

E'3—44 to 63 inches; light brownish gray (10YR 6/2) sand; single grain; loose; 
common medium distinct dark brown (10YR 3/3) masses that have more organic 
matter than the matrix; strongly acid; abrupt wavy boundary. 

B’h—63 to 80 inches; very dark brown (10YR 2/2) sand; weak fine subangular blocky 
structure; very friable; common medium prominent light brownish gray (10YR 6/2) 
streaks or pockets having less organic carbon than the matrix; strongly acid. 


Range in Characteristics 


The Bh horizon is within a depth of 30 inches. Reaction ranges from extremely acid 
to slightly acid throughout. Some pedons have a thin O horizon of muck. 

The A or Ap horizon has hue of 7.5YR or 10YR, value of 2 to 4, and chroma of 1 or 
2; or it is neutral in hue and has value of 2 to 4. When dry, this horizon has a salt-and- 
pepper appearance due to mixing of organic matter and white sand grains. The texture 
is sand. 

The E horizon has hue of 7.5YR to 2.5Y, value of 4 to 8, and chroma of 1 to 4; or it 
is neutral in hue and has value of 5 to 8. The quantity of iron depletions and streaks in 
shades of black or gray ranges from none to common. The texture is sand or fine sand. 

The Bh horizon has hue of 5YR to 10YR, value of 2 to 4, and chroma of 1 to 4; 
or it is neutral in hue and has value of 2 to 4. This horizon burns white on ignition. 

The quantity of vertical or horizontal streaks or pockets of sand or organic matter 
depletions in shades of gray ranges from none to common. The texture is sand, fine 
sand, loamy sand, or loamy fine sand. 

The E’ horizon, where present, has hue of 7.5YR to 2.5Y, value of 4 to 8, and 
chroma of 1 to 3. The quantity of streaks and masses of organic matter accumulation 
in shades of brown ranges from none to common. The texture is sand or fine sand. 

The Bh horizon, where present, has a range in colors and texture similar to that of 
the Bh horizon but is below the BE or E’ horizon. The quantity of iron accumulations in 
shades of brown and yellow ranges from none to many. 

The C horizon, where present, has hue of 7.5YR to 2.5Y, value of 4 to 8, and 
chroma of 1 to 6. The texture is sand or fine sand. 


Lucy Series 


Landscape: Marine terraces on coastal plains 

Landform: Knolls, ridges, hills, side slopes, and hillslopes 

Parent material: Sandy and loamy marine or fluvial deposits 

Drainage class: Well drained 

Permeability: Moderate 

Depth class: Very deep 

Slope: 0 to 45 percent 

Associated soils: Faceville, Fuquay, Orangeburg, and Troup soils 
Taxonomic classification: Loamy, kaolinitic, thermic Arenic Kandiudults 


Typical Pedon 


Lucy loamy sand, in an area of Fuquay-Lucy-Orangeburg complex, 0 to 5 percent 
slopes; in Gadsden County, Florida; USGS Havana North SE, Florida, 7.5-minute 
quadrangle; lat. 30 degrees 37 minutes 32 seconds N. and long. 84 degrees 25 
minutes 15 seconds W. 


Ap—O to 8 inches; dark grayish brown (10YR 4/2) loamy sand; weak fine granular 
structure; very friable; many fine roots; very strongly acid; abrupt smooth 
boundary. 
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E—8 to 24 inches; strong brown (7.5YR 5/6) loamy sand; weak fine granular structure; 
very friable; many fine roots; very strongly acid; abrupt smooth boundary. 

811-24 to 35 inches; yellowish red (5YR 4/6) sandy loam; weak medium subangular 
blocky structure; very friable; many fine roots; sand grains coated and bridged with 
clay; very strongly acid; clear smooth boundary. 

Bt2—35 to 80 inches; red (2.5 YR 4/8) sandy clay loam; weak medium subangular 
blocky structure; friable; many fine roots; less than 5 percent, by volume, plinthite 
nodules; few faint clay films on faces of peds; strongly acid. 


Range in Characteristics 


The thickness of the solum is more than 60 inches. Reaction ranges from very 
strongly acid to moderately acid in the A and E horizons, except where lime has 
been applied, and is very strongly acid or strongly acid in the subsoil. The combined 
thickness of the A and E horizons ranges from 20 to 40 inches. 

The A or Ap horizon has hue of 5YR to 10YR, value of 3 to 6, and chroma of 2 to 4. 
The texture is loamy sand. 

The E horizon has hue of 5YR to 10YR, value of 4 to 8, and chroma of 3 to 8. The 
texture is sand, fine sand, loamy sand, or loamy fine sand. 

The BE or EB horizon, where present, has hue of 2.5YR to 10YR, value of 4 to 6, 
and chroma of 6 to 8. The texture is loamy sand, loamy fine sand, sandy loam, or fine 
sandy loam. 

The Bt horizon dominantly has hue of 2.5YR or 5YR, value of 4 to 6, and chroma 
of 6 to 8. In some pedons that do not have a BE horizon, however, the upper part of 
the Bt horizon is less than 10 inches thick and has hue of 7.5YR or 10YR. The upper 
part of the Bt horizon is sandy loam, fine sandy loam, or sandy clay loam. The lower 
part is sandy clay loam, clay loam, and, below a depth of about 50 inches, sandy clay. 
Iron accumulations, where present, are faint to distinct and have chroma of 4 or higher. 
The content of nodular plinthite is less than 5 percent, by volume, within a depth of 60 
inches. The combined content of rounded quartz gravel and ironstone nodules is less 
than 10 percent, by volume. 


Nankin Series 


Landscape: Marine terraces on coastal plains 

Landform: Ridges, ridgetops, knolls, hillslopes, and side slopes 

Parent material: Stratified loamy and clayey marine deposits 

Drainage class: Well drained 

Permeability: Moderately slow 

Depth class: Very deep 

Slope: 2 to 45 percent 

Associated soils: Bonifay, Cowarts, Dothan, Fuquay, Leefield, and Tifton soils 
Taxonomic classification: Fine, kaolinitic, thermic Typic Kanhapludults 


Typical Pedon 


Nankin sandy loam, in an area of Cowarts-Nankin complex, 2 to 5 percent slopes; in 
Gadsden County, Florida; USGS Gretna NW, Florida, 7.5-minute quadrangle; lat. 30 
degrees 31 minutes 48 seconds N. and long. 84 degrees 37 minutes 46 seconds W. 


Ap—0 to 8 inches; dark grayish brown (10YR 4/2) sandy loam; weak medium granular 
structure; friable; common fine roots; very strongly acid; clear smooth boundary. 

Bt1—8 to 13 inches; strong brown (7.5YR 5/6) sandy clay loam; weak medium 
subangular blocky structure; friable; common fine roots; few fine irregular pores; 
few faint clay films on faces of peds; very strongly acid; clear wavy boundary. 

Bt2—13 to 28 inches; yellowish red (5YR 5/6) sandy clay; moderate medium 
subangular blocky structure; firm; common fine roots; few fine discontinuous 
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pores; few faint clay films on faces of peds; few fine prominent light yellowish 
brown (10YR 6/4) and red (2.5YR 4/6) masses of iron accumulation; very strongly 
acid; clear wavy boundary. 

Bt3—28 to 38 inches; 40 percent red (2.5YR 4/6), 30 percent light yellowish brown 
(2.5Y 6/4), and 30 percent yellowish red (5YR 5/6) sandy clay loam in a variegated 
pattern; strong medium angular blocky structure grading to moderate medium 
platy; firm; many prominent clay films on faces of peds; very strongly acid; abrupt 
wavy boundary. 

BC—38 to 55 inches; 40 percent light gray (10YR 7/2), 30 percent brown (7.5YR 4/4), 
and 30 percent yellowish red (SYR 5/6) sandy clay loam in a variegated pattern; 
weak medium subangular blocky structure; firm; very strongly acid; gradual wavy 
boundary. 

C—55 to 80 inches; 40 percent very pale brown (10YR 7/3), 30 percent brown (7.5YR 
4/4), and 30 percent red (2.5YR 5/6) sandy clay loam in a variegated pattern; 
massive; very firm; very strongly acid. 


Range in Characteristics 


The thickness of the solum ranges from 40 to 60 inches. Reaction is very strongly 
acid or strongly acid throughout, except where lime has been applied. The content 
of nodules or fragments of ironstone ranges from 0 to 25 percent, by volume, in the 
A and B horizons. Few to common flakes of mica are present in the lower parts of 
some pedons. The content of plinthite in the Bt horizon ranges from 0 to 3 percent, by 
volume. 

The A or Ap horizon has hue of 5YR to 10YR, value of 3 to 6, and chroma of 1 to 
4. The horizon is less than 6 inches thick where moist color value is 3. The texture is 
dominantly sandy loam. In some eroded pedons, however, it is sandy clay loam. 

The AB or BA horizon, where present, has hue of 5YR to 10YR, value of 4 or 5, and 
chroma of 2 to 4. The texture is sandy loam. 

The E horizon, where present, has hue of 10YR or 2.5Y, value of 4 to 7, and chroma 
of 2 to 4. The texture is fine sandy loam, sandy loam, loamy sand, or loamy fine sand. 

The BE horizon, where present, has hue of 5YR to 10YR, value of 5 or 6, and 
chroma of 4 to 8. The texture is sandy loam or sandy clay loam. 

The upper part of the Bt horizon has hue of 2.5YR to 10YR, value of 4 to 6, and 
chroma of 4 to 8. The quantity of iron accumulations in shades of red, yellow, and 
brown ranges from none to common. The texture is clay loam, sandy clay, or clay. 
Some pedons that do not have a BE horizon have a thin Bt1 horizon of sandy clay 
loam. 

The lower part of the Bt horizon has the same range of colors as the upper part 
or it has no dominant matrix color and is multicolored in shades of red, yellow, and 
brown below a depth of 40 inches. The quantity of redoximorphic features ranges 
from common to many. Iron accumulations are in shades of red and brown, and iron 
depletions are in shades of gray. The texture is clay loam, sandy clay, or clay. 

The BC horizon, where present, has hue of 2.5YR to 10YR, value of 4 to 6, and 
chroma of 6 to 8; or it has no dominant matrix color and is multicolored in shades of 
red, yellow, and brown. The quantity of redoximorphic features ranges from common to 
many. Iron accumulations are in shades of yellow, brown, and red, and iron depletions 
are in shades of gray. The texture is sandy loam or sandy clay loam. In some pedons, 
the horizon has pockets and thin strata of loamy sand, sandy loam, sandy clay loam, 
and sandy clay. 

The C horizon has hue of 2.5YR to 10YR, value of 4 or 5, and chroma of 6; or it has 
no dominant color and is multicolored in shades of red, yellow, brown, and gray. The 
quantity of redoximorphic features ranges from common to many. Iron accumulations 
are in shades of red, brown, and yellow, and iron depletions are in shades of gray. The 
horizon has the same range in textures as the BC horizon. 
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Norfolk Series 


Landscape: Marine terraces on coastal plains 

Landform: Knolls, broad ridges, side slopes, and hills 

Parent material: Loamy marine or fluviomarine deposits 

Drainage class: Well drained 

Permeability: Moderate 

Depth class: Very deep 

Slope: 0 to 10 percent 

Associated soils: Albany, Blanton, Bonneau, Eunola, Goldsboro, Leefield, and Ocilla 
soils 

Taxonomic classification: Fine-loamy, kaolinitic, thermic Typic Kandiudults 


Typical Pedon 


Norfolk loamy fine sand, in an area of Bonneau-Leefield-Norfolk complex, 0 to 5 
percent slopes; in Gadsden County, Florida; USGS Quincy SW, Florida, 7.5-minute 
quadrangle; lat. 30 degrees 31 minutes 56 seconds N. and long. 84 degrees 36 
minutes 9 seconds W. 


Ap—O to 6 inches; brown (10YR 4/3) loamy fine sand; weak medium granular structure; 
very friable; common fine and medium roots; strongly acid; abrupt wavy boundary. 

Bt1—6 to 11 inches; strong brown (7.5YR 5/6) sandy loam; moderate medium granular 
structure; friable; common fine and medium roots; very strongly acid; clear wavy 
boundary. 

Bt2—11 to 25 inches; strong brown (7.5YR 5/6) sandy clay loam; moderate medium 
subangular blocky structure; friable; common fine and very fine roots; few faint 
clay films on faces of peds; very strongly acid; gradual wavy boundary. 

Bt3—25 to 44 inches; strong brown (7.5YR 5/6) sandy loam; moderate fine subangular 
blocky structure; friable; common fine and very fine roots; few faint clay films on 
faces of peds; few fine faint strongly cemented manganese masses; very strongly 
acid; clear wavy boundary. 

Bt4—44 to 80 inches; light yellowish brown (10YR 6/4) sandy clay loam; moderate 
medium subangular blocky structure; friable; common medium prominent 
yellowish red (5YR 5/6), common medium faint dark yellowish brown (10YR 4/4), 
few medium prominent yellowish red (SYR 5/8), and few medium faint pale brown 
(10YR 6/3) masses of iron accumulation; common medium distinct light gray 
(10YR 7/2) and light brownish gray (10YR 6/2) masses of iron depletion; strongly 
acid. 


Range in Characteristics 


The combined thickness of the sandy surface and subsurface layers ranges from 
3 to 19 inches. Depth to the top of an argillic horizon ranges from 3 to 19 inches. 
Reaction ranges from extremely acid to strongly acid throughout, except where lime 
has been applied. The content of rock fragments, mostly quartz pebbles or ironstone 
nodules, ranges from 0 to 5 percent, by volume, throughout. The content of plinthite 
ranges from 0 to 4 percent, by volume, to a depth of 60 inches and from 0 to more 
than 10 percent below 60 inches. 

The Ap or A horizon has hue of 10YR or 2.5Y, value of 4 to 7, and chroma of 1 to 4. 
The texture is dominantly loamy fine sand. In some pedons, however, it is fine sand or 
sand. 

The E horizon, where present, has hue of 10YR or 2.5Y, value of 4 to 7, and chroma 
of 2 to 6. The texture is dominantly loamy sand, sandy loam, fine sandy loam, or loamy 
fine sand. In some pedons, however, it is fine sand or sand. 

The BE horizon, where present, has hue of 10YR or 2.5Y, value of 4 to 6, and 
chroma of 3 to 8. The texture is sandy loam or fine sandy loam. 
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The upper part of the Bt horizon has hue of 7.5YR to 2.5Y, value of 5 to 8, and 
chroma of 3 to 8. The texture is sandy loam, fine sandy loam, sandy clay loam, or 
clay loam. The quantity of redoximorphic features ranges from none to few. Iron 
accumulations are in shades of red, yellow, or brown. 

The lower part of the Bt horizon has hue of 7.5YR to 2.5Y, value of 5 to 8, and 
chroma of 3 to 8. The texture is sandy loam, fine sandy loam, sandy clay loam, clay 
loam, sandy clay, or clay. The quantity of redoximorphic features ranges from few 
to common. Iron accumulations are in shades of red, yellow, or brown, and iron 
depletions are in shades of gray. 

The BC horizon or BCt horizon, where present, has hue of 5YR to 2.5Y, value of 4 
to 7, and chroma of 3 to 8; or it is variegated in shades of these colors. The texture is 
sandy loam, fine sandy loam, sandy clay loam, clay loam, sandy clay, or clay. 

The C horizon, where present, has hue of 2.5YR to 5Y, value of 4 to 8, and chroma 
of 3 to 8; or it is variegated in shades of these colors. The texture is dominantly loamy 
coarse sand, loamy sand, loamy fine sand, coarse sandy loam, sandy loam, fine sandy 
loam, sandy clay loam, clay loam, or sandy clay. In some pedons, however, it has 
layers of coarser or finer textured materials. 


Ochlockonee Series 


Landscape: Marine terraces on coastal plains 
Landform: Rises on flood plains 
Parent material: Loamy and sandy alluvium 
Drainage class: Well drained 
Permeability: Moderately rapid 
Depth class: Very deep 
Slope: 0 to 3 percent 
Associated soils: Garcon, Ousley, and Wahee soils 
Taxonomic classification: Coarse-loamy, siliceous, active, acid, thermic Typic 

Udifluvents 

Typical Pedon 


Ochlockonee loamy sand, in an area of Wahee and Ochlockonee soils, 0 to 3 
percent slopes, frequently flooded; in Liberty County, Florida; USGS Orange, Florida, 
topographic quadrangle; lat. 30 degrees 11 minutes 39 seconds N. and long. 85 
degrees 7 minutes 18 seconds W. 


A—O to 6 inches; dark yellowish brown (10YR 4/4) loamy sand; weak fine granular 
structure; very friable; many fine and few medium roots; very strongly acid; clear 
smooth boundary. 

C1—6 to 35 inches; 60 percent strong brown (7.5YR 4/6) and 40 percent light 
yellowish brown (10YR 6/4) loamy fine sand; massive; friable; few fine roots; very 
strongly acid; clear wavy boundary. 

C2—35 to 45 inches; 50 percent very pale brown (10YR 7/3) and 50 percent light 
yellowish brown (10YR 6/4) loamy fine sand; massive; friable; very strongly acid; 
gradual wavy boundary. 

C3—45 to 80 inches; light yellowish brown (10YR 6/4) stratified sandy loam to loamy 
sand; massive; friable; common medium distinct strong brown (7.5YR 5/6) masses 
of iron accumulation; common medium distinct light gray (10YR 7/2) masses of 
iron depletion; very strongly acid. 


Range in Characteristics 


Reaction ranges from very strongly acid to slightly acid in the A or Ap horizon and 
is very strongly acid or strongly acid below the A or Ap horizon. Some pedons have 
gravelly strata below a depth of 40 inches. 
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The A or Ap horizon has hue of 7.5YR to 2.5Y, value of 3 to 6, and chroma of 2 to 4. 
The texture is loamy sand. 

In some pedons, buried horizons are present below a depth of 25 inches. The 
buried horizons have the same range in color and texture as the A or Ap horizon. 

The C or C’ horizon has hue of 5YR to 2.5Y, value of 4 to 6, and chroma of 3 to 8. 
The texture is dominantly sandy loam, fine sandy loam, silt loam, loam, loamy sand, 
or loamy fine sand. In most pedons, however, the horizon has thin strata of finer or 
coarser textured materials. In some pedons, it has redoximorphic features below a 
depth of 20 inches. Iron accumulations are in shades of brown and yellow, and iron 
depletions are in shades of gray. 


Ocilla Series 


Landscape: Marine terraces on coastal plains 

Landform: Knolls and ridges 

Parent material: Sandy and loamy marine deposits 

Drainage class: Somewhat poorly drained 

Permeability: Moderate 

Depth class: Very deep 

Slope: 0 to 8 percent 

Associated soils: Albany, Blanton, Bonneau, Eunola, Goldsboro, and Norfolk soils 

Taxonomic classification: Loamy, siliceous, semiactive, thermic Aquic Arenic Paleudults 
Typical Pedon 


Ocilla sand, 0 to 5 percent slopes; in Gadsden County, Florida; USGS Calvary SW, 
Florida, 7.5-minute quadrangle; lat. 30 degrees 38 minutes 37 seconds N. and long. 83 
degrees 20 minutes 36 seconds W. 


A—0 to 3 inches; grayish brown (10YR 5/2) sand; weak fine granular structure; very 
friable; many fine and very fine roots; very strongly acid; clear smooth boundary. 

E1—3 to 13 inches; light yellowish brown (10YR 6/4) sand; weak fine granular structure; 
very friable; many very fine and fine roots; strongly acid; gradual wavy boundary. 

E2—13 to 19 inches; very pale brown (10YR 7/4) sand; weak fine granular structure; 
very friable; common fine roots; strongly acid; gradual wavy boundary. 

E3—19 to 24 inches; very pale brown (10YR 7/4) sand; weak fine granular structure; 
very friable; many fine prominent reddish yellow (7.5YR 6/8) masses of iron 
accumulation; strongly acid; clear wavy boundary. 

E4—24 to 29 inches; light yellowish brown (2.5Y 6/4) sand; weak fine subangular 
blocky structure; friable; common medium prominent brownish yellow (10YR 6/8) 
masses of iron accumulation; common fine distinct light gray (10YR 7/2) masses 
of iron depletion; strongly acid; gradual wavy boundary. 

Bt—29 to 34 inches; light yellowish brown (2.5Y 6/4) fine sandy loam; weak fine 
subangular blocky structure; friable; sand grains coated and bridged with 
clay; common medium distinct brownish yellow (10YR 6/6) masses of iron 
accumulation; common coarse distinct light gray (10YR 7/2) masses of iron 
depletion; very strongly acid; gradual wavy boundary. 

Btg—34 to 80 inches; light brownish gray (10YR 6/2) sandy clay loam; moderate 
medium subangular blocky structure; firm; common coarse prominent red (2.5YR 
4/6), few medium prominent yellowish brown (10YR 5/8), and common medium 
prominent strong brown (7.5YR 5/8) masses of iron accumulation; very strongly 
acid. 


Range in Characteristics 


The thickness of the solum ranges from 60 to more than 80 inches. In some 
pedons, the A and E horizons have up to 5 percent ironstone pebbles. Reaction is 
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strongly acid or very strongly acid throughout, except in the surface soil where lime 
has been applied. 

The A or Ap horizon has hue of 10YR or 2.5Y, value of 3 to 5, and chroma of 1 or 2; 
or it is neutral in hue and has value of 3 to 5. Where value is 3, the horizon is less than 
7 inches thick. The texture is sand. 

The E horizon has hue of 10YR to 5Y, value of 4 to 8, and chroma of 1 to 4. The 
texture is sand, fine sand, loamy fine sand or loamy sand. 

The BE horizon, where present, has hue of 10YR or 2.5Y, value of 5 to 7, and 
chroma of 3 to 8. The texture is loamy sand or loamy fine sand. 

The Bt horizon dominantly has hue of 7.5YR to 2.5Y, value of 5 to 7, and chroma of 
2 to 8. The texture is fine sandy loam, sandy loam, or sandy clay loam. 

In some pedons, the Bt or Btg horizon has a lower part that is multicolored in 
shades of gray, yellow, brown, and red. The matrix has hue of 10YR to 5Y, value of 5 
to 8, and chroma of 1 to 8. The quantity of redoximorphic features ranges from few to 
many. Iron accumulations are in shades of brown, yellow, and red, and iron depletions 
are in shades of gray. The texture is sandy clay loam, sandy loam, fine sandy loam, or 
sandy clay. The quantity of plinthite ranges from 0 to about 3 percent, by volume. 

The BCg, C, and Cg horizons, where present, have the same range in color and 
texture as the lower part of the Bt horizon. 


Orangeburg Series 


Landscape: Marine terraces on coastal plains 

Landform: Knolls, broad ridges, ridgetops, hills, side slopes, and hillslopes 
Parent material: Sandy and loamy marine deposits 

Drainage class: Well drained 

Permeability: Moderate 

Depth class: Very deep 

Slope: 0 to 25 percent 

Associated soils: Faceville, Lucy, and Troup soils 

Taxonomic classification: Fine-loamy, kaolinitic, thermic Typic Kandiudults 


Typical Pedon 


Orangeburg loamy sand, in an area of Fuquay-Lucy-Orangeburg complex, 0 to 5 
percent slopes; in Gadsden County, Florida; USGS Quincy NE, Florida, 7.5-minute 
quadrangle; lat. 30 degrees 36 minutes 18 seconds N. and long. 84 degrees 33 
minutes 50 seconds W. 


Ap—O to 6 inches; brown (7.5YR 4/4) loamy sand; weak fine granular structure; very 
friable; common fine and medium roots; very strongly acid; clear smooth boundary. 

E—6 to 11 inches; reddish brown (5YR 4/4) loamy sand; weak fine subangular blocky 
structure; friable; common fine roots; strongly acid; clear smooth boundary. 

Bt1—11 to 34 inches; red (2.5YR 4/8) sandy clay loam; moderate medium subangular 
blocky structure; friable; common fine roots; strongly acid; gradual smooth 
boundary. 

Bt2—34 to 55 inches; red (2.5 YR 4/6) sandy clay loam; moderate medium subangular 
blocky structure; friable; common fine roots; few faint clay films on faces of peds; 
very strongly acid; gradual smooth boundary. 

Bt3—55 to 80 inches; red (2.5YR 4/8) sandy clay loam; moderate medium subangular 
blocky structure; friable; few faint clay films on faces of peds; about 2 percent, by 
volume, ironstone nodules; very strongly acid. 


Range in Characteristics 


The thickness of the solum typically is 72 to 96 inches but ranges from 70 to 120 
inches. The content of ironstone nodules ranges from 0 to 10 percent, by volume, 
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throughout the solum. Reaction is very strongly acid to moderately acid in the A, Ap, 
and 811 horizons and very strongly acid or strongly acid in the Bt2 and underlying 
horizons. 

The Aor Ap horizon has hue of 5YR to 10YR, value of 3 to 5, and chroma of 2 to 6. 
The texture is loamy sand. 

The E horizon, where present, has hue of 5YR to 10YR, value of 4 to 6, and chroma 
of 3 to 6. The texture is loamy sand or sand. 

The BA or BE horizon, where present, has hue of 2.5YR, 5YR, 7.5YR, or 10YR, 
value of 4 to 6, and chroma of 4 to 8. The texture is sandy loam or fine sandy loam. 

The Bt horizon dominantly has hue of 5YR or 2.5YR, value of 4 or 5, and chroma of 
6 to 8. In some pedons, however, it has hue of 7.5YR in the upper 10 inches and hue 
of 10R in the lower part. The upper part of the Bt horizon is sandy clay loam, and the 
lower part is sandy clay loam or sandy clay with less than 45 percent clay. The quantity 
of iron accumulations in shades of brown in the lower part of the Bt horizon ranges 
from none to common. 

The BC horizon, where present, has hue of 2.5YR, 5YR or 7.5YR, value of 4 or 5, 
and chroma of 6 to 8. The quantity of iron accumulations in shades of brown ranges 
from none to many. The texture is sandy loam, sandy clay loam, or sandy clay. 


Ousley Series 


Landscape: Marine terraces on coastal plains 

Landform: Broad flats, rises, and knolls on stream terraces and on flood plains 
Parent material: Sandy fluvial deposits 

Drainage class: Somewhat poorly drained 

Permeability: Rapid 

Depth class: Very deep 

Slope: 0 to 5 percent 

Associated soils: Albany, Eunola, Garcon, Ochlockonee, Pelham, and Wahee soils 
Taxonomic classification: Thermic, uncoated Aquic Quartzipsamments 


Typical Pedon 


Ousley sand, in an area of Albany-Ousley-Pelham complex, 0 to 5 percent slopes, 
occasionally flooded; in Gadsden County, Florida; USGS Calvary SW, Florida, 7.5- 
minute quadrangle; lat. 30 degrees 39 minutes 33 seconds N. and long. 84 degrees 18 
minutes 59 seconds W. 


A1—0 to 4 inches; gray (2.5Y 6/1) sand; weak fine granular structure; very friable; 
loose; many fine roots; very strongly acid; abrupt wavy boundary. 

A2—4 to 10 inches; grayish brown (2.5Y 5/2) sand; weak medium granular structure; 
loose; many fine roots; very strongly acid; gradual wavy boundary. 

C1—10 to 30 inches; light yellowish brown (2.5Y 6/4) sand; single grain; loose; 
common fine roots; very strongly acid; clear smooth boundary. 

C2—30 to 59 inches; light yellowish brown (2.5Y 6/3) sand; single grain; loose; 
common fine roots; very strongly acid; gradual wavy boundary. 

Cg1—59 to 69 inches; light gray (2.5Y 7/2) sand; single grain; loose; very strongly 
acid; gradual wavy boundary. 

Cg2—69 to 80 inches; pale yellow (2.5Y 8/2) sand; single grain; loose; strongly acid. 


Range in Characteristics 


The combined thickness of the sandy horizons is 80 inches or more. Reaction 
ranges from strongly acid to moderately acid. The content of silt plus clay in the 
particle-size control section averages 2 to 5 percent. 

The A horizon has hue of 10YR or 2.5Y, value of 2 to 7, and chroma of 1 or 2. 
Where value is 2 or 3, the horizon is less than 8 inches thick. The texture is sand. 
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The C horizon has hue of 10YR to 5Y, value of 4 to 8, and chroma of 3 to 6. The 
quantity of redoximorphic features ranges from few to common. Iron accumulations are 
in shades of yellow and brown, and iron depletions are in shades of gray. The quantity 
of small pockets of uncoated sand grains ranges from few to common. The texture is 
fine sand, sand, or coarse sand. 

The Cg horizon has hue of 10YR to 5Y, value of 4 to 8, and chroma of 1 or 2. The 
quantity of iron accumulations in shades of yellow and brown ranges from few to many. 
The quantity of small pockets of uncoated sand grains ranges from few to common. 
The texture is fine sand, sand, or coarse sand. 


Pelham Series 


Landscape: Marine terraces on coastal plains 

Landform: Broad flats and slight rises on flood plains 

Parent material: Sandy and loamy marine deposits 

Drainage class: Poorly drained 

Permeability: Moderate 

Depth class: Very deep 

Slope: 0 to 5 percent 

Associated soils: Albany, Grady, Ousley, Plummer, and Rains soils 

Taxonomic classification: Loamy, siliceous, subactive, thermic Arenic Paleaquults 


Typical Pedon 


Pelham sand, in an area of Albany-Ousley-Pelham complex, 0 to 5 percent slopes, 
occasionally flooded; in Gadsden County, Florida; USGS Cavalry SW, Florida, 7.5- 
minute quadrangle; lat. 30 degrees 39 minutes 19 seconds N. and long. 84 degrees 18 
minutes 58 seconds W. 


Ap—O to 8 inches; very dark gray (10YR 3/1) sand; weak fine granular structure; very 
friable; many fine, medium, and coarse roots; very strongly acid; abrupt wavy 
boundary. 

Eg1—8 to 18 inches; dark grayish brown (10YR 4/2) sand; single grain; loose; many 
fine and medium roots; very strongly acid; gradual wavy boundary. 

Eg2—18 to 24 inches; grayish brown (2.5Y 5/2) sand; single grain; loose; many fine 
and medium roots; very strongly acid; gradual wavy boundary. 

Eg3—24 to 34 inches; grayish brown (2.5Y 5/2) sand; single grain; loose; common fine 
and medium roots; common medium prominent strong brown (7.5YR 5/8) masses 
of iron accumulation; very strongly acid; clear wavy boundary. 

Btg1—34 to 49 inches; gray (10YR 6/1) fine sandy loam; moderate medium 
subangular blocky structure; friable; common fine roots; common fine prominent 
strong brown (7.5YR 5/8) masses of iron accumulation; very strongly acid; gradual 
wavy boundary. 

Btg2—49 to 80 inches; gray (10YR 6/1) sandy clay loam; moderate medium 
subangular blocky structure; friable; common fine and medium roots; common 
fine prominent strong brown (7.5YR 5/8) and red (2.5YR 4/8) masses of iron 
accumulation; very strongly acid. 


Range in Characteristics 


The thickness of the solum is more than 60 inches. Reaction ranges from extremely 
acid to strongly acid throughout, except where the surface has been limed. 

The A or Ap horizon has hue of 10YR to 5Y, value of 2 to 5, and chroma of 1 or 2; or 
it is neutral in hue and has value of 2 to 4. The texture is sand. 

The Eg horizon has hue of 10YR to 5Y, value of 4 to 7, and chroma of 1 or 2. The 
quantity of iron accumulations in shades of brown and yellow ranges from none to 
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common. The texture is loamy fine sand, loamy sand, loamy coarse sand, fine sand, 
sand, or coarse sand. 

The BEg horizon, where present, has hue of 10YR to 5Y, value of 4 to 7, and 
chroma of 1 or 2. The quantity of iron accumulations in shades yellow and brown 
ranges from none to common. The texture is fine sandy loam, sandy loam, or coarse 
sandy loam. 

The upper part of the Btg horizon has hue of 10YR to 5Y, value of 4 to 7, and 
chroma of 1 or 2; or it is neutral in hue and has value of 5 to 7. The quantity of iron 
accumulations in shades of yellow, brown, and red ranges from none to many. The 
texture is sandy clay loam, very fine sandy loam, fine sandy loam, or sandy loam. 

The lower part of the Btg horizon dominantly has the same range in colors and iron 
accumulations and depletions as the upper part. In some pedons, however, it has 
hue of 10YR, value of 5, and chroma of 4 to 8. The quantity of iron accumulations 
in shades of yellow, brown, and red ranges from common to many. The texture is 
typically sandy clay loam, very fine sandy loam, fine sandy loam, or sandy loam but 
ranges to sandy clay. 

The BCg or Cg horizon, where present, has hue of 10YR, value of 3 to 7, and 
chroma of 1 or 2. The quantity of iron accumulations in shades of yellow or brown 
ranges from none to many. The texture is typically fine sandy loam, sandy loam, loamy 
sand, or sand. 


Pickney Series 


Landscape: Marine terraces on coastal plains 

Landform: Depressions and flats on stream terraces and on flood plains 
Parent material: Sandy marine or fluvial deposits 

Drainage class: Very poorly drained 

Permeability: Rapid 

Depth class: Very deep 

Slope: 0 to 2 percent 

Associated soils: Bibb, Clara, Dorovan, Rutlege, and Surrency soils 
Taxonomic classification: Sandy, siliceous, thermic Cumulic Humaquepts 


Typical Pedon 


Pickney sand, in an area of Pickney, Dorovan, and Bibb soils, frequently flooded; in 
Gadsden County, Florida; USGS Lake Talquin NW, Florida, 7.5-minute quadrangle; 
lat. 30 degrees 29 minutes 38 seconds N. and long. 84 degrees 34 minutes 25 
seconds W. 


A1—0 to 15 inches; black (10YR 2/1) sand; weak fine granular structure; very friable; 
many fine and medium roots; very strongly acid; clear wavy boundary. 

A2—15 to 35 inches; black (10YR 2/1) sand; weak fine subangular blocky structure; 
very friable; many fine and medium roots; extremely acid; gradual wavy boundary. 

A3—35 to 41 inches; very dark brown (10YR 2/2) sand; single grain; loose; very 
strongly acid; abrupt smooth boundary. 

Cg1—441 to 60 inches; grayish brown (10YR 5/2) sand; single grain; loose; very 
strongly acid; clear wavy boundary. 

Cg2—60 to 80 inches; light brownish gray (10YR 6/2) sand; single grain; loose; 
moderately acid 


Range in Characteristics 


The thickness of the solum ranges from 60 to more than 80 inches. Reaction ranges 
from extremely acid to moderately acid. 
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The A horizon has hue of 5YR to 2.5Y, value of 2 or 3, and chroma of 1 or 2; or it is 
neutral in hue and has value of 2 or 3. The texture is sand. 

The Cg horizon has hue of 10YR to 5Y, value of 3 to 7, and chroma of 1 or 2; or it 
is neutral in hue and has value of 3 to 7. The texture is coarse sand, sand, fine sand, 
loamy sand, or loamy fine sand. The quantity of iron accumulations in shades of red, 
yellow, or brown ranges from none to common. 


Plummer Series 


Landscape: Marine terraces on coastal plains 

Landform: Depressions, flats, and toeslopes of side slopes 

Parent material: Sandy and loamy marine deposits 

Drainage class: Poorly drained or very poorly drained 

Permeability: Moderate 

Depth class: Very deep 

Slope: 0 to 5 percent 

Associated soils: Grady, Pelham, and Rains soils 

Taxonomic classification: Loamy, siliceous, subactive, thermic Grossarenic Paleaquults 


Typical Pedon 


Plummer sand, 0 to 5 percent slopes; in Gadsden County, Florida; USGS Calvary SW, 
Florida, 7.5-minute quadrangle; lat. 30 degrees 40 minutes 43 seconds N. and long. 84 
degrees 21 minutes 39 seconds W. 


A—O to 9 inches; dark gray (5Y 4/1) sand; weak fine granular structure; very friable; 
many fine and medium roots; very strongly acid; clear wavy boundary. 

Eg1—9 to 28 inches; gray (5Y 6/1) sand; single grain; loose; common fine roots; very 
strongly acid; gradual wavy boundary. 

Eg2—28 to 50 inches; light gray (5Y 7/1) sand; single grain; loose; very strongly acid; 
gradual irregular boundary. 

Btg—950 to 80 inches; light gray (5Y 7/1) sandy clay loam; weak medium subangular 
blocky and weak medium granular structure; friable; very strongly acid. 


Range in Characteristics 


The thickness of the solum ranges from 72 to more than 100 inches. Reaction 
ranges from extremely acid to strongly acid, except where lime has been applied. 

The Oa horizon, where present, has hue of 10YR, 2.5Y, or 5Y, value of 2 to 4, and 
chroma of 1 or 2; or it is neutral in hue and has value of 2 to 4. It ranges from 2 to 20 
centimeters in thickness. The texture is muck. 

The A horizon has hue of 10YR to 5Y, value of 2 to 4, and chroma of 1 or 2; or it is 
neutral in hue and has value of 2 to 4. The texture is sand or mucky sand. 

The Eg horizon has hue of 10YR to 5Y, value of 5 to 8, and chroma of 1 or 2; or itis 
neutral in hue and has value of 5 to 8. The texture is sand, fine sand, loamy fine sand, 
or loamy sand. The quantity of iron accumulations in shades of brown and yellow 
ranges from none to common. 

The BEg horizon, where present, has hue of 10YR to 5Y, value of 5 to 7, and 
chroma of 1 or 2; or it is neutral in hue and has value of 5 to 7. The texture is loamy 
sand or loamy fine sand. The quantity of iron accumulations in shades of brown and 
yellow ranges from none to common. 

The Btg horizon has hue of 10YR to 5Y, value of 5 to 7, and chroma of 1 or 2; or it 
is neutral in hue and has value of 5 to 7. The texture is dominantly sandy loam, fine 
sandy loam, or sandy clay loam and has pockets of loamy sand or sandy clay in some 
pedons. The quantity of iron accumulations in shades of red, brown, and yellow ranges 
from none to many. 
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Rains Series 


Landscape: Marine terraces on coastal plains 

Landform: Flats on flood plains and on stream terraces 

Parent material: Loamy marine or fluviomarine deposits 

Drainage class: Poorly drained 

Permeability: Moderate 

Depth class: Very deep 

Slope: 0 to 2 percent 

Associated soils: Garcon, Grady, Pelham, and Plummer soils 

Taxonomic classification: Fine-loamy, siliceous, semiactive, thermic Typic Paleaquults 


Typical Pedon 


Rains fine sandy loam; in Gadsden County, Florida; USGS Lake Jackson NW, Florida, 
7.5-minute quadrangle; lat. 30 degrees 36 minutes 5 seconds N. and long. 84 degrees 
20 minutes 46 seconds W. 


Ap—O to 7 inches; black (10YR 2/1) fine sandy loam; weak fine granular structure; 
very friable; many fine and medium roots; moderately acid; abrupt smooth 
boundary. 

Btg1—7 to 23 inches; gray (10YR 5/1) sandy clay loam; moderate medium subangular 
blocky structure; friable; common fine roots; few fine prominent red (2.5YR 
4/6) and few medium prominent strong brown (7.5YR 5/8) masses of iron 
accumulation; very strongly acid; clear wavy boundary. 

Btg2—23 to 34 inches; gray (10YR 6/1) sandy clay loam; moderate medium 
subangular blocky structure; friable; common medium prominent strong brown 
(7.5YR 5/8) masses of iron accumulation; very strongly acid; gradual wavy 
boundary. 

Btg3—34 to 46 inches; gray (10YR 5/1) sandy clay; moderate medium subangular 
blocky structure; firm; common medium prominent dark yellowish brown (10YR 
4/6) and yellowish brown (10YR 5/6) masses of iron accumulation; very strongly 
acid; gradual wavy boundary. 

Btg4—46 to 80 inches; 50 percent gray (10YR 5/1) and 50 percent brownish yellow 
(10YR 6/6) sandy clay; moderate medium subangular blocky structure; firm; 
common medium prominent dark yellowish brown (10YR 4/6) masses of iron 
accumulation; very strongly acid. 


Range in Characteristics 


The combined thickness of the surface and subsurface layers ranges from 4 to 19 
inches. Reaction ranges from extremely acid to strongly throughout, except where lime 
has been applied. 

The A or Ap horizon has hue of 10YR or 2.5Y, value of 2 to 5, and chroma of 1 to 2; 
or it is neutral in hue and has value of 2 to 5. The texture is fine sandy loam. 

The Eg horizon, where present, has hue of 10YR to 5Y, value of 4 to 7, and chroma 
of 1 or 2; or it is neutral in hue and has value of 4 to 7. The texture is sand, loamy 
coarse sand, loamy sand, loamy fine sand, coarse sandy loam, sandy loam, fine sandy 
loam, very fine sandy loam, or loam. The quantity of iron accumulations in shades of 
brown, yellow, and olive ranges from few to common. 

The Btg horizon has hue of 10YR to 5Y, value of 4 to 7, and chroma of 1 to 2; 
or it is neutral in hue and has value of 4 to 7. The texture is typically sandy clay 
loam or clay loam. In some pedons, however, the upper part of the horizon is sandy 
loam, fine sandy loam, or loam and the lower part is sandy clay. The quantity of iron 
accumulations in shades of brown, yellow, and olive ranges from few to common. 

The BCg or BCtg horizon, where present, has hue of 10YR to 5Y, value of 4 to 
7, and chroma of 1 to 2; or it is neutral in hue and has value of 4 to 7. The texture is 
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sandy loam, fine sandy loam, sandy clay loam, or sandy clay. The quantity of iron 
accumulations in shades of brown, yellow, and olive ranges from few to common. 

The Cg horizon, where present, has hue of 10YR to 5Y, value of 4 to 7, and chroma 
of 1 or 2; or it is neutral in hue and has value of 4 to 7. The texture is coarse sandy 
loam, sandy loam, fine sandy loam, loam, sandy clay loam, or clay loam and may be 
stratified with finer- or coarser-textured materials. The quantity of iron accumulations in 
shades of brown, yellow, and olive ranges from few to common. 

The 2Cg horizon, where present, has hue of 10YR to SY, value of 4 to 7, and 
chroma of 1 or 2; or it is neutral in hue and has value of 4 to 7. The texture is coarse 
sand, sand, fine sand, loamy coarse sand, or loamy sand and may be stratified with 
finer-textured material. 


Rutlege Series 


Landscape: Marine terraces on coastal plains 

Landform: Depressions in flood plains and in low stream terraces 

Parent material: Sandy marine or fluvial deposits 

Drainage class: Very poorly drained 

Permeability: Rapid 

Depth class: Very deep 

Slope: 0 to 2 percent 

Associated soils: Bibb, Clara, Dorovan, Ousley, Pickney, and Surrency soils 
Taxonomic classification: Sandy, siliceous, thermic Typic Humaquepts 


Typical Pedon 


Rutlege sand, in an area of Ousley, Rutlege, and Pickney soils, commonly flooded; 
in Gadsden County, Florida; USGS Chattahoochee, Florida, 7.5-minute quadrangle; 
lat. 30 degrees 41 minutes 35 seconds N. and long. 84 degrees 49 minutes 44 
seconds W. 


A—0 to 13 inches; black (10YR 2/1) sand; weak medium granular structure; loose; 
common fine and medium roots; very strongly acid; gradual smooth boundary. 

Cg1—13 to 38 inches; dark gray (10YR 4/1) sand; single grain; loose; few fine roots; 
very strongly acid; gradual wavy boundary. 

Cg2—38 to 80 inches; grayish brown (10YR 5/2) sand; single grain; loose; few fine 
roots in the upper part; tendency to flow when saturated; very strongly acid. 


Range in Characteristics 


Reaction ranges from extremely acid to strongly acid, except where lime has been 
applied. The content of silt plus clay in the 10- to 40-inch control section averages 5 to 
15 percent. 

The A horizon has hue of 10YR to 5Y, value of 2 or 3, and chroma of 1 or 2; or it is 
neutral in hue and has value of 2 or 3. The texture is sand. 

The Cg horizon has hue of 10YR to 5Y, value of 4 to 7, and chroma of 1 or 2; or it 
is neutral in hue and has value of 4 to 7. The texture is sand, loamy sand, fine sand, 
or loamy fine sand. The quantity of iron accumulations in shades of brown and yellow 
ranges from none to common. 


Sapelo Series 


Landscape: Marine terraces on coastal plains 
Landform: Flatwoods 

Parent material: Sandy and loamy marine deposits 
Drainage class: Poorly drained 
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Permeability: Moderate 

Depth class: Very deep 

Slope: 0 to 2 percent 

Associated soils: Centenary, Hurricane, Leon, and Plummer soils 
Taxonomic classification: Sandy, siliceous, thermic Ultic Alaquods 


Typical Pedon 


Sapelo sand, in an area of Plummer-Leon-Sapelo complex; in Gadsden County, 
Florida; USGS Sycamore SE, Florida, 7.5-minute quadrangle; lat. 30 degrees 30 
minutes 23 seconds N. and long. 82 degrees 46 minutes 19 seconds W. 


A—0 to 10 inches; dark gray (10YR 4/1) sand; weak medium granular structure; very 
friable; common fine roots; very strongly acid; abrupt smooth boundary. 

E—10 to 22 inches; light gray (10YR 7/1) sand; single grain; loose; common fine roots; 
very strongly acid; clear smooth boundary. 

Bh—22 to 28 inches; 50 percent dark reddish brown (5YR 3/2) and 50 percent black 
(5YR 2.5/1) sand; weak medium granular structure; friable; common fine roots; 
very strongly acid; clear smooth boundary. 

E'1—28 to 33 inches; yellowish brown (10YR 5/4) sand; weak medium granular 
structure; very friable; common fine roots; very strongly acid; gradual wavy 
boundary. 

E'2—38 to 43 inches; light yellowish brown (2.5Y 6/4) sand; weak medium granular 
structure; very friable; very strongly acid; gradual wavy boundary. 

E'3—453 to 54 inches; pale yellow (2.5Y 7/4) sand; weak medium granular structure; 
very friable; very strongly acid; gradual wavy boundary. 

Btg1—54 to 74 inches; light brownish gray (2.5Y 6/2) sandy loam; weak medium 
subangular blocky structure; friable, slightly sticky, moderately plastic; few medium 
distinct yellowish brown (10YR 5/4) and common medium prominent strong 
brown (7.5YR 5/8) masses of iron accumulation; very strongly acid; gradual wavy 
boundary. 

Btg2—74 to 80 inches; light brownish gray (2.5Y 6/2) sandy loam; weak medium 
subangular blocky structure; friable; few medium prominent yellowish brown 
(10YR 5/6) and few fine prominent strong brown (7.5YR 5/8) masses of iron 
accumulation; very strongly acid. 


Range in Characteristics 


Depth to the top of a spodic horizon ranges from 10 to 30 inches. Reaction ranges 
from extremely acid to strongly acid, except where lime has been applied. 

The A horizon has hue of 10YR, value of 2 to 4, and chroma of 1; or it is neutral in 
hue and has value of 2 to 4. The texture is sand. 

The E horizon has hue of 10YR or 2.5Y, value of 5 to 8, and chroma of 1 or 2; or it 
is neutral in hue and has value of 5 to 8. The texture is sand or fine sand. The horizon 
typically has vertical streaks of dark gray. 

The BE horizon, where present, has hue of 10YR or 2.5Y, value of 5 to 7, and 
chroma of 3 to 6. The texture is sand or fine sand. The quantity of fine to coarse 
pockets of Bh material ranges from none to common. 

The Bh horizon has hue of 2.5YR to 10YR, value of 2 to 4, and chroma of 1 to 4. 
The texture is loamy fine sand, fine sand, or sand. The quantity of iron accumulations 
in shades of brown ranges from none to common. 

The E’ horizon has hue of 10YR to 5Y, value of 5 to 8, and chroma of 1 to 4. The 
texture is loamy fine sand, fine sand, or sand. The quantity of iron accumulations in 
shades in shades of red, brown, or yellow ranges from common to many. The quantity 
of fine to coarse, weakly cemented pockets of material from the Bh horizon ranges 
from none to common. 
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The E/Bh horizon, where present, has properties similar to those of the E horizon 
and the Bh horizon. 

The Btg horizon has hue of 10YR to 5Y, value of 5 to 8, and chroma of 1 or 2. The 
texture is sandy loam, fine sandy loam, loam, clay loam, or sandy clay loam. In some 
pedons, the horizon has lenses and pockets of sand and clay. The quantity of iron 
accumulations in shades of red, brown, and yellow ranges from few to many. 


Surrency Series 


Landscape: Marine terraces on coastal plains 
Landform: Flats on flood plains 
Parent material: Sandy and loamy marine and fluvial deposits 
Drainage class: Very poorly drained 
Permeability: Moderately slow or moderate 
Depth class: Very deep 
Slope: 0 to 1 percent 
Associated soils: Bibb, Clara, Dorovan, Pickney, and Rutlege soils 
Taxonomic classification: Loamy, siliceous, semiactive, thermic Arenic Umbric 
Paleaquults 
Typical Pedon 


Surrency fine sand, in an area of Rutlege, Bibb, and Surrency soils, frequently 

flooded; in Gadsden County, Florida; USGS Rock Bluff NE, Florida, 7.5-minute 

quadrangle; lat. 30 degrees 34 minutes 51 seconds N. and long. 82 degrees 52 
minutes 49 seconds W. 


A1—0 to 8 inches; black (10YR 2/1) fine sand; weak medium granular structure; very 
friable; common fine and medium roots; extremely acid; gradual wavy boundary. 

A2—8 to 16 inches; very dark gray (10YR 3/1) fine sand; moderate medium granular 
structure; very friable; common fine and medium roots; extremely acid; clear wavy 
boundary. 

Eg—16 to 38 inches; gray (10YR 6/1) fine sand; weak fine granular structure; very 
friable; common fine and medium roots; very strongly acid; gradual smooth 
boundary. 

Btg—38 to 80 inches; grayish brown (10YR 5/2) sandy clay loam; moderate medium 
subangular blocky structure; friable, slightly sticky, slightly plastic; many distinct 
white (10YR 8/1) sand coatings on surfaces of pores; common coarse prominent 
yellowish brown (10YR 5/8) masses of iron accumulation; strongly acid. 


Range in Characteristics 


The thickness of the solum ranges from 60 to 100 inches. Reaction ranges from 
extremely acid to strongly acid throughout, except where lime has been applied. 

The A horizon has hue of 10YR to 5Y, value of 2 or 3, and chroma of 1 or 2; or it is 
neutral in hue and has value of 2 or 3. The texture is fine sand. 

The Eg horizon has hue of 10YR, value of 5 to 7, and chroma of 1 or 2. The texture 
is loamy sand, loamy fine sand, fine sand, or sand. 

The Btg horizon has hue of 10YR, value of 5 or 6, and chroma of 1 or 2. The 
quantity of iron accumulations in shades of brown and yellow ranges from few to many. 
The texture is sandy loam, fine sandy loam, or sandy clay loam. 

The Cg horizon, where present, may be below a depth of 65 inches. It has hue of 
2.5Y, value of 5 or 6, and chroma of 1. The quantity of iron accumulations in shades 
of red, yellow, and brown ranges from none to many. The texture ranges from loamy 
sand to sandy clay loam. 
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Telogia Series 


Landscape: Marine terraces on coastal plains 

Landform: Ridges and lower slopes on uplands 

Parent material: Clayey residuum from limestone 

Drainage class: Somewhat poorly drained 

Permeability: Very slow 

Depth class: Deep 

Slope: 2 to 8 percent 

Associated soils: Hardin Heights soils 

Taxonomic classification: Fine, smectitic, thermic Vertic Hapludalfs 


Typical Pedon 


Telogia sandy loam, 2 to 5 percent slopes; in Gadsden County, Florida; USGS Mt. 
Pleasant, Florida, 7.5-minute quadrangle; lat. 30 degrees 40 minutes 48 seconds N 
and long. 84 degrees 48 minutes 16 seconds W. 


A—0 to 6 inches; very dark gray (10YR 3/1) sandy loam; moderate fine granular 
structure; very friable; many fine roots; neutral; abrupt wavy boundary. 

811-6 to 18 inches; light olive brown (2.5Y 5/3) clay loam; moderate medium 
subangular blocky structure; firm, sticky, plastic; few fine roots; common faint clay 
films on faces of peds; common pressure faces; few fine distinct red (2.5YR 4/6) 
masses of iron accumulation; slightly alkaline; gradual wavy boundary. 

Bt2—18 to 25 inches; light olive brown (2.5Y 5/3) clay loam; moderate and strong 
medium subangular and angular blocky structure; firm, very sticky, very plastic; 
few fine roots; common distinct clay films on faces of peds; common pressure 
faces; few faint slickensides that do not intersect; common medium prominent 
strong brown (7.5YR 4/6) and common fine faint yellowish brown (10YR 5/4) 
masses of iron accumulation; common medium distinct light gray (10YR 7/2) 
masses of iron depletion; slightly alkaline; clear smooth boundary. 

Bt3—25 to 35 inches; light olive brown (2.5Y 5/3) clay loam; moderate and strong 
medium subangular and angular blocky structure; firm, very sticky, very plastic; 
few fine roots; common distinct clay films on faces of peds; common pressure 
faces; few faint slickensides that do not intersect; many white (10YR 8/1) 
limestone concretions; common medium prominent strong brown (7.5YR 4/6) 
and common fine faint yellowish brown (10YR 5/4) masses of iron accumulation; 
common medium distinct light gray (10YR 7/2) masses of iron depletion; 
moderately alkaline; clear wavy boundary. 

BC—35 to 40 inches; 50 percent light yellowish brown (2.5Y 6/3) and 50 percent 
light gray (2.5Y 7/2) clay loam; weak medium subangular blocky structure; firm, 
very sticky, very plastic; few faint clay films on ped faces; many white (10YR 8/1) 
limestone concretions; common medium prominent strong brown (7.5YR 4/6) 
and common fine faint yellowish brown (10YR 5/4) masses of iron accumulation; 
common medium distinct light gray (10YR 7/2) masses of iron depletion; 
moderately alkaline; gradual wavy boundary. 

C—40 to 48 inches; about 34 percent olive yellow (2.5Y 6/8), 33 percent light olive 
brown (2.5Y 5/4), and 33 percent light gray (2.5Y 7/2) clay loam; massive; firm, 
very sticky, very plastic; many white (10YR 8/1) limestone concretions; common 
medium prominent strong brown (7.5YR 4/6) and few medium prominent yellowish 
brown (10YR 5/4) masses of iron accumulation; common medium distinct light 
gray (10YR 7/2) masses of iron depletion; moderately alkaline; gradual wavy 
boundary. 

R—48 to 52 inches; white (5Y 8/1) moderately hard limestone that is rippable by 
mechanical equipment; about 40 percent, by volume, hard limestone boulders; 
about 10 percent, by volume, solution holes filled with clay. 
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Range in Characteristics 


The thickness of the solum ranges from 25 to 50 inches. Depth to limestone 
bedrock ranges from 40 to 60 inches. Reaction ranges from slightly acid to slightly 
alkaline in the A, E, and Bt horizons and from slightly alkaline to moderately alkaline in 
the BC and C horizons. 

The A or Ap horizon has hue of 10YR, 2.5Y, or 5Y, value of 3 to 5, and chroma of 1 
to 4; or it is neutral in hue and has value of 3 or 4. The texture is sandy loam. 

The E horizon, where present, has hue of 10YR or 2.5YR, value of 5 or 6, and 
chroma of 2 or 3. The texture is fine sandy loam, loam, clay loam, or silty clay loam. 

The upper part of the Bt horizon has hue of 7.5YR to 2.5Y, value of 4 to 6, and 
chroma of 3 to 8. The quantity of iron accumulations in shades of yellow, brown, and 
red ranges from few to many. The texture is silty clay, clay loam, or clay. 

The lower part of the Bt horizon has hue of 7.5YR to 5Y, value of 5 to 7, and chroma 
of 1 or 6; or it has no dominant color and is multicolored in shades of yellow, brown, 
gray, and red. The quantity of redoximorphic features ranges from common to many. 
Iron accumulations are in shades of brown and yellow, and iron depletions are in 
shades of gray. The texture is silty clay loam, silty clay, clay loam, or clay. 

The BC and C horizons have hue of 10YR to 5۷ value of 5 to 7, and chroma of 1 
or 2; or they have no dominant color and are multicolored in shades of yellow, red, 
brown, and gray. The quantity of redoximorphic features ranges from few to many. Iron 
accumulations are in shades of brown and yellow, and iron depletions are in shades 
of gray. The quantity of limestone concretions and soft masses of calcium carbonate 
ranges from few to many. The texture is silty clay loam, silty clay, clay loam, or clay. 

The Cr horizon, where present, is composed of soft limestone that is easily dug 
with hand tools. The quantity of hard limestone fragments that are up to boulder-size 
ranges from none to common. 

The R layer is composed of limestone that is rippable by power equipment. The 
quantity of hard limestone fragments that are up to boulder-size ranges from few to 
many. The horizon has few to many solution holes up to 6 inches in diameter that are 
filled with material from the overlying horizons and that extend to a depth of 60 inches 
or more. 


Tifton Series 


Landscape: Marine terraces on coastal plains 

Landform: Broad ridges, knolls, and side slopes 

Parent material: Loamy marine deposits 

Drainage class: Well drained 

Permeability: Moderately slow 

Depth class: Very deep 

Slope: 2 to 8 percent 

Associated soils: Bonifay, Cowarts, Dothan, Fuquay, Leefield, and Nankin soils 
Taxonomic classification: Fine-loamy, kaolinitic, thermic Plinthic Kandiudults 


Typical Pedon 


Tifton loamy fine sand, 2 to 5 percent slopes; in Gadsden County, Florida; USGS 
Gretna SE, Florida, 7.5-minute quadrangle; lat. 30 degrees 31 minutes 8 seconds N. 
and long. 84 degrees 38 minutes 38 seconds W. 


Apc—0 to 6 inches; dark grayish brown (10YR 4/2) loamy fine sand; weak fine 
granular structure; very friable; many fine and medium and common coarse roots; 
about 8 percent, by volume, iron nodules ranging from 10 to 20 millimeters in 
diameter; very strongly acid; abrupt smooth boundary. 
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BEc—6 to 10 inches; yellowish brown (10YR 5/4) sandy loam; weak coarse 
subangular blocky structure; very friable; common fine and medium roots; about 
10 percent, by volume, iron nodules ranging from 10 to 20 millimeters in diameter; 
very strongly acid; clear smooth boundary. 

Btc—10 to 45 inches; yellowish brown (10YR 5/8) sandy clay loam; moderate medium 
subangular blocky structure; firm; common medium and coarse roots; about 5 
percent, by volume, iron nodules ranging from 10 to 20 millimeters in diameter; 
very strongly acid; clear wavy boundary. 

Btv1—45 to 60 inches; yellowish brown (10YR 5/6) sandy clay loam; moderate 
medium subangular blocky structure; firm; about 5 percent, by volume, iron 
nodules ranging from 10 to 20 millimeters in diameter; about 10 percent, by 
volume, plinthite nodules; common medium distinct very pale brown (10YR 7/3) 
masses of iron accumulation; very strongly acid; clear wavy boundary. 

Btv2—960 to 80 inches; dark yellowish brown (10YR 4/6) sandy clay loam; moderate 
medium subangular blocky structure; firm; about 2 percent, by volume, iron 
nodules ranging from 10 to 20 millimeters in diameter; about 10 percent, by 
volume, plinthite nodules; common medium distinct very pale brown (10YR 
7/3) masses of iron accumulation; common light gray (10YR 7/1) limestone 
concretions; very strongly acid. 


Range in Characteristics 


The thickness of the solum is 60 inches or more. Reaction is strongly acid or very 
strongly acid, except where lime has been applied. In areas where lime has been 
applied, the A and E horizons and the upper part of the Bt horizon are moderately acid 
or strongly acid. The content of nodules of ironstone ranges from 5 to 25 percent, by 
volume, in the A horizon; from 5 to 30 percent in the BE, Bt1, and Bt2 horizons; and 
from 0 to 13 percent in the Btv and BC horizons. Depth to a horizon that has 5 percent 
or more plinthite is normally 30 to 50 inches but is 25 inches in some pedons. 

The Ac or Apc horizon has hue of 2.5Y or 10YR, value of 3 to 5, and chroma of 1 to 
4. It is loamy fine sand. 

The Ec horizon, where present, has hue of 2.5Y or 10YR, value of 5 or 6, and 
chroma of 4 to 6. The texture is sand, fine sand, loamy fine sand, loamy sand, loamy 
coarse sand, sandy loam, fine sandy loam, or the gravelly analogs of these textures. 

The BEc horizon, where present, has hue of 10YR or 7.5YR, value of 5 to 6, and 
chroma of 4 to 8. The texture is sandy loam or gravelly sandy loam. 

The Btc horizon has hue of 10YR or 7.5YR, value of 5 or 6, and chroma of 4 to 8. 
The quantity of iron accumulations in shades of yellow and brown ranges from none to 
few. The content of nodular plinthite in the lower part of the Btc2 horizon ranges from 
0 to 4 percent. The texture of the Btc1 horizon is fine sandy loam, sandy loam, sandy 
clay loam, or the gravelly analogs of these textures. The texture of the Btc2 horizon is 
sandy clay loam, sandy clay, or the gravelly analogs of these textures. 

The upper part of the Btv horizon has hue of 10YR or 7.5YR, value of 5 or 6, and 
chroma of 4 to 8. The texture is sandy clay loam or sandy clay. The quantity of iron 
accumulations in shades of red and brown ranges from few to many. The quantity of 
iron depletions ranges from none to common. The content of nodular plinthite ranges 
from 5 to 15 percent, by volume. 

The lower part of the Btv horizon has hue of 7.5YR or 10YR, value of 4 to 6, and 
chroma of 5 to 8; or it has no dominant matrix color and is variegated in shades of 
red, yellow, brown, and gray. Redoximorphic features, where present, consist of iron 
accumulations in shades of red, brown, and yellow and iron depletions in shades of 
gray. The quantity of iron accumulations ranges from common to many. The quantity 
of iron depletions ranges from none to common. The lower part of the Btv horizon has 
the same range in textures as the upper part. The content of nodular and platy plinthite 
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ranges from 5 to 15 percent, by volume. The gray part of the horizon is commonly 
more clayey than the brown and red part. 

The BC and C horizons, where present, have hue of 7.5YR or 10YR, value of 5 or 
6, and chroma of 6 to 8; or they have no dominant matrix color and are variegated in 
shares of red, yellow, brown, and gray. The quantity of iron accumulations in shades of 
red ranges from none to common. The texture is sandy loam, sandy clay loam, sandy 
clay, or clay. 


Troup Series 


Landscape: Marine terraces on coastal plains 

Landform: Knolls, ridges, hills, side slopes, and hillslopes 

Parent material: Sandy and loamy marine deposits 

Drainage class: Somewhat excessively drained 

Permeability: Moderate 

Depth class: Deep 

Slope: 2 to 45 percent 

Associated soils: Faceville, Lakeland, Lucy, and Orangeburg soils 
Taxonomic classification: Loamy, kaolinitic, thermic Grossarenic Kandiudults 


Typical Pedon 


Troup sand, in an area of Troup-Lakeland-Lucy complex, 2 to 8 percent slopes; in 
Gadsden County, Florida; USGS Lake Talquin NW, Florida, 7.5-minute quadrangle; 
lat. 30 degrees 27 minutes 24 seconds N. and long. 84 degrees 35 minutes 37 
seconds W. 


A—0 to 3 inches; very dark grayish brown (10YR 3/2) sand; weak medium and fine 
granular structure; very friable; very strongly acid; clear wavy boundary. 

E1—3 to 15 inches; yellowish brown (10YR 5/4) sand; single grain; very friable; very 
strongly acid; gradual wavy boundary. 

E2—15 to 40 inches; strong brown (7.5YR 5/6) loamy sand; single grain; very friable; 
very strongly acid; gradual wavy boundary. 

E3—40 to 53 inches; reddish yellow (7.5YR 6/6) loamy sand; single grain; loose; very 
strongly acid; gradual wavy boundary. 

811-53 to 65 inches; red (10R 4/6) sandy clay loam; weak medium subangular blocky 
structure; friable; sand grains coated and bridged with clay; very strongly acid; 
gradual wavy boundary. 

Bt2—65 to 80 inches; red (10R 4/6) sandy clay loam; weak medium and coarse 
subangular blocky structure; friable; sand grains coated and bridged with clay; 
strongly acid. 


Range in Characteristics 


The thickness of the solum is more than 80 inches. Reaction ranges from very 
strongly acid to moderately acid, except where lime has been applied, in the surface 
and subsurface layers and is very strongly acid or strongly acid in the subsoil. The 
combined thickness of the A and E horizons ranges from 40 to 79 inches. The content 
of quartz gravel and ironstone nodules in the solum ranges up to 10 percent, by 
volume. 

The A or Ap horizon has hue of 7.5YR or 10YR, value of 3 to 6, and chroma of 2 
to 4. The texture is sand. 

The E horizon has hue of 5YR to 10YR, value of 4 to 8, and chroma of 3 to 8. The 
texture is coarse sand, sand, fine sand, loamy sand, or loamy fine sandy. In most 
pedons, the horizon has few to common uncoated sand grains. 

The BE horizon, where present, has hue of 5YR to 10YR, value of 5 to 7, and 
chroma of 4 to 8. The texture is sandy loam or fine sandy loam. 
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The Bt horizon dominantly has hue of 10R to 5YR, value of 4 to 7, and chroma of 
4 to 8. In some pedons, however, it has hue of 7.5YR or 10YR, value of 5 to 7, and 
chroma of 4 to 8. The texture is sandy loam, fine sandy loam, or sandy clay loam and, 
below the control section, clay loam or sandy clay. The content of plinthite within a 
depth of 60 inches is less than 5 percent, by volume. 


Wahee Series 


Landscape: Marine terraces on coastal plains 

Landform: Flats and slightly concave areas on stream terraces and on flood plains 
Parent material: Clayey and loamy marine or fluviomarine deposits 

Drainage class: Somewhat poorly drained 

Permeability: Slow 

Depth class: Very deep 

Slope: 0 to 3 percent 

Associated soils: Garcon, Ochlockonee, and Ousley soils 

Taxonomic classification: Fine, mixed, semiactive, thermic Aeric Endoaquults 


Typical Pedon 


Wahee sandy loam, in an area of Wahee and Ochlockonee soils, 0 to 3 percent 
slopes, frequently flooded; in Liberty County, Florida; USGS Orange, Florida, 7.5- 
minute quadrangle; lat. 30 degrees 11 minutes 35 seconds N. and long. 85 degrees 6 
minutes 45 seconds W. 


A—0 to 6 inches; light olive brown (2.5Y 5/3) sandy loam; weak fine granular structure; 
very friable; many fine and medium roots; very strongly acid; clear smooth 
boundary. 

E—6 to 14 inches; brown (10YR 5/3) fine sandy loam; weak fine granular structure; 
very friable; many fine and few medium roots; very strongly acid; clear wavy 
boundary. 

Bt—14 to 19 inches; yellowish brown (10YR 5/6) sandy clay; strong medium 
subangular blocky structure; firm; few fine roots; common medium prominent light 
brownish gray (10YR 6/2) masses of iron depletion; extremely acid; gradual wavy 
boundary. 

Btg1—19 to 36 inches; gray (10YR 5/1) sandy clay; strong medium subangular blocky 
structure; very firm; common medium prominent yellowish brown (10YR 5/8) 
masses of iron accumulation; extremely acid; gradual wavy boundary. 

Btg2—36 to 80 inches; gray (10YR 5/1) sandy clay; strong medium subangular blocky 
structure; very firm; common medium prominent yellowish brown (10YR 5/8) 
masses of iron accumulation; extremely acid. 


Range in Characteristics 


The thickness of the solum ranges from 30 to more than 60 inches. Reaction ranges 
from very strongly acid to moderately acid in the A horizon, except where lime has 
been applied, and from extremely acid to strongly acid in the B, BC, and C horizons 

The A or Ap horizon has hue of 10YR or 2.5Y, value of 2 to 5, and chroma of 1 to 3; 
or it is neutral in hue and has value of 2 to 5. The texture is sandy loam. 

The E horizon, where present, has hue of 10YR to 5Y, value of 5 to 7, and chroma 
of 2 to 4. The texture is loam, silt loam, very fine sandy loam, fine sandy loam, sandy 
loam, or loamy sand. 

The Bt horizon has hue of 10YR to 5Y, value of 5 to 7, and chroma of 3 to 8. The 
texture is clay, clay loam, or, less commonly, sandy clay loam, sandy clay, or silty clay. 
The quantity of redoximorphic features ranges from few to many. Iron accumulations 
are in shades of red, yellow, or brown, and iron depletions are in shades of gray or 
white. 
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The Btg horizon has hue of 10YR to 5۷, value of 4 to 7, and chroma of 1 or 2; 
or it is neutral in hue and has value of 4 to 7. The texture is clay, clay loam, or, less 
commonly, sandy clay or silty clay. The quantity of masses of iron accumulations in 
shades of red, yellow, or brown ranges from few to many. 

The BCg or CBg horizon, where present, has hue of 10YR to 5Y, value of 4 to 
7, and chroma of 1 or 2; or it is neutral in hue and has value of 4 to 7. The texture 
is sandy clay, silty clay loam, clay loam, sandy clay loam, or fine sandy loam. The 
quantity of iron accumulations in shades of red, yellow, or brown ranges from few to 
many. 

The Cg horizon, where present, has hue of 10YR to 5Y, value of 5 to 7, and chroma 
of 1 or 2; or it is neutral in hue and has value of 5 to 7. The texture is variable. The 
quantity of iron accumulations in shades of red, yellow, or brown ranges from few to 
common. 
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Formation of the Soils 


In this section, the factors and processes of soil formation are described and related 
to the soils in the survey area. Also, the geology of the county is described. 


Factors of Soil Formation 


Soil is produced by forces of weathering acting on parent material deposited or 
accumulated by geologic agencies. The kind of soil that develops depends on five 
major factors. These factors are the type of parent material; the climate under which 
soil material has existed since accumulation; the plant and animal life in and on the 
soil; the relief, or lay of the land; and the length of time the forces of soil formation 
have acted on the soil material (Jenny, 1941). 

The five soil-forming factors are interdependent; each modifies the effect of the 
others. As a soil forms, it is influenced by each of the five factors, but in places one 
factor may be dominant and account for most of the soil's properties. For example, if 
the parent material is quartz sand, the soil generally has weakly expressed horizons. 
In places, the effect of the parent material is modified greatly by the effects of climate, 
relief, and plants and animals. A modification or variation in any of the five factors 
results in a different kind of soil. 


Parent Material 


Parent material is the unconsolidated mass in which a soil forms. It determines 
the limits of the chemical and mineralogical composition of the soil. In Gadsden 
County, the parent material consists of beds of sandy and clayey materials that were 
transported and deposited by ocean currents. The ocean covered the area a number 
of times during the Pleistocene period. In some parts of the county, depressions 
contain organic material from decomposed plant remains. 


Climate 


The climate of Gadsden County is generally warm and humid. Few differences 
between the soils are caused by climate. The climate is favorable for the rapid 
decomposition of organic matter and hastens chemical reactions in the soil. Heavy 
rainfall leaches the soils of most plant nutrients and produces an acid condition in 
many of the sandy soils. It also carries the less soluble fine particles downward. 
Because of the climatic conditions, many of the soils in the county have a low content 
of organic matter, low natural fertility, and low available water capacity. 


Plants and Animals 


Plants have been the principal biological factor in the formation of soils in the 
county. Animals, insects, bacteria, and fungi have also been important. Plants and 
animals furnish organic matter to the soil and bring nutrients from lower soil layers 
to upper soil layers. In places, plants and animals cause differences in the amount 
of organic matter, nitrogen, and nutrients in the soil and differences in soil porosity 
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and structure. For example, crayfish penetrate different layers of soil, thereby mixing 
loamy layers with sandy layers. Microorganisms, including bacteria and fungi, help to 
weather and break down minerals and to decompose organic matter. These organisms 
are most numerous in the upper few inches of the soil. Earthworms and other small 
animals that inhabit the soil alter its physical and chemical composition and mix the 
soil material. 


Relief 


In Gadsden County, relief has affected the formation of soils primarily through its 
influence on soil-water relationships. The three general areas of relief in the county are 
flatwoods; elevated rises, knolls, ridges, and hills; and depressions and flood plains. 
Differences between the soils, which all formed in similar parent materials, are directly 
related to relief. In areas of the flatwoods, the water table is at a shallow depth and the 
soils are periodically saturated to the surface. These soils display less leaching and 
greater retention of organic matter than the soils in the other areas. The soils on the 
elevated knolls and ridges have a greater depth to the water table. They are highly 
leached and have less organic matter. The soils in depressions have a medium to very 
high content of organic matter. 


Time 


Time is an important factor affecting soil formation. The physical and chemical 
changes brought about by climate, living organisms, and relief are relatively slow. The 
length of time needed to convert geological material into soil varies according to the 
nature of the material and the interaction of the other soil-forming factors. Some basic 
minerals from which soils are formed weather fairly rapidly, while others are chemically 
inert and show little change over time. Within the soil, the translocation of fine particles 
to form horizons varies under differing conditions, but the processes take a relatively 
long period of time. 


Processes of Soil Formation 


Soil genesis refers to the formation of soil horizons. The differentiation of soil 
horizons in Gadsden County is the result of accumulation of organic matter, leaching 
of carbonates, reduction and transfer of iron, or accumulation of silicate clay minerals. 
In places, more than one of these processes is involved. Some organic matter has 
accumulated in the upper layers of most of the soils. The content of organic matter is 
low in some of the soils and fairly high in others. 

The soils in the county are leached to varying degrees. Carbonates and salts have 
been leached in most of the soils. Because the leaching permitted the subsequent 
translocation of silicate clay materials in some soils, the effects have been indirect. The 
reduction and transfer of iron have occurred in most of the soils in the county, except 
in the organic soils. In some of the wet soils, iron in the subsoil forms yellowish brown 
horizons and redoximorphic features (mottles). 


Geology 


Frank R. Rupert, professional geologist, Florida Geological Survey, prepared this section. 


The following is an overview of the geology of Gadsden County, Florida. Included 
are sections on: 1) geomorphology, describing the shape and origin of the land 
surface; 2) stratigraphy, describing the underlying rock strata; 3) ground water, 
providing an overview of the aquifer systems in the county; and 4) mineral resources in 
the county. 
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Geomorphology 


The modern land surface of Gadsden County is a product of prehistoric fluvial 
and marine deposition during periods when sea level was higher than present. 
Subsequent erosion by marine currents and waves, as well as later down-cutting by 
freshwater streams, superimposed both relict marine features, in the form of terraces, 
and incised stream valleys and ravines on the older sediments. Rainwater runoff, 
draining into adjacent stream valleys, gradually shaped the highlands into the rolling 
hills characterizing much of Gadsden County today. The county may be subdivided 
into a series of geomorphic zones based on both the elevation and shape of the land 
surface. Figure 6 is a geomorphic map of Gadsden County. 


Tifton Uplands District 


The northern part of Gadsden County lies within topographically high, broadly- 
rolling, stream-dissected uplands extending from the Alapaha River, which is about 
80 miles to the east in Hamilton County, westward to the Apalachicola River, which is 
at the western edge of Gadsden County. Cooke (1939) and White (1970) referred to 
this region as the Tallahassee Hills. Brooks (1981) and Scott (in preparation) applied 
the name Tifton Uplands District to the regional highlands in southern Georgia and the 
northern Florida panhandle. The portion of the Tifton Uplands District encompassing 
Gadsden County is divided into two subzones based on the character of the 
topography: the Apalachicola Bluffs and Ravines and the Tallahassee Hills (Scott, in 
preparation). 

Apalachicola Bluffs and Ravines.—The Apalachicola River forms the 
northwestern boundary of Gadsden County. A unique zone of erosional bluffs 
overlooks a flat, half-mile-wide flood plain on the east bank of the river. The steep 
bluffs in Gadsden County commonly stand between 100 and 250 feet above the flood 
plain and expose strata of Miocene to Holocene age. Excellent examples are Jones 
Bluff and the east Jim Woodruff Dam bluff, north of Chattahoochee. At these locations, 
over 100 feet of sediments of Lower Miocene to Holocene age may be observed in the 
bluff face overlooking the river. 

The bluffs are dissected by deeply-incised streams and their dendritic tributaries, 
particularly towards the south in adjacent Liberty County. These streams drain into 
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Figure 6.—Geomorphic map of Gadsden County (from Scott, in preparation). 
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the Apalachicola River and are commonly headed by “steepheads.” Steepheads form 
as the ground-water seeps and springs supplying the streams undercut the sandy, 
overlying sediments in a head-ward direction. The resulting erosion produces deep, 
steeply-sloped ravines and the characteristically amphitheatre-shaped steepheads. 
The deep ravines and steepheads in turn comprise unique microclimes and ecological 
niches for a variety of rare flora and fauna. 

Tallahassee Hills.—The name “Tallahassee Hills” was proposed by Cooke (1939) 
for the series of topographic hills in northern Florida delineated by the Georgia State 
line on the north, the coastal lowlands on the south, the Withlacoochee River on 
the east, and the Apalachicola River on the west. Scott (in preparation) defines two 
additional geomorphic zones within this area: the Apalachicola Bluffs and Ravines 
bordering the Apalachicola River on the western end and the Madison Hills on the 
eastern end. The Tallahassee Hills comprise nearly all of central and eastern Gadsden 
County, with the exception of the southernmost tip of the county south of Ocklawaha 
Creek. 

The sediments comprising the Tallahassee Hills may be deltaic or shallow marine 
in origin. The hilltops are composed largely of resistant clayey sands, silts, and clays. 
The modern hilly topography is the result of post-depositional dissection and erosion 
by running water. Elevations vary from about 100 feet above mean sea level (MSL) 
in the southern portion of Gadsden County to nearly 330 feet above MSL near the 
Florida-Georgia State line. 

The Ochlockonee River, which flows southwestward out of Georgia to the Gulf of 
Mexico, forms the eastern boundary of Gadsden County. Between the Georgia State 
line and the southern tip of Gadsden County, the river gradient averages 1.5 feet 
per mile (Hendry and Sproul, 1966). A hydroelectric dam situated on the river a few 
hundred yards north of State Road 20 forms Lake Talquin at the southeastern edge of 
Gadsden County. The lake occupies most of the flood plain of the Ochlockonee River 
in that portion of the county. 

The Little River forms at the confluence of Willacoochee Creek and Attapulgus 
Creek in northeastern Gadsden County. This small river flows southward in a narrow 
valley that is roughly defined by the elevation line at 100 feet above MSL and empties 
into an arm of Lake Talquin. Fluvial erosion by the Little River and its numerous 
tributaries has removed most of the reddish siliciclastic sediments of the Tallahassee 
Hills in the immediate vicinity of the river. The valley floors of the Little River and 
its larger tributaries consist largely of a thin (less than 20 feet in thickness) layer of 
Holocene alluvium directly overlying sandy clay of the Hawthorn Group. 

At the southern edge of the Tallahassee Hills, the east-west trending Cody Scarp 
forms the boundary between the Tallahassee Hills and the Apalachicola High Level 
Delta and River Terraces Zone. The name “Cody Scarp" was applied by Puri and 
Vernon (1959) to a distinct relict marine escarpment traceable at various elevations in 
the Florida panhandle and north-central Florida. The Cody Scarp is less well-defined 
in Gadsden County than in areas to the east. It trends east-west across the southern 
tip of the county, approximately bounded by Bear Creek to the north (crest elevation 
of about 220 feet above MSL) and by Ocklawaha Creek on the south (about 200 feet 
above MSL). 


Apalachicola Delta District 


High Level Deltas and River Terraces Zone.—Scott (in preparation) includes the 
southernmost part of Gadsden County in the High Level Deltas and River Terraces 
Zone of the Apalachicola Delta District. In this area, well-drained, unconsolidated 
surficial sands of fluvial and marine-terrace origin become predominant, extending out 
of Gadsden County and southward to the Gulf of Mexico. South of Ocklawaha Creek, 
the topographic relief begins to flatten somewhat, losing the steep, deeply incised 
nature of the Tallahassee Hills to the north. Elevations range from about 50 feet above 
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MSL in the south near the Gadsden-Leon County line to about 200 feet above MSL at 
the toe of the Cody Scarp. Thick sands and clayey sands of the Citronelle Formation 
and Undifferentiated Quaternary units underlie most of the High Level Deltas and River 
Terraces Zone in Gadsden County. Shallow occurrences of Torreya and Jackson Bluff 
Formations are at the southernmost tip of the county. 


Marine Terraces 


An integral part of the present-day geomorphology of Gadsden County is a series of 
relict marine terraces. These terraces are step-like surfaces of erosion and deposition 
representing prehistoric sea bottoms developed by advances and retreats of the 
sea since the Miocene Epoch. In many areas of Florida, they have been extensively 
modified by karst dissolution in the underlying carbonate bedrock. Healy (1975) 
recognizes five marine terraces based on elevation in Gadsden County. In order of 
descending elevation (and age), these shorelines are the Hazelhurst, the Coharie, the 
Sunderland-Okefenokee, the Wicomico, and the Penholoway Terraces. 

Most of northern and western Gadsden County is part of the Hazelhurst Terrace 
(Cooke, 1939). The lower limits of the Hazelhurst Terrace are at about 220 feet above 
MSL; the upper limits in Gadsden County are at 320 feet above MSL. Fluvial erosion 
associated with the Ochlockonee and Little Rivers has truncated the eastern edges of 
the Hazelhurst Terrace and successively lower terraces in Gadsden County. 

The Coharie Terrace spans southern and eastern Gadsden County in a 3-mile- 
wide band delineated by the contour lines at 170 to 220 feet above MSL. As used 
in this report, the Sunderland Terrace lies between 100 and 170 feet above MSL. It 
consists of a narrow band across the southern and eastern parts of Gadsden County, 
paralleling the valleys of Bear and Ocklawaha Creeks and the Ochlockonee River. 

The Wicomico Terrace consists of a narrow band bordering the northern shore 
of Lake Talquin. The terrace trends up the valleys of the tributary creeks to the lake 
and follows the valley of the Ochlockonee River northeastward into Georgia. This 
terrace is between 70 and 100 feet above MSL. The youngest terrace in Gadsden 
County is the Penholoway Terrace, which is between 42 and 70 feet above MSL. The 
Penholoway Terrace is occupied locally by the valley of the Apalachicola River; the 
southeastern portion of the county, including the Lake Talquin area; and a portion of 
the Ochlockonee River valley (Healy, 1975). 


Stratigraphy 


The known sediments underlying Gadsden County range in age from Mesozoic 
to Recent. The oldest rocks that crop out in the county are sediments of the Lower 
Miocene Chattahoochee Formation. Recent terrace sands and alluvium are the 
youngest. Most of the freshwater resources and mineral resources in Gadsden County 
are within rocks of the Oligocene Epoch or younger, and the following discussion of 
stratigraphy is limited to these units. Figure 7 is a geologic map of Gadsden County 
illustrating the mappable units lying within 20 feet of the surface. Figures 8 and 9 show 
geologic cross sections across the county. Figure 7 shows the locations of the cross 
sections. 


Cenozoic Erathem 


Oligocene Series; Lower Oligocene; Suwannee Limestone.—Cooke and 
Mansfield (1936) proposed the name “Suwannee Limestone” for the fossiliferous, 
marine limestones that crop out along the Suwannee River between the towns of 
White Springs (Hamilton County) and Ellaville (Suwannee County). The Suwannee 
Limestone underlies much of Florida with the exception of the northern and eastern 
portions of the peninsula. 

The Suwannee Limestone was encountered in eight oil tests and a number 
of freshwater wells in Gadsden County. This formation is a component of the 
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Figure 7.—Geologic map of Gadsden County (from Scott et al., 2001). 
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Figure 8.—Cross section of geologic materials from east to west through Gadsden County, Florida. 
The vertical exaggeration is about 210 times the true scale. 
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Figure 9.—Cross section of geologic materials from north to south through Gadsden County, 
Florida. The vertical exaggeration is about 210 times the true scale. 


Floridan Aquifer System and is a source of potable water in the northern peninsula 
and panhandle of Florida. Lithologic sample logs from the wells indicate that the 
typical lithology of the Suwannee Limestone is a white, cream, or light olive gray, 
fossiliferous, micritic to crystalline limestone, frequently containing brown dolomite 
and minor amounts of sand. The predominant fossils include mollusks and benthonic 
foraminifera. The irregular surface of the Suwannee Limestone is unconformable with 
the overlying Lower Miocene St. Marks and Chattahoochee Formations and varies 

in elevation from 25 feet above MSL to 286 feet below MSL in well logs. The total 
thickness of this formation in the wells studied varied from 19 to 480 feet (Rupert, 
1990). 
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Miocene Series; Lower Miocene; St. Marks Formation and Chattahoochee 
Formation.—Johnson (1888) first applied the term “Tampa Formation” to Lower 
Miocene sediments exposed in the vicinity of Tampa in Hillsborough County, Florida. 
Puri (1953) placed all sediments previously assigned to the Tampa Formation in the 
Tampa Stage and distinguished two lithologic subdivisions in the panhandle: the St. 
Marks (Finch, 1823) facies and the Chattahoochee (Langdon, 1889) facies. These 
facies were raised to formation status by Puri and Vernon (1964). 

The St. Marks Formation includes the offshore, calcareous, downdip facies of 
the Lower Miocene, while the Chattahoochee Formation is comprised of the updip, 
generally silty, clayey, and more dolomitic, terrigenous and shallow-water sediments 
of the same age (Puri, 1953). Gadsden County lies in a transitional area of the Big 
Bend where the calcareous St. Marks Formation on the east and south interfingers 
with the more siliciclastic, clayey, and dolomitic Chattahoochee Formation in the west. 
The area of interfingering occupies much of central and eastern Gadsden County and 
corresponds about to the axis of the Gulf Trough (Scott, 1986). 

The typical lithology of the St. Marks Formation is a white to very light gray, 
fossiliferous, micritic limestone. It may contain minor amounts of clay and quartz sand 
(generally 5 percent or less). The most abundant fossils are mollusk molds and benthic 
foraminifera. 

In contrast, the Chattahoochee Formation is generally a silty to sandy dolostone 
that has occasional occurrences of limestone. The original type-locality for the 
Chattahoochee Formation was at Chattahoochee Landing on the Apalachicola River 
at Chattahoochee (Dall and Stanley-Brown, 1894; Matson and Clapp, 1909). However, 
the precise location of a type section relative to the river was not described. Exposures 
of limestone in this original type-area are still visible along the access road to the old 
Victory Bridge, south of U.S. Highway 90. Puri and Vernon (1959 and 1964) proposed 
an alternate type-locality for the Chattahoochee Formation. The alternate was along the 
access road to Jim Woodruff Dam, just north of the town of Chattahoochee in Decatur 
County, Georgia. Sediments of the Chattahoochee/St. Marks Formation overlie the 
Oligocene Suwannee Limestone and are in turn overlain unconformably by carbonate 
and siliciclastic sediments of the Lower Miocene Hawthorn Group-Torreya Formation. 

Hawthorn Group-Torreya Formation.—The Torreya Formation is named for its 
type section at Rock Bluff on the Apalachicola River in Torreya State Park in Liberty 
County (Banks and Hunter, 1973). It is the only formation of the Hawthorn Group in the 
eastern Florida panhandle. The Torreya Formation is characteristically a siliciclastic 
unit, consisting of a white to light olive gray, very fine- to medium-grained, clayey sand 
to sandy or silty clay. It commonly contains variable amounts of limestone, dolomite, 
and phosphate grains (Scott, 1988). Carbonate content generally increases in the 
basal portion of the section. The carbonate portions typically consist of quartz-sandy, 
clayey limestone or dolomitic limestone. 

Clays are frequently an important component of the Dogtown Member of the upper 
Torreya Formation. The dominant clay minerals are palygorskite and smectite, and 
the minor clay minerals are sepiolite, kaolinite, and illite (Weaver and Beck, 1977). 
Fuller’s earth, a commercial palygorskite clay, is mined from sediments of the Torreya 
Formation near Quincy and Midway and northward into Georgia. 

Sediments of the Torreya Formation underlie all of Gadsden County (Gremillion, 
1964; Scott, 1988). The characteristic lithologies consist of occasionally fossiliferous 
and phosphatic sands and fuller’s earth (palygorskite), montmorillonite, and kaolin 
clay interfingered with thin limestones and dolostones. The basal portion of the 
Torreya Formation is predominantly limestone. Oyster reefs comprised of fossil Ostrea 
normalis and gastropod molds are commonly associated with the carbonate units, and 
marine diatoms have been noted in some of the clay (Gremillion, 1964; Ogden, 1978). 
Foraminifera are generally rare or absent. The mines for fuller's earth near Quincy 
have yielded large fossil trees. 
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The Torreya Formation crops out in bluffs along the east bank of the Apalachicola 
River. West of the river, it is absent. Sporadic exposures of the Torreya Formation 
along the Ochlockonee River in eastern Gadsden County were recorded by Gremillion 
(1964). Elevation of the top of the Torreya Formation in Gadsden County varies from 
about 279 to 18.5 feet above MSL. The thickness ranges from about 100 feet in the 
western part of the county to about 230 feet near Quincy (Rupert, 1990). The formation 
underlies many of the major stream valleys (fig. 7), where it is typically covered by 
thin Holocene alluvium. Sediments of the Citronelle and Miccosukee Formations, 
and in some areas the Jackson Bluff Formation, unconformably overlie the Torreya 
Formation. 

Pliocene Series; Upper Pliocene; Jackson Bluff Formation.—The Jackson 
Bluff Formation (Puri and Vernon, 1964) bears the name of its type section, which is 
at Jackson Bluff on the Ochlockonee River near the State Road 20 bridge in Leon 
County. Although this formation has not been recognized in any wells in Gadsden 
County, the unit is recorded in wells and outcrop samples in Liberty County to the 
south (Schmidt, 1984) and in southwestern Leon County (Hendry and Sproul, 1966). 
Gremillion (1964) suggests that it is probable that the Jackson Bluff Formation is 
present but covered in southern Gadsden County, and Scott et al. (2001) map a small 
occurrence of the unit at the southernmost tip of the county (fig. 7). Because the 
Jackson Bluff Formation sediments are not recognized in wells to the north and west 
of Lake Talquin, the formation most likely either pinches out southeast of Highway 267 
in the south-central tip of Gadsden County or grades laterally into an unfossiliferous 
facies. 

The lithology of the Jackson Bluff Formation, as it occurs in Leon County, is typically 
greenish-gray to orange-brown, very macrofossiliferous clayey sand and sandy clay. 
Mollusk shells and foraminifera are common to abundant in beds throughout the 
Jackson Bluff section (Puri and Vernon, 1964). The late Pliocene age of the Jackson 
Bluff Formation suggests that it may locally be contemporaneous in part with the 
overlying Citronelle and Miccosukee Formations (Schmidt, 1984; Huddlestun, 1988). 
Throughout most of the Florida panhandle, however, the Jackson Bluff sediments 
are unconformably overlain by the clayey sands and gravels of the Citronelle and 
Miccosukee Formations. 

Plio-Pleistocene Series; Citronelle Formation.—The name “Citronelle Formation” 
was applied by Matson (1916) to sediments exposed near Citronelle, Alabama. The 
general lithology of the Citronelle Formation in Gadsden County is orange to red, 
clayey, medium- to coarse-grained quartz sands and clayey sands with occasional 
clay lenses and beds of friable quartz pebbles. Cross-bedding is present in many 
exposures. The original thickness of the formation is uncertain because erosion has 
removed the upper portion over much of the county. In most wells and outcrops, 
the formation is the uppermost unit and generally varies in thickness from about 20 
feet directly east of Quincy to nearly 100 feet in western Gadsden County south of 
Chattahoochee (Rupert, 1990). 

Age dating the Citronelle Formation is generally not possible due to an absence 
of definitive index fossils. Based on stratigraphic position, Braunstein et al. (1988) 
consider the formation to be Late Pliocene to Pleistocene. 

Sediments of the Citronelle Formation blanket most of Gadsden County west of 
Dogtown and Quincy. The formation caps many of the hills in the county and lies 
unconformably upon sediments of the Torreya Formation. Sediments of the Citronelle 
Formation extend eastward to just west of the Little River valley. Erosion caused by 
the river and its tributaries has removed most Citronelle sediments, and the deeper 
stream valleys are typically incised into the underlying Torreya Formation (fig. 8). The 
Citronelle Formation grades laterally eastward into the Miccosukee Formation through 
a transition zone approximated by the Little River valley. 
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Miccosukee Formation.—Hendry and Yon (1967) gave the name “Miccosukee 
Formation” to the interbedded clays, silts, sands, and gravels lying above the 
Hawthorn Group sediments and below the Pleistocene to Holocene age sediments 
in the Big Bend area of northern Florida. The type section of the formation is near the 
community of Miccosukee, in Leon County. In eastern Gadsden County, Miccosukee 
Formation sediments are somewhat similar in overall lithology to the Citronelle 
Formation. However, the Miccosukee Formation is generally comprised of fine- to 
medium-grained clayey sands. Gravel is less common than in the Citronelle, and the 
clays are primarily in thin, discontinuous beds or in thin laminae. 

As with the Citronelle Formation, age dating the Miccosukee Formation accurately 
is not possible due to a lack of definitive index fossils. In Leon County, this formation 
overlies the Upper Pliocene Jackson Bluff Formation. Originally placed in the Late 
Miocene (Hendry and Yon, 1967), the Miccosukee Formation is now considered to be 
age equivalent to the Upper Pliocene-Pleistocene Citronelle Formation (Braunstein et 
al., 1988). 

In Gadsden County, the sediments of the Miccosukee Formation cap the 
topographically high areas east of the Little River. The formation is obvious in road cuts 
along S.R. 12 and U.S. Highway 90 just east of Quincy. The sediments are in a band 
trending northeastward into Georgia and lie unconformably on deposits of the Miocene 
Torreya Formation. From eastern Gadsden County, the Miccosukee Formation extends 
eastward through Leon and Jefferson Counties and eventually pinches out in eastern 
Madison County (Hendry and Sproul, 1966; Yon, 1966; and Hoenstine and Spencer, 
1990). 

Core W-7537 in southeastern Gadsden County encountered 28 feet of Miccosukee 
Formation from 82 to 110 feet above MSL. The lithology was comprised of poorly 
indurated, grayish-orange, clayey quartz sand. Further to the north, core W—7528 
penetrated the Miccosukee Formation from the surface to a depth of 43.5 feet (230 
to 186.5 feet above MSL). The lithology was comprised of poorly indurated, light 
yellowish-orange to grayish-orange, mottled, clayey quartz sand and sandy clay. 
Throughout eastern Gadsden County, the Miccosukee Formation comprises the 
surficial sediment layer. In a few areas, especially along the Ochlockonee River and 
Lake Talquin, undifferentiated Pleistocene and Holocene sands unconformably overlie 
the formation. 

Pleistocene and Holocene Series.—Pleistocene and Holocene undifferentiated 
quartz sand and clay comprise the surficial sediments in several areas of Gadsden 
County (Schmidt, 1979). Most Pleistocene sediments are marine-terrace deposits lying 
unconformably on the Citronelle, Miccosukee, Torreya, or Chattahoochee Formations. 
Holocene alluvial deposits are concentrated along the major streams and creeks and 
are commonly difficult to differentiate from the Pleistocene sediments. 


Ground Water 


Ground water is water that fills the pores and interstitial spaces in the rocks and 
sediments beneath the surface of the earth. Most of the ground water in Gadsden 
County is derived from precipitation in the county, in neighboring counties in Florida, 
and in southern Georgia. A portion of the precipitation leaves the area by surface 
runoff in stream flow or by evapotranspiration. The remainder soaks into the ground. 
Some moves downward into the porous zone of saturation. The top of the zone of 
saturation is known as the water table. Once in the zone of saturation, the water 
moves under the influence of gravity towards discharge points, such as wells, seeps, 
springs, or eventually the Gulf of Mexico. Some of the water seeps into the deeper 
aquifer units, providing recharge to them. 

The three primary ground-water units in Gadsden County are the Floridan Aquifer 
System, the Intermediate Aquifer System, and the Surficial Aquifer System (Florida 
DEP, 2009). 
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Floridan Aquifer System 


The name “Floridan Aquifer” was originally proposed by Parker et al. (1955) for 
the artesian aquifer including all or parts of the Middle Eocene to Middle Miocene 
geological formations. The unit name was modified to “Floridan Aquifer System” by the 
Southeastern Geological Society Ad Hoc Committee (1986). The unit is now formally 
named the “Floridan Aquifer System" (FAS) (Florida DEP, 2009). 

In Gadsden County, the St. Marks and Chattahoochee Formations comprise the 
upper portion of the FAS. Most public supply wells draw water from the upper FAS 
limestones at depths ranging from 120 to 300 feet below land surface (BLS). The 
Suwannee Limestone, the Ocala Limestone, and the Avon Park Formation comprise 
the lower units of the FAS in northern Florida (Pascale and Wagner, 1982). The 
thickness of the FAS ranges from about 500 feet near Chattahoochee to over 1,200 
feet in southeastern Gadsden County (Scott et al., 1991). 

Two zones of differing hydrologic character are present within the FAS under 
Gadsden County (Wagner, 1983). One zone, which is only in the northwest corner of 
the county near Chattahoochee, yields water in excess of 1,000 gallons per minute. 
Sediments within this zone are largely porous limestone and have solution-enlarged 
fissures or fractures and well-developed secondary porosity. In addition, this zone 
is directly adjacent to extensive recharge areas in eastern Jackson County, where 
porous surficial sediments directly overlie the FAS. Conductivity within this zone is 
estimated to be as high as 450 feet per day with transmission rates exceeding 50,000 
feet per day (Wagner, 1983). 

The second zone, which comprises the FAS in the remainder of Gadsden County, is 
strikingly different. Thick, low-permeability sediments of the Torreya Formation overlie 
the FAS in this region. There is no direct recharge area present, and the porosity of the 
limestones within this area has not been increased by the acidizing effects of rainwater 
(Wagner, 1983). Recharge depends on leakage through the sediments of the overlying 
confining unit. As a result, maximum well yields are about 300 gallons per minute near 
Quincy. Hydraulic conductivity and transmission rates are also low, at 25 feet per day 
and 5,000 feet per day, respectively (Wagner, 1983). 


Intermediate Aquifer System 


The Intermediate Aquifer System (IAS) is a system of low-permeability clays and 
interbedded carbonates forming both confining units and aquifers. The IAS is locally 
contained primarily within the Torreya Formation and ranges from about 50 to 300 feet 
in thickness in Gadsden County (Scott et al., 1991). 

The clays, sandy clays, and marls of the upper part of this unit generally have low 
permeability. In the lower half of the IAS, thin carbonate beds are interbedded with the 
clays, and these create minor water-bearing zones that generally yield less than 10 
gallons per minute (Wagner, 1983). Leakage in the form of seeps frequently occurs 
from these minor aquifers in areas where rivers and streams dissect the water- 
bearing zones of the Hawthorn Group. The low permeability sediments within the IAS 
also create an artesian aquifer in the underlying carbonates of the Floridan Aquifer 
System. 


Surficial Aquifer System 


Water is not confined in the shallow Plio-Pleistocene sand and clay units above 
the Torreya Formation sediments, and the water level is free to rise and fall. This 
unconfined water comprises the Surficial Aquifer System (SAS). It is not used 
extensively for public consumption (Pascale and Wagner, 1982). The SAS reaches a 
maximum thickness of 50 to 100 feet in southwestern Gadsden County (Scott et al., 
1991). Most wells tapping the surficial aquifer system are dug wells that yield less than 
5 gallons per minute (Wagner, 1983). 
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Springs 


Springs are points where underground water emerges onto the earth’s surface 
(Copeland, 2003). Chattahoochee Spring is located in the western part of the town of 
Chattahoochee, about 0.5 mile south of Highway 90 in Angus K. Gholson City Park. 
The area has very high topographic relief, and the spring flows from a small vent in the 
base of a limestone outcrop (Scott et al., 2004). Rosenau et al. (1977) describe two 
other springs in the county. Currently, the springs are classified as seeps because the 
water discharges diffusely from the ground (Copeland, 2003). Glen Julia Springs is 
1 mile southwest of Mount Pleasant in Glen Julia County Park. At this location, a pool 
100 by 200 feet in size receives water from multiple seeps in the clay banks of the pool 
and nearby ravine. Indian Springs is a privately operated recreational facility about 
2.5 miles southwest of Greensboro. Spring flow is from seeps at the head of a small, 
steep-sided valley. 


Mineral Resources 


Historically, several mineral commodities have been mined in Gadsden County for 
both commercial and local uses. The following discussion provides a general overview 
of the near-surface mineral commodities and potential for petroleum resources in 
Gadsden County. 


Clay 


Clay is a major constituent of the Citronelle, Miccosukee, and Torreya Formations 
in Gadsden County. For the most part, the clays in the Citronelle and Miccosukee 
Formations are intermixed with varying proportions of quartz sand and gravel 
or occur as very thin discontinuous beds. Although these formations occur over 
much of Gadsden County, the impure, thinly-bedded nature of the contained clays 
precludes extensive utilization for fired products. In the past, however, the Apalachee 
Correctional Institution mined clay from its Chattahoochee pit for the local manufacture 
of brick (Calver, 1957). 

Alluvial clays associated with the Apalachicola and Ochlockonee Rivers were mined 
in the past in Gadsden County for use in brick making and tile making. One clay 
deposit located 1 mile northwest of Chattahoochee was mined in the early 1920’s for 
brick manufacture (Bell, 1924). At that time, the area was the State Hospital Farm. The 
deposit reportedly exceeded 5 or 6 feet in thickness and covered an area of 60 to 80 
acres. It was in northwestern Gadsden County and southwestern Georgia. 

Bell (1924) also reported two operations for mining alluvial clay in eastern Gadsden 
County. The Ochlocknee Brick Company mined a 5 foot thick deposit of clay from 
the flood plain along the Ochlockonee River near Lawrence for use in common brick 
manufacture. This deposit was reportedly suitable for the manufacture of an excellent 
grade of common brick, hollow brick ware, and drain tile. The Tallahassee Pressed 
Brick Company mined the second 5 foot thick deposit of alluvial clay at an unrecorded 
location along the Ochlockonee River upstream from Lawrence. From this clay, the 
company produced building brick, fireproofing, hollow blocks, and drain tile at its 
Havana plant during the 1920’s. 

Residual clays from the Chattahoochee Formation are generally calcareous and 
have high shrinkage and poor plasticity (Bell, 1924). Most of these clays have no 
value for manufacturing. One exception was noted by Bell (1924) at the northeast 
edge of River Junction where a variably-thick deposit of clay from the Chattahoochee 
Formation was mined for construction brick in 1907. Several buildings in River 
Junction and Chattahoochee were reportedly constructed of bricks made from this clay 
deposit, which underlies a small valley at River Junction. In places, the deposit was 
nearly 15 feet. 
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Miocene clays associated with sediments of the Hawthorn Group-Torreya Formation 
have been mined for brick manufacture at various locations in Gadsden County. Bell 
(1924) considered these clays to be of the Alum Bluff Group. Bell also noted the 
existence of processing plants at Hinson, circa 1859, and at Mount Pleasant, Gretna, 
Quincy, and Chattahoochee during unspecified periods prior to his 1924 publication. 
The Quincy plant extracted clays from the overburden removed during mining of fuller’s 
earth. 


Fuller’s Earth 


Commercial deposits of fuller’s earth, a Torreya Formation palygorskite (attapulgite) 
clay, occur in northern Gadsden County. These deposits were apparently formed in 
shallow Miocene lagoons or tidal flats, and they trend in a northeasterly direction into 
southern Georgia, approximately parallel to the axis of the Gulf Trough (Weaver and 
Beck, 1977). 

Fuller’s earth is primarily composed of the clay mineral palygorskite (attapulgite). 
The name fuller’s earth dates back to ancient times when fine-grained sediments were 
used in the process of “fulling,” or increasing the weight and bulk of woolen cloth. 
Since biblical times, fuller’s earth has been used as an absorbent cleaning material 
for cloth. It has been mined in the Gadsden County area since 1895 (Calver, 1957). 
The Floridin Company has mined palygorskite in several areas north and northeast 
of Quincy. Two commercial grades of clay are produced from these mines: high yield 
grade and general purpose grade. High yield grade is nearly pure palygorskite and 
exhibits excellent thixotropic (gelling) properties. Uses of the high grade include drilling 
mud, no-carbon copy papers, liquid fertilizer suspenders, drugs, and paint thickeners 
(Kirk, 1983). General purpose grade is a mixture of palygorskite and montmorillonite 
(smectite). Due to its high absorbency, this product is used as an oil and grease 
absorbent, cat litter, and as insecticide carrier (Kirk, 1983). In addition to the Floridin 
Company, the Engelhard Corporation, the Milwhite Company, and Oil Dri have had 
fuller's earth mining operations in Gadsden County (Schmidt et al., 1979; Campbell, 
1986; Spencer, 1989). 

In Gadsden County, the mineable fuller's earth clay occurs in irregular, lenticular 
units and discontinuous beds within a variable series of fine to medium sands, silt, 
clay, minor carbonates, and occasional phosphates (Campbell, 1986). The ore is 
typically blue, bluish-gray, or grayish-green palygorskite clay occurring in two distinct 
beds. The upper bed is up to 8 feet thick and is mined only where it is substantially 
free of siliciclastics and carbonate impurities. The lower unit ranges from 2 to 16 feet 
in thickness and is the primary commercial bed (Kirk, 1983). These units are generally 
separated by a variably thick bed of gray, clayey sand that commonly contains 
carbonate beds, mollusks, vertebrate fossils, and fossil wood. 

Mining of fuller's earth is accomplished primarily by heavy earth-moving equipment. 
Bulldozers and scrapers are used to remove the overburden, which consists of poorly 
consolidated to occasionally cemented sands, clays, and gravels of the Citronelle and 
Miccosukee Formations. The thickness of the overburden material averages 75 feet 
in northern Gadsden County, but varies between a few feet and 100 feet (Patterson, 
1974). Once the overburden is removed, the fuller's earth is stripped and loaded onto 
trucks by dragline. The trucks then haul the mined material to processing plants where 
impurities are extracted and the clay is dried, graded by size, and packaged. 

The fuller's earth mines in Gadsden County fall within the Meigs-Attapulgus-Quincy 
district of Florida and Georgia (Patterson, 1974; Spencer et al., 1990). This district has 
produced the bulk of the fuller's earth mined in the United States since 1895. 


Limestone and Dolostone 


Miocene limestone (CaCO,) and dolostone (CaMg(CO,).) belonging to the 
Chattahoochee Formation occur in near-surface deposits in northwestern 
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Gadsden County. There are presently no active quarries in the county. Small-scale 
quarrying operations existed near Chattahoochee in the past. One quarry south of 
Chattahoochee near River Junction, circa 1898, produced material used for cement, 
mortar, and building stone. Around 1925, small quantities of dolomitic limestone were 
dug '/ mile east of Florida State Hospital in Chattahoochee for use in a local dam 
(Cummings, 1899; Mossom, 1925). 

Most of the lime rock derived from the Chattahoochee Formation is in thin, 
impure beds that are not economical for large scale mining and has the undesirable 
characteristic of being too soft for use as road base (Patterson, 1974). Mossom (1925) 
and Schmidt (1979) indicated a small area of limestone outcrop in the northeast 
corner of Gadsden County along the Ochlockonee River. The formational affinity of 
this limestone has not, to this writer's knowledge, been stated in the literature. Based 
on the local stratigraphy, the area is tentatively assigned to the Torreya Formation 
of the Hawthorn Group. The high content of quartz sand and the soft nature of most 
Hawthorn Group limestone suggest that this limestone is not of commercial quality. 


Sand and Gravel 


Quartz sand and gravel (SiO,) occur in abundance over most of Gadsden County. 
They are a principal component of the Holocene alluvial deposits, the relict Plio- 
Pleistocene marine deposits, and the Citronelle and Miccosukee Formations, which 
cap the Tallahassee Hills. Much of the sand is interbedded and consolidated with clays 
and silts, and washing is required to extract the sand. 

Sand and gravel in river banks, bars, and beds are generally clean and require 
little processing before use. In Gadsden County, sand has been extracted from the 
Ochlockonee River east of the town of Gibson and used in construction and in the 
manufacture of concrete-bonded brick. Martens (1928) reported similar operations by 
the Tallahassee Pressed Brick Company. 

Various operators have dredged sand and gravel from the Apalachicola River at 
a plant in Chattahoochee, and Capital Asphalt Company has mined sand from two 
pits in the county. The primary uses for the sand have been road construction and 
as an asphalt additive. River Bend Sand Company has also operated a sand mine 
near S.R. 267 south of Quincy. The sand has been used for concrete and masonry. 
The Gadsden County Road Department sporadically operates borrow pits situated in 
undifferentiated and Citronelle Formation sediments. These sands and clayey sands 
are utilized for road base and fill by the county. 

The abundance of sand and gravel in Gadsden County makes the potential for 
mining impure construction and fill grade sand relatively high. Due to the lack of 
demand, however, development of this industry on a large-scale basis remains unlikely. 


Phosphate 


Phosphatic sand and granules occur in some of the Torreya Formation sediments 
and in portions of the Chattahoochee Formation in Gadsden County. Some phosphatic 
material also occurs as reworked Miocene sediments in Plio-Pleistocene deposits. 
Analysis of well cuttings from the county reveals that phosphate concentrations 
are generally less than 10 percent in sediments throughout the county. Phosphate 
exploration samples taken by mining companies in nearby Leon and Wakulla Counties 
showed a maximum phosphate (P,O,) concentration of only 5.45 percent (Patterson et 
al., 1986). Because modern phosphate mining requires a minimum P,O, content of 28 
percent (Cathcart and Patterson, 1983), the potential for commercial phosphate mining 
is low in Gadsden County and the Big Bend Area as a whole. 


Petroleum 


The recent production of oil in Florida occurred from Mesozoic age sediments in two 
major areas. In southern Florida, a number of fields are situated along the Sunniland 
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Trend and produced from the Lower Cretaceous Sunniland Formation. In northwestern 
Florida, a series of fields in northern Santa Rosa County produced oil from the 
Jurassic Smackover and Norphlet Formations (Applegate and Lloyd, 1985). 

Various companies have drilled a total of nine test wells for oil in Gadsden 
County. The wells ranged in depth from 1,750 to 7,021 feet BLS. None of the wells 
encountered oil or gas, and all were plugged and abandoned as dry holes. Although 
none of the wells reached the Jurassic section, the position of Gadsden County updip 
of the productive Smackover and Norphlet Formation pinchouts precludes a high 
potential for petroleum in the area (Applegate et al., 1978). 
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Glossary 


Many of the terms relating to landforms, geology, and geomorphology are defined 
in more detail in the “National Soil Survey Handbook” (available in local offices of the 
Natural Resources Conservation Service or on the Internet). 


ABC soil. A soil having an A, a B, and a C horizon. 

AC soil. A soil having only an A and a C horizon. Commonly, such soil formed in 
recent alluvium or on steep, rocky slopes. 

Aeration, soil. The exchange of air in soil with air from the atmosphere. The air in a 
well aerated soil is similar to that in the atmosphere; the air in a poorly aerated soil 
is considerably higher in carbon dioxide and lower in oxygen. 

Aggregate, soil. Many fine particles held in a single mass or cluster. Natural soil 
aggregates, such as granules, blocks, or prisms, are called peds. Clods are 
aggregates produced by tillage or logging. 

Alluvium. Unconsolidated material, such as gravel, sand, silt, clay, and various 
mixtures of these, deposited on land by running water. 

Alpha,alpha-dipyridyl. A compound that when dissolved in ammonium acetate is 
used to detect the presence of reduced iron (Fe II) in the soil. A positive reaction 
implies reducing conditions and the likely presence of redoximorphic features. 

Animal unit month (AUM). The amount of forage required by one mature cow of 
approximately 1,000 pounds weight, with or without a calf, for 1 month. 

Aquic conditions. Current soil wetness characterized by saturation, reduction, and 
redoximorphic features. 

Argillic horizon. A subsoil horizon characterized by an accumulation of illuvial clay. 

Aspect. The direction toward which a slope faces. Also called slope aspect. 

Available water capacity (available moisture capacity). The capacity of soils to hold 
water available for use by most plants. It is commonly defined as the difference 
between the amount of soil water at field moisture capacity and the amount at 
wilting point. It is commonly expressed as inches of water per inch of soil. The 
capacity, in inches, in a 60-inch profile or to a limiting layer is expressed as: 


Rd ——Ó——Ó— و دی‎ 
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Very high 


Backslope. The position that forms the steepest and generally linear, middle portion 
of a hillslope. In profile, backslopes are commonly bounded by a convex shoulder 
above and a concave footslope below. 

Basal area. The area of a cross section of a tree, generally referring to the section 
at breast height and measured outside the bark. It is a measure of stand density, 
commonly expressed in square feet. 

Base saturation. The degree to which material having cation-exchange properties is 
saturated with exchangeable bases (sum of Ca, Mg, Na, and K), expressed as a 
percentage of the total cation-exchange capacity. 
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Bedding plane. A planar or nearly planar bedding surface that visibly separates each 
successive layer of stratified sediment or rock (of the same or different lithology) 
from the preceding or following layer; a plane of deposition. It commonly marks 
a change in the circumstances of deposition and may show a parting, a color 
difference, a change in particle size, or various combinations of these. The term is 
commonly applied to any bedding surface, even one that is conspicuously bent or 
deformed by folding. 

Bedding system. A drainage system made by plowing, grading, or otherwise shaping 
the surface of a flat field. It consists of a series of low ridges separated by shallow, 
parallel dead furrows. 

Bedrock. The solid rock that underlies the soil and other unconsolidated material or 
that is exposed at the surface. 

Bench terrace. A raised, level or nearly level strip of earth constructed on or nearly 
on a contour, supported by a barrier of rocks or similar material, and designed to 
make the soil suitable for tillage and to prevent accelerated erosion. 

Bottom land. An informal term loosely applied to various portions of a flood plain. 

Boulders. Rock fragments larger than 2 feet (60 centimeters) in diameter. 

Breast height. An average height of 4.5 feet above the ground surface; the point on a 
tree where diameter measurements are ordinarily taken. 

Brush management. Use of mechanical, chemical, or biological methods to make 
conditions favorable for reseeding or to reduce or eliminate competition from 
woody vegetation and thus allow understory grasses and forbs to recover. Brush 
management increases forage production and thus reduces the hazard of erosion. 
It can improve the habitat for some species of wildlife. 

Calcareous soil. A soil containing enough calcium carbonate (commonly combined 
with magnesium carbonate) to effervesce visibly when treated with cold, dilute 
hydrochloric acid. 

Canopy. The leafy crown of trees or shrubs. (See Crown.) 

Capillary water. Water held as a film around soil particles and in tiny spaces between 
particles. Surface tension is the adhesive force that holds capillary water in the 
soil. 

Catena. A sequence, or “chain,” of soils on a landscape that formed in similar kinds 
of parent material and under similar climatic conditions but that have different 
characteristics as a result of differences in relief and drainage. 

Cation. An ion carrying a positive charge of electricity. The common soil cations are 
calcium, potassium, magnesium, sodium, and hydrogen. 

Cation-exchange capacity. The total amount of exchangeable cations that can be 
held by the soil, expressed in terms of milliequivalents per 100 grams of soil at 
neutrality (pH 7.0) or at some other stated pH value. The term, as applied to soils, 
is synonymous with base-exchange capacity but is more precise in meaning. 

Chemical treatment. Control of unwanted vegetation through the use of chemicals. 

Chiseling. Tillage with an implement having one or more soil-penetrating points that 
shatter or loosen hard, compacted layers to a depth below normal plow depth. 

Clay. As a soil separate, the mineral soil particles less than 0.002 millimeter in 
diameter. As a soil textural class, soil material that is 40 percent or more clay, less 
than 45 percent sand, and less than 40 percent silt. 

Clay depletions. See Redoximorphic features. 

Claypan. A dense, compact, slowly permeable subsoil layer that contains much more 
clay than the overlying materials, from which it is separated by a sharply defined 
boundary. A claypan is commonly hard when dry and plastic and sticky when wet. 

Climax plant community. The stabilized plant community on a particular site. The 
plant cover reproduces itself and does not change so long as the environment 
remains the same. 

Coarse textured soil. Sand or loamy sand. 
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Cobble (or cobblestone). A rounded or partly rounded fragment of rock 3 to 10 
inches (7.6 to 25 centimeters) in diameter. 

Cobbly soil material. Material that has 15 to 35 percent, by volume, rounded or 
partially rounded rock fragments 3 to 10 inches (7.6 to 25 centimeters) in diameter. 
Very cobbly soil material has 35 to 60 percent of these rock fragments, and 
extremely cobbly soil material has more than 60 percent. 

Complex slope. Irregular or variable slope. Planning or establishing terraces, 
diversions, and other water-control structures on a complex slope is difficult. 

Complex, soil. A map unit of two or more kinds of soil or miscellaneous areas in 
such an intricate pattern or so small in area that it is not practical to map them 
separately at the selected scale of mapping. The pattern and proportion of the 
soils or miscellaneous areas are somewhat similar in all areas. 

Concretions. See Redoximorphic features. 

Conservation cropping system. Growing crops in combination with needed cultural 
and management practices. In a good conservation cropping system, the soil- 
improving crops and practices more than offset the effects of the soil-depleting 
crops and practices. Cropping systems are needed on all tilled soils. Soil- 
improving practices in a conservation cropping system include the use of rotations 
that contain grasses and legumes and the return of crop residue to the soil. Other 
practices include the use of green manure crops of grasses and legumes, proper 
tillage, adequate fertilization, and weed and pest control. 

Conservation tillage. A tillage system that does not invert the soil and that leaves a 
protective amount of crop residue on the surface throughout the year. 

Consistence, soil. Refers to the degree of cohesion and adhesion of soil material 
and its resistance to deformation when ruptured. Consistence includes resistance 
of soil material to rupture and to penetration; plasticity, toughness, and stickiness 
of puddled soil material; and the manner in which the soil material behaves when 
subject to compression. Terms describing consistence are defined in the “Soil 
Survey Manual.” 

Contour stripcropping. Growing crops in strips that follow the contour. Strips of grass 
or close-growing crops are alternated with strips of clean-tilled crops or summer 
fallow. 

Control section. The part of the soil on which classification is based. The thickness 
varies among different kinds of soil, but for many it is that part of the soil profile 
between depths of 10 inches and 40 or 80 inches. 

Corrosion (geomorphology). A process of erosion whereby rocks and soil are 
removed or worn away by natural chemical processes, especially by the solvent 
action of running water, but also by other reactions, such as hydrolysis, hydration, 
carbonation, and oxidation. 

Corrosion (soil survey interpretations). Soil-induced electrochemical or chemical 
action that dissolves or weakens concrete or uncoated steel. 

Cover crop. A close-growing crop grown primarily to improve and protect the soil 
between periods of regular crop production, or a crop grown between trees and 
vines in orchards and vineyards. 

Crop residue management. Returning crop residue to the soil, which helps to 
maintain soil structure, organic matter content, and fertility and helps to control 
erosion. 

Cropping system. Growing crops according to a planned system of rotation and 
management practices. 

Cross-slope farming. Deliberately conducting farming operations on sloping farmland 
in such a way that tillage is across the general slope. 

Crown. The upper part of a tree or shrub, including the living branches and their 
foliage. 
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Culmination of the mean annual increment (CMAI). The average annual increase 
per acre in the volume of a stand. Computed by dividing the total volume of the 
stand by its age. As the stand increases in age, the mean annual increment 
continues to increase until mortality begins to reduce the rate of increase. The 
point where the stand reaches its maximum annual rate of growth is called the 
culmination of the mean annual increment. 

Cutbanks cave (in tables). The walls of excavations tend to cave in or slough. 

Deferred grazing. Postponing grazing or resting grazing land for a prescribed period. 

Delta. A body of alluvium having a surface that is fan shaped and nearly flat; deposited 
at or near the mouth of a river or stream where it enters a body of relatively quiet 
water, generally a sea or lake. 

Depression. Any relatively sunken part of the earth's surface; especially a low-lying 
area surrounded by higher ground. A closed depression has no natural outlet for 
surface drainage (e.g. a sinkhole). An open depression has a natural outlet for 
surface drainage. 

Depth, soil. Generally, the thickness of the soil over bedrock. Very deep soils are 
more than 60 inches deep over bedrock; deep soils, 40 to 60 inches; moderately 
deep, 20 to 40 inches; shallow, 10 to 20 inches; and very shallow, less than 10 
inches. 

Dip slope. A slope of the land surface, roughly determined by and approximately 
conforming to the dip of the underlying bedrock. 

Diversion (or diversion terrace). A ridge of earth, generally a terrace, built to protect 
downslope areas by diverting runoff from its natural course. 

Drainage class (natural). Refers to the frequency and duration of wet periods 
under conditions similar to those under which the soil formed. Alterations of the 
water regime by human activities, either through drainage or irrigation, are not a 
consideration unless they have significantly changed the morphology of the soil. 
Seven classes of natural soil drainage are recognized—excessively drained, 
somewhat excessively drained, well drained, moderately well drained, somewhat 
poorly drained, poorly drained, and very poorly drained. These classes are defined 
in the “Soil Survey Manual." 

Drainage, surface. Runoff, or surface flow of water, from an area. 

Ecological site. An area where climate, soil, and relief are sufficiently uniform to 
produce a distinct natural plant community. An ecological site is the product of 
all the environmental factors responsible for its development. It is typified by an 
association of species that differ from those on other ecological sites in kind and/or 
proportion of species or in total production. 

Eluviation. The movement of material in true solution or colloidal suspension from 
one place to another within the soil. Soil horizons that have lost material through 
eluviation are eluvial; those that have received material are illuvial. 

Eolian deposit. Sand-, silt-, or clay-sized clastic material transported and deposited 
primarily by wind, commonly in the form of a dune or a sheet of sand or loess. 
Ephemeral stream. A stream, or reach of a stream, that flows only in direct response 
to precipitation. It receives no long-continued supply from melting snow or other 

source, and its channel is above the water table at all times. 

Erosion. The wearing away of the land surface by water, wind, ice, or other geologic 
agents and by such processes as gravitational creep. 

Erosion (geologic). Erosion caused by geologic processes acting over long 
geologic periods and resulting in the wearing away of mountains and the 
building up of such landscape features as flood plains and coastal plains. 
Synonym: natural erosion. 

Erosion (accelerated). Erosion much more rapid than geologic erosion, mainly as 
a result of human or animal activities or of a catastrophe in nature, such as a 
fire, that exposes the surface. 
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Escarpment. A relatively continuous and steep slope or cliff breaking the general 
continuity of more gently sloping land surfaces and resulting from erosion 
or faulting. Most commonly applied to cliffs produced by differential erosion. 
Synonym: scarp. 

Fallow. Cropland left idle in order to restore productivity through accumulation of 
moisture. Summer fallow is common in regions of limited rainfall where cereal 
grain is grown. The soil is tilled for at least one growing season for weed control 
and decomposition of plant residue. 

Fertility, soil. The quality that enables a soil to provide plant nutrients, in adequate 
amounts and in proper balance, for the growth of specified plants when light, 
moisture, temperature, tilth, and other growth factors are favorable. 

Fibric soil material (peat). The least decomposed of all organic soil material. Peat 
contains a large amount of well preserved fiber that is readily identifiable according 
to botanical origin. Peat has the lowest bulk density and the highest water content 
at saturation of all organic soil material. 

Field moisture capacity. The moisture content of a soil, expressed as a percentage 
of the ovendry weight, after the gravitational, or free, water has drained away; 
the field moisture content 2 or 3 days after a soaking rain; also called normal field 
capacity, normal moisture capacity, or capillary capacity. 

Fill slope. A sloping surface consisting of excavated soil material from a road cut. It 
commonly is on the downhill side of the road. 

Fine textured soil. Sandy clay, silty clay, or clay. 

First bottom. An obsolete, informal term loosely applied to the lowest flood-plain steps 
that are subject to regular flooding. 

Flaggy soil material. Material that has, by volume, 15 to 35 percent flagstones. Very 
flaggy soil material has 35 to 60 percent flagstones, and extremely flaggy soil 
material has more than 60 percent flagstones. 

Flagstone. A thin fragment of sandstone, limestone, slate, shale, or (rarely) schist 6 to 
15 inches (15 to 38 centimeters) long. 

Flat. An informal, generic term for a level or nearly level surface or small area of land 
marked by little or no local relief. 

Flatwoods. Broad, low-gradient, low-relief interstream areas characterized by 
nonhydric, poorly drained soils that are naturally forested by pines and have 
an understory dominated by saw palmetto. Flatwoods are slightly above 
minor depressions that have a seasonal water table at or above the surface, 
drainageways, and heads of drains and are below better drained and slightly 
higher small rises or Knolls. 

Flood plain. The nearly level plain that borders a stream and is subject to flooding 
unless protected artificially. 

Fluvial. Of or pertaining to rivers or streams; produced by stream or river action. 

Fluviomarine deposit. Stratified materials (clay, silt, sand, or gravel) formed by 
both marine and fluvial processes, resulting from nontidal sea level fluctuations, 
subsidence, and/or stream migration (i.e. materials originally deposited in a 
nearshore environment and subsequently reworked by fluvial processes as sea 
level fell). 

Footslope. The concave surface at the base of a hillslope. A footslope is a transition 
zone between upslope sites of erosion and transport (shoulders and backslopes) 
and downslope sites of deposition (toeslopes). 

Forb. Any herbaceous plant not a grass or a sedge. 

Forest cover. All trees and other woody plants (underbrush) covering the ground ina 
forest. 

Forest type. A stand of trees similar in composition and development because of 
given physical and biological factors by which it may be differentiated from other 
stands. 
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Genesis, soil. The mode of origin of the soil. Refers especially to the processes or 
soil-forming factors responsible for the formation of the solum, or true soil, from the 
unconsolidated parent material. 

Gleyed soil. Soil that formed under poor drainage, resulting in the reduction of iron 
and other elements in the profile and in gray colors. 

Graded stripcropping. Growing crops in strips that grade toward a protected 
waterway. 

Grassed waterway. A natural or constructed waterway, typically broad and shallow, 
seeded to grass as protection against erosion. Conducts surface water away from 
cropland. 

Gravel. Rounded or angular fragments of rock as much as 3 inches (2 millimeters to 
7.6 centimeters) in diameter. An individual piece is a pebble. 

Gravelly soil material. Material that has 15 to 35 percent, by volume, rounded or 
angular rock fragments, not prominently flattened, as much as 3 inches (7.6 
centimeters) in diameter. 

Green manure crop (agronomy). A soil-improving crop grown to be plowed under in 
an early stage of maturity or soon after maturity. 

Ground water. Water filling all the unblocked pores of the material below the water 
table. 

Gully. A small channel with steep sides caused by erosion and cut in unconsolidated 
materials by concentrated but intermittent flow of water. The distinction between a 
gully and a rill is one of depth. A gully generally is an obstacle to farm machinery 
and is too deep to be obliterated by ordinary tillage; a rill is of lesser depth and can 
be smoothed over by ordinary tillage. 

Hard bedrock. Bedrock that cannot be excavated except by blasting or by the use of 
special equipment that is not commonly used in construction. 

Hardpan. A hardened or cemented soil horizon, or layer. The soil material is sandy, 
loamy, or clayey and is cemented by iron oxide, silica, calcium carbonate, or other 
substance. 

Hemic soil material (mucky peat). Organic soil material intermediate in degree 
of decomposition between the less decomposed fibric material and the more 
decomposed sapric material. 

High-residue crops. Such crops as small grain and corn used for grain. If properly 
managed, residue from these crops can be used to control erosion until the next 
crop in the rotation is established. These crops return large amounts of organic 
matter to the soil. 

Hill. A generic term for an elevated area of the land surface, rising as much as 1,000 
feet above surrounding lowlands, commonly of limited summit area and having a 
well defined outline. Slopes are generally more than 15 percent. The distinction 
between a hill and a mountain is arbitrary and may depend on local usage. 

Hillslope. A generic term for the steeper part of a hill between its summit and the 
drainage line, valley flat, or depression floor at the base of a hill. 

Horizon, soil. A layer of soil, approximately parallel to the surface, having distinct 
characteristics produced by soil-forming processes. In the identification of 
soil horizons, an uppercase letter represents the major horizons. Numbers or 
lowercase letters that follow represent subdivisions of the major horizons. An 
explanation of the subdivisions is given in the “Soil Survey Manual.” The major 
horizons of mineral soil are as follows: 

O horizon.—An organic layer of fresh and decaying plant residue. 

L horizon.—A layer of organic and mineral limnic materials, including coprogenous 
earth (Sedimentary peat), diatomaceous earth, and marl. 

A horizon.—The mineral horizon at or near the surface in which an accumulation 
of humified organic matter is mixed with the mineral material. Also, a plowed 
surface horizon, most of which was originally part of a B horizon. 
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E horizon.—The mineral horizon in which the main feature is loss of silicate clay, 
iron, aluminum, or some combination of these. 

B horizon.—The mineral horizon below an A horizon. The B horizon is in part 
a layer of transition from the overlying A to the underlying C horizon. The 
B horizon also has distinctive characteristics, such as (1) accumulation of 
clay, sesquioxides, humus, or a combination of these; (2) prismatic or blocky 
structure; (3) redder or browner colors than those in the A horizon; or (4) a 
combination of these. 

C horizon.—The mineral horizon or layer, excluding indurated bedrock, that is little 
affected by soil-forming processes and does not have the properties typical 
of the overlying soil material. The material of a C horizon may be either like or 
unlike that in which the solum formed. If the material is known to differ from that 
in the solum, an Arabic numeral, commonly a 2, precedes the letter C. 

Cr horizon.—Soft, consolidated bedrock beneath the soil. 

R layer.—Consolidated bedrock beneath the soil. The bedrock commonly 
underlies a C horizon, but it can be directly below an A or a B horizon. 

Humus. The well decomposed, more or less stable part of the organic matter in 
mineral soils. 

Hydrologic soil groups. Refers to soils grouped according to their runoff potential. 
The soil properties that influence this potential are those that affect the minimum 
rate of water infiltration on a bare soil during periods after prolonged wetting when 
the soil is not frozen. These properties are depth to a seasonal high water table, 
the infiltration rate and permeability after prolonged wetting, and depth to a very 
slowly permeable layer. The slope and the kind of plant cover are not considered 
but are separate factors in predicting runoff. 

Illuviation. The movement of soil material from one horizon to another in the soil 
profile. Generally, material is removed from an upper horizon and deposited in a 
lower horizon. 

Increasers. Species in the climax vegetation that increase in amount as the more 
desirable plants are reduced by close grazing. Increasers commonly are the 
shorter plants and the less palatable to livestock. 

Infiltration. The downward entry of water into the immediate surface of soil or other 
material, as contrasted with percolation, which is movement of water through soil 
layers or material. 

Infiltration capacity. The maximum rate at which water can infiltrate into a soil under 
a given set of conditions. 

Infiltration rate. The rate at which water penetrates the surface of the soil at any 
given instant, usually expressed in inches per hour. The rate can be limited by the 
infiltration capacity of the soil or the rate at which water is applied at the surface. 

Intake rate. The average rate of water entering the soil under irrigation. Most soils have 
a fast initial rate; the rate decreases with application time. Therefore, intake rate for 
design purposes is not a constant but is a variable depending on the net irrigation 
application. The rate of water intake, in inches per hour, is expressed as follows: 


Less than OZR very low 
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Iron depletions. See Redoximorphic features. 
Irrigation. Application of water to soils to assist in production of crops. Methods of 
irrigation are: 
Basin.—Water is applied rapidly to nearly level plains surrounded by levees or 
dikes. 
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Border.—Water is applied at the upper end of a strip in which the lateral flow of 
water is controlled by small earth ridges called border dikes, or borders. 

Controlled flooding.—Water is released at intervals from closely spaced field 
ditches and distributed uniformly over the field. 

Corrugation.—Water is applied to small, closely spaced furrows or ditches in fields 
of close-growing crops or in orchards so that it flows in only one direction. 

Drip (or trickle).—Water is applied slowly and under low pressure to the surface of 
the soil or into the soil through such applicators as emitters, porous tubing, or 
perforated pipe. 

Furrow.—Water is applied in small ditches made by cultivation implements. 
Furrows are used for tree and row crops. 

Sprinkler.—Water is sprayed over the soil surface through pipes or nozzles from a 
pressure system. 

Subirrigation.—Water is applied in open ditches or tile lines until the water table is 
raised enough to wet the soil. 

Wild flooding.—Water, released at high points, is allowed to flow onto an area 
without controlled distribution. 

Karst (topography). A kind of topography that formed in limestone, gypsum, or other 
soluble rocks by dissolution and that is characterized by closed depressions, 
sinkholes, caves, and underground drainage. 

Knoll. A small, low, rounded hill rising above adjacent landforms. 

Ksat. Saturated hydraulic conductivity. (See Permeability.) 

Lamellae. Thin (less than 7.5 centimeters thick) illuvial horizons that have evidence of 
translocated clay and have more clay than overlying eluvial horizons. Sequences 
of lamellae can qualify as a cambic horizon if they have a combined thickness 
of more than 15 centimeters and are not sandy, or they can qualify as an argillic 
horizon if they have a combined thickness of more than 15 centimeters and the 
increase in content of clay is sufficiently large between the lamellae and eluvial 
horizons. 

Landslide. A general, encompassing term for most types of mass movement 
landforms and processes involving the downslope transport and outward 
deposition of soil and rock materials caused by gravitational forces; the movement 
may or may not involve saturated materials. The speed and distance of movement, 
as well as the amount of soil and rock material, vary greatly. 

Leaching. The removal of soluble material from soil or other material by percolating 
water. 

Linear extensibility. Refers to the change in length of an unconfined clod as moisture 
content is decreased from a moist to a dry state. Linear extensibility is used to 
determine the shrink-swell potential of soils. It is an expression of the volume 
change between the water content of the clod at 1/3- or '/4o-bar tension (33kPa or 
10kPa tension) and oven dryness. Volume change is influenced by the amount 
and type of clay minerals in the soil. The volume change is the percent change 
for the whole soil. If it is expressed as a fraction, the resulting value is COLE, 
coefficient of linear extensibility. 

Liquid limit. The moisture content at which the soil passes from a plastic to a liquid 
state. 

Loam. Soil material that is 7 to 27 percent clay particles, 28 to 50 percent silt particles, 
and less than 52 percent sand particles. 

Low strength. The soil is not strong enough to support loads. 

Marine terrace. A constructional coastal strip, sloping gently seaward, veneered by 
marine deposits (typically silt, sand, and fine gravel). 

Masses. See Redoximorphic features. 

Mechanical treatment. Use of mechanical equipment for seeding, brush 
management, and other management practices. 
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Medium textured soil. Very fine sandy loam, loam, silt loam, or silt. 

Mineral soil. Soil that is mainly mineral material and low in organic material. Its bulk 
density is more than that of organic soil. 

Minimum tillage. Only the tillage essential to crop production and prevention of soil 
damage. 

Miscellaneous area. A kind of map unit that has little or no natural soil and supports 
little or no vegetation. 

Moderately coarse textured soil. Coarse sandy loam, sandy loam, or fine sandy 
loam. 

Moderately fine textured soil. Clay loam, sandy clay loam, or silty clay loam. 

Morphology, soil. The physical makeup of the soil, including the texture, structure, 
porosity, consistence, color, and other physical, mineral, and biological properties 
of the various horizons, and the thickness and arrangement of those horizons in 
the soil profile. 

Mottling, soil. Irregular spots of different colors that vary in number and size. 
Descriptive terms are as follows: abundance—few, common, and many; size— 
fine, medium, and coarse; and contrast—faint, distinct, and prominent. The size 
measurements are of the diameter along the greatest dimension. Fine indicates 
less than 5 millimeters (about 0.2 inch); medium, from 5 to 15 millimeters (about 
0.2 to 0.6 inch); and coarse, more than 15 millimeters (about 0.6 inch). 

Muck. Dark, finely divided, well decomposed organic soil material. (See Sapric soil 
material.) 

Munsell notation. A designation of color by degrees of three simple variables—hue, 
value, and chroma. For example, a notation of 10YR 6/4 is a color with hue of 
10YR, value of 6, and chroma of 4. 

Neutral soil. A soil having a pH value of 6.6 to 7.3. (See Reaction, soil.) 

Nodules. See Redoximorphic features. 

Nose slope (geomorphology). A geomorphic component of hills consisting of the 
projecting end (laterally convex area) of a hillside. The overland waterflow is 
predominantly divergent. Nose slopes consist dominantly of colluvium and slope- 
wash sediments (for example, slope alluvium). 

Nutrient, plant. Any element taken in by a plant essential to its growth. Plant nutrients 
are mainly nitrogen, phosphorus, potassium, calcium, magnesium, sulfur, iron, 
manganese, copper, boron, and zinc obtained from the soil and carbon, hydrogen, 
and oxygen obtained from the air and water. 

Organic matter. Plant and animal residue in the soil in various stages of decomposition. 
The content of organic matter in the surface layer is described as follows: 

VEY IOWA less than 0.5 percent 


Mo TTE 0.5 to 1.0 percent 
Moderately low....................... eene 1.0 to 2.0 percent 


Moderate... eie n 2.0 to 4.0 percent 
دی ا0 اط‎ ena aE ا‎ RE 4.0 to 8.0 percent 
Vety:hlgh.. ancien more than 8.0 percent 


Pan. A compact, dense layer in a soil that impedes the movement of water and the 
growth of roots. For example, hardpan, fragipan, claypan, plowpan, and traffic pan. 

Parent material. The unconsolidated organic and mineral material in which soil forms. 

Peat. Unconsolidated material, largely undecomposed organic matter, that has 
accumulated under excess moisture. (See Fibric soil material.) 

Ped. An individual natural soil aggregate, such as a granule, a prism, or a block. 

Pedon. The smallest volume that can be called “a soil." A pedon is three dimensional 
and large enough to permit study of all horizons. Its area ranges from about 10 to 
100 square feet (1 square meter to 10 square meters), depending on the variability 
of the soil. 

Percolation. The movement of water through the soil. 
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Permeability. The quality of the soil that enables water or air to move downward 
through the profile. The rate at which a saturated soil transmits water is accepted 
as a measure of this quality. In soil physics, the rate is referred to as “saturated 
hydraulic conductivity,” which is defined in the “Soil Survey Manual.” In line with 
conventional usage in the engineering profession and with traditional usage in 
published soil surveys, this rate of flow continues to be expressed as “permeability.” 
Terms describing permeability, measured in inches per hour, are as follows: 


3 0 0 5 ۃ‎ 9“, 9> 00 less than 0.0015 inch 
Very slow یپوی‎ 0.0015 to 0.06 inch 
SIOW می یس سی ریم یہ نی سیک‎ 0.06 to 0.2 inch 
Moderately 81610۸۷ تن‎ 0.2 to 0.6 inch 
Moderate ites nne میمت‎ 0.6 inch to 2.0 inches 
Moderately rapid........................ sss... 2.0 to 6.0 inches 
RAPIST ga adah aE کرت‎ 6.0 to 20 inches 
Very =| 0) (0  پٹیییپ..)پ‎ anana more than 20 inches 


pH value. A numerical designation of acidity and alkalinity in soil. (See Reaction, soil.) 

Plastic limit. The moisture content at which a soil changes from semisolid to plastic. 

Plasticity index. The numerical difference between the liquid limit and the plastic limit; 
the range of moisture content within which the soil remains plastic. 

Plowpan. A compacted layer formed in the soil directly below the plowed layer. 

Ponding. Standing water on soils in closed depressions. Unless the soils are artificially 
drained, the water can be removed only by percolation or evapotranspiration. 

Poorly graded. Refers to a coarse grained soil or soil material consisting mainly of 
particles of nearly the same size. Because there is little difference in size of the 
particles, density can be increased only slightly by compaction. 

Pore linings. See Redoximorphic features. 

Potential native plant community. See Climax plant community. 

Potential rooting depth (effective rooting depth). Depth to which roots could 
penetrate if the content of moisture in the soil were adequate. The soil has no 
properties restricting the penetration of roots to this depth. 

Prescribed burning. Deliberately burning an area for specific management purposes, 
under the appropriate conditions of weather and soil moisture and at the proper 
time of day. 

Productivity, soil. The capability of a soil for producing a specified plant or sequence 
of plants under specific management. 

Profile, soil. A vertical section of the soil extending through all its horizons and into the 
parent material. 

Reaction, soil. A measure of acidity or alkalinity of a soil, expressed as pH values. 

A soil that tests to pH 7.0 is described as precisely neutral in reaction because it 
is neither acid nor alkaline. The degrees of acidity or alkalinity, expressed as pH 


values, are: 
Ultra acid sasae روید کروی وی وص‎ less than 3.5 
Extremely acidi... conet 3.5 to 4.4 
Very strongly acid ..... eeen 4.5 to 5.0 
Strongly'acid... crescent e een ec 5.1 to 5.5 
Moderately acid ............................ sss 5.6 to 6.0 
Slightly acid... te Seb 6.1 to 6.5 
Neutral... etienne an 6.6 to 7.3 
Slightly alkaline............................. sss: 7.4 to 7.8 
Moderately alkaline ............................ esses 7.9 to 8.4 
Strongly alkaline مصوصم٘سیسئیںىہٛ می‎ 8.5 to 9.0 
Very strongly alkaline.................................. 9.1 and higher 


Redoximorphic concentrations. See Redoximorphic features. 

Redoximorphic depletions. See Redoximorphic features. 

Redoximorphic features. Redoximorphic features are associated with wetness 
and result from alternating periods of reduction and oxidation of iron and 
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manganese compounds in the soil. Reduction occurs during saturation with 
water, and oxidation occurs when the soil is not saturated. Characteristic color 
patterns are created by these processes. The reduced iron and manganese ions 
may be removed from a soil if vertical or lateral fluxes of water occur, in which 
case there is no iron or manganese precipitation in that soil. Wherever the iron 
and manganese are oxidized and precipitated, they form either soft masses or 
hard concretions or nodules. Movement of iron and manganese as a result of 
redoximorphic processes in a soil may result in redoximorphic features that are 
defined as follows: 


1. Redoximorphic concentrations.—These are zones of apparent accumulation of 
iron-manganese oxides, including: 

A. Nodules and concretions, which are cemented bodies that can be removed 
from the soil intact. Concretions are distinguished from nodules on the basis of 
internal organization. A concretion typically has concentric layers that are visible 
to the naked eye. Nodules do not have visible organized internal structure; and 

B. Masses, which are noncemented concentrations of substances within the 
soil matrix; and 

C. Pore linings, i.e., zones of accumulation along pores that may be either 
coatings on pore surfaces or impregnations from the matrix adjacent to the 
pores. 

2. Redoximorphic depletions.—These are zones of low chroma (chromas less than 
those in the matrix) where either iron-manganese oxides alone or both iron- 
manganese oxides and clay have been stripped out, including: 

A. Iron depletions, i.e., zones that contain low amounts of iron and 
manganese oxides but have a clay content similar to that of the adjacent matrix; 
and 

B. Clay depletions, i.e., zones that contain low amounts of iron, manganese, 
and clay (often referred to as silt coatings or skeletans). 

3. Reduced matrix.—This is a soil matrix that has low chroma in situ but 
undergoes a change in hue or chroma within 30 minutes after the soil material 
has been exposed to air. 


Reduced matrix. See Redoximorphic features. 

Relief. The relative difference in elevation between the upland summits and the 
lowlands or valleys of a given region. 

Residuum (residual soil material). Unconsolidated, weathered or partly weathered 
mineral material that accumulated as bedrock disintegrated in place. 

Ridge. A long, narrow elevation of the land surface, typically having a sharp crest and 
steep sides and forming an extended upland between valleys. 

Rill. A very small, steep-sided channel resulting from erosion and cut in 
unconsolidated materials by concentrated but intermittent flow of water. A rill 
generally is not an obstacle to wheeled vehicles and is shallow enough to be 
smoothed over by ordinary tillage. 

Rise. A geomorphic component of flat plains consisting of a slightly elevated but low, 
broad area with low slope gradients (1 to 3 percent slopes). Typically, soils on a 
rise are better drained than those on the surrounding lower area. 

Riser. The vertical or steep side slope (e.g., escarpment) of terraces, flood-plain 
steps, or other stepped landforms; commonly a recurring part of a series of 
natural, steplike landforms, such as successive stream terraces. 

Road cut. A sloping surface produced by mechanical means during road construction. 
It is commonly on the uphill side of the road. 

Rock fragments. Rock or mineral fragments having a diameter of 2 millimeters or 
more; for example, pebbles, cobbles, stones, and boulders. 

Root zone. The part of the soil that can be penetrated by plant roots. 
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Runoff. The precipitation discharged into stream channels from an area. The water 
that flows off the surface of the land without sinking into the soil is called surface 
runoff. Water that enters the soil before reaching surface streams is called ground- 
water runoff or seepage flow from ground water. 

Saline soil. A soil containing soluble salts in an amount that impairs growth of plants. 
A saline soil does not contain excess exchangeable sodium. 

Sand. As a soil separate, individual rock or mineral fragments from 0.05 millimeter to 
2.0 millimeters in diameter. Most sand grains consist of quartz. As a soil textural 
class, a soil that is 85 percent or more sand and not more than 10 percent clay. 

Sandstone. Sedimentary rock containing dominantly sand-sized particles. 

Sapric soil material (muck). The most highly decomposed of all organic soil material. 
Muck has the least amount of plant fiber, the highest bulk density, and the lowest 
water content at saturation of all organic soil material. 

Saturated hydraulic conductivity (Ksat). See Permeability. 

Saturation. Wetness characterized by zero or positive pressure of the soil water. 
Under conditions of saturation, the water will flow from the soil matrix into an 
unlined auger hole. 

Sedimentary rock. A consolidated deposit of clastic particles, chemical precipitates, 
or organic remains accumulated at or near the surface of the earth under 
normal low temperature and pressure conditions. Sedimentary rocks include 
consolidated equivalents of alluvium, colluvium, drift, and eolian, lacustrine, and 
marine deposits. Examples are sandstone, siltstone, mudstone, claystone, shale, 
conglomerate, limestone, dolomite, and coal. 

Seep. An area, generally small, where water flows out slowly at the land surface. Flow 
rates are too small for seeps to be considered as springs, but reflow and/or lateral 
subsurface flow keeps the surface soil or near-surface soil saturated during dry 
periods. 

Seepage (in tables) . The movement of water through the soil. Seepage adversely 
affects the specified use. 

Series, soil. A group of soils that have profiles that are almost alike. All the soils 
of a given series have horizons that are similar in composition, thickness, and 
arrangement. 

Sheet erosion. The removal of a fairly uniform layer of soil material from the land 
surface by the action of rainfall and surface runoff. 

Shoulder. The convex, erosional surface near the top of a hillslope. A shoulder is a 
transition from summit to backslope. 

Shrink-swell (in tables). The shrinking of soil when dry and the swelling when wet. 
Shrinking and swelling can damage roads, dams, building foundations, and other 
structures. It can also damage plant roots. 

Side slope (geomorphology). A geomorphic component of hills consisting of a laterally 
planar area of a hillside. The overland waterflow is predominantly parallel. Side 
slopes are dominantly colluvium and slope-wash sediments. 

Silica. A combination of silicon and oxygen. The mineral form is called quartz. 

Silt. As a soil separate, individual mineral particles that range in diameter from the 
upper limit of clay (0.002 millimeter) to the lower limit of very fine sand (0.05 
millimeter). As a soil textural class, soil that is 80 percent or more silt and less than 
12 percent clay. 

Similar soils. Soils that share limits of diagnostic criteria, behave and perform 
in a similar manner, and have similar conservation needs or management 
requirements for the major land uses in the survey area. 

Sinkhole. A closed, circular or elliptical depression, commonly funnel shaped, 
characterized by subsurface drainage and formed either by dissolution of the 
surface of underlying bedrock (e.g., limestone, gypsum, or salt) or by collapse of 
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underlying caves within bedrock. Complexes of sinkholes in carbonate-rock terrain 
are the main components of karst topography. 

Site index. A designation of the quality of a forest site based on the height of the 
dominant stand at an arbitrarily chosen age. For example, if the average height 
attained by dominant and codominant trees in a fully stocked stand at the age of 
50 years is 75 feet, the site index is 75. 

Slickensides (pedogenic). Grooved, striated, and/or glossy (shiny) slip faces on 
structural peds, such as wedges; produced by shrink-swell processes, most 
commonly in soils that have a high content of expansive clays. 

Slope. The inclination of the land surface from the horizontal. Percentage of slope is 
the vertical distance divided by horizontal distance, then multiplied by 100. Thus, 
a slope of 20 percent is a drop of 20 feet in 100 feet of horizontal distance. In this 
survey, classes for simple slopes are as follows: 


bevele A ENT IE ESAMI 0 to 2 percent 
Gently sloping ...................... sss 2 to 5 percent 
Moderately sloping............................ سس‎ 5 to 8 percent 
Strongly sloping 0تت‎ 8 to 15 percent 
Moderately steep „eeen 15 to 25 percent 
kil 25 to 45 percent 
Very steep.............raaerana nana na anane 45 percent and higher 


Level ا سی ما ا اص‎ ge Nada a taunt 0 to 2 percent 
۰ 0 077 2 to 5 percent 
Undulating. s... rtt aoe 5 to 8 percent 
Rolling: icit recette eren 8 to 15 percent 
Hilly P —M—Á( 15 to 25 percent 
Steep cce sciente ep ce tees 25 to 45 percent 
وت‎ 7:7287 45 percent and higher 


Soft bedrock. Bedrock that can be excavated with trenching machines, backhoes, 
small rippers, and other equipment commonly used in construction. 

Soil. A natural, three-dimensional body at the earth’s surface. It is capable of 
supporting plants and has properties resulting from the integrated effect of climate 
and living matter acting on earthy parent material, as conditioned by relief and by 
the passage of time. 

Soil separates. Mineral particles less than 2 millimeters in equivalent diameter and 
ranging between specified size limits. The names and sizes, in millimeters, of 
separates recognized in the United States are as follows: 


Very coarse sand... 2.0 to 1.0 
Coarse Sand. تمہ‎ dere reote 1.0 to 0.5 
Medium sand 00ص77‎ 0.5 to 0.25 
Fine Sandis nitet eee tied aa 0.25 to 0.10 
Very fine sand “میں‎ 0.10 to 0.05 
Sil سا وت ون‎ itt RO ere andes 0.05 to 0.002 
لا‎ EUER less than 0.002 


Solum. The upper part of a soil profile, above the C horizon, in which the processes 
of soil formation are active. The solum in soil consists of the A, E, and B horizons. 
Generally, the characteristics of the material in these horizons are unlike those of 
the material below the solum. The living roots and plant and animal activities are 
largely confined to the solum. 

Stones. Rock fragments 10 to 24 inches (25 to 60 centimeters) in diameter if rounded 
or 15 to 24 inches (38 to 60 centimeters) in length if flat. 

Stony. Refers to a soil containing stones in numbers that interfere with or prevent 
tillage. 

Stream terrace. One of a series of platforms in a stream valley, flanking and more or 
less parallel to the stream channel, originally formed near the level of the stream; 
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represents the remnants of an abandoned flood plain, stream bed, or valley floor 
produced during a former state of fluvial erosion or deposition. 

Stripcropping. Growing crops in a systematic arrangement of strips or bands that 
provide vegetative barriers to wind erosion and water erosion. 

Structure, soil. The arrangement of primary soil particles into compound particles or 
aggregates. The principal forms of soil structure are—platy (laminated), prismatic 
(vertical axis of aggregates longer than horizontal), columnar (prisms with rounded 
tops), blocky (angular or subangular), and granular. Structureless soils are either 
single grained (each grain by itself, as in dune sand) or massive (the particles 
adhering without any regular cleavage, as in many hardpans). 

Stubble mulch. Stubble or other crop residue left on the soil or partly worked into the 
soil. It protects the soil from wind erosion and water erosion after harvest, during 
preparation of a seedbed for the next crop, and during the early growing period of 
the new crop. 

Subsoil. Technically, the B horizon; roughly, the part of the solum below plow depth. 

Subsoiling. Tilling a soil below normal plow depth, ordinarily to shatter a hardpan or 
claypan. 

Substratum. The part of the soil below the solum. 

Subsurface layer. Any surface soil horizon (A, E, AB, or EB) below the surface layer. 

Summer fallow. The tillage of uncropped land during the summer to control weeds 
and allow storage of moisture in the soil for the growth of a later crop. A practice 
common in semiarid regions, where annual precipitation is not enough to produce 
a crop every year. Summer fallow is frequently practiced before planting winter 
grain. 

Surface layer. The soil ordinarily moved in tillage, or its equivalent in uncultivated soil, 
ranging in depth from 4 to 10 inches (10 to 25 centimeters). Frequently designated 
as the “plow layer,” or the “Ap horizon.” 

Surface soil. The A, E, AB, and EB horizons, considered collectively. It includes all 
subdivisions of these horizons. 

Terrace (conservation). An embankment, or ridge, constructed across sloping soils on 
the contour or at a slight angle to the contour. The terrace intercepts surface runoff 
so that water soaks into the soil or flows slowly to a prepared outlet. A terrace in a 
field generally is built so that the field can be farmed. A terrace intended mainly for 
drainage has a deep channel that is maintained in permanent sod. 

Terrace (geomorphology). A steplike surface, bordering a valley floor or shoreline, 
that represents the former position of a flood plain, lake, or seashore. The term 
is usually applied both to the relatively flat summit surface (tread) that was cut or 
built by stream or wave action and to the steeper descending slope (scarp or riser) 
that has graded to a lower base level of erosion. 

Texture, soil. The relative proportions of sand, silt, and clay particles in a mass of soil. 
The basic textural classes, in order of increasing proportion of fine particles, are 
sand, loamy sand, sandy loam, loam, silt loam, silt, sandy clay loam, clay loam, 
silty clay loam, sandy clay, silty clay, and clay. The sand, loamy sand, and sandy 
loam classes may be further divided by specifying "coarse," "fine," or "very fine." 

Tilth, soil. The physical condition of the soil as related to tillage, seedbed preparation, 
seedling emergence, and root penetration. 

Toeslope. The gently inclined surface at the base of a hillslope. Toeslopes in profile 
are commonly gentle and linear and are constructional surfaces forming the lower 
part of a hillslope continuum that grades to valley or closed-depression floors. 

Topsoil. The upper part of the soil, which is the most favorable material for plant 
growth. It is ordinarily rich in organic matter and is used to topdress roadbanks, 
lawns, and land affected by mining. 

Trace elements. Chemical elements, for example, zinc, cobalt, manganese, copper, 
and iron, in soils in extremely small amounts. They are essential to plant growth. 
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Upland. An informal, general term for the higher ground of a region, in contrast with a 
low-lying adjacent area, such as a valley or plain, or for land at a higher elevation 
than the flood plain or low stream terrace; land above the footslope zone of the 
hillslope continuum. 

Variegation. Refers to patterns of contrasting colors assumed to be inherited from the 
parent material rather than to be the result of poor drainage. 

Water bars. Smooth, shallow ditches or depressional areas that are excavated at an 
angle across a sloping road. They are used to reduce the downward velocity of 
water and divert it off and away from the road surface. Water bars can easily be 
driven over if constructed properly. 

Weathering. All physical disintegration, chemical decomposition, and biologically 
induced changes in rocks or other deposits at or near the earth’s surface by 
atmospheric or biologic agents or by circulating surface waters but involving 
essentially no transport of the altered material. 

Well graded. Refers to soil material consisting of coarse grained particles that are well 
distributed over a wide range in size or diameter. Such soil normally can be easily 
increased in density and bearing properties by compaction. Contrasts with poorly 
graded soil. 

Wilting point (or permanent wilting point). The moisture content of soil, on an 
ovendry basis, at which a plant (specifically a sunflower) wilts so much that it does 
not recover when placed in a humid, dark chamber. 

Windthrow. The uprooting and tipping over of trees by the wind. 
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Table 1.--Temperature and Precipitation 


[Recorded in the period 1971-2000 at Quincy, Florida] 


Temperature 


Precipitation 


2 years in 


2 years in 10|Average| 


| 
| 
| 
| | | | 
Month | 10 will have-- |Average | | will have-- | number | 
| | | | number | Avg. | | of | Average 
| Average | Average | Average | Max. | Min. | of | | | | days |snowfall 
| daily | daily | | temp. | temp. | growing| | Less | More | with 
| maximum | minimum | | higher | lower | degree | |than--|than--| 0.10 | 
| | | | than-- | than-- | days* | | | | inch 
| | | | | | | | | | | 
| °F | °F | °F | °F | °F | Units | In | In | In | | In 
| | | | | | | | | | | 
January----| 62.2 | 40.0 | 51.1 | 80 | 17 | 144 | 5.71 | 3.02] 8.05| 7 | 0.0 
February---| 65.8 | 42.2 | 54.0 | 83 | 19 | 175 | 4.54 | 2.52] 6.37] 5 | 0.1 
March------ | 72.1]| 48.4 | 60.2 | 86 | 27 | 332 | 6.00 | 3.34] 8.34] 6 | 0.0 
April------ | 78.2 | 53.4 | 65.8 | 90 | 36 | 474 | 3.63 | 0.99] 5.65| 4 | 0.0 
May-------- | 85.1 | 61.7 | 73.4 | 95 | 45 | 717 | 4.80 | 1.53] 7.89| 5 | 0.0 
June------- | 89.6 | 68.5 | 79.0 | 98 | 57 | 866 | 5.65 | 3.03] 8.18] 8 | 0.0 
July------- | 90.9 | 71.0 | 80.9 | 99 | 64 | 950 | 6.73 | 4.17] 9.38] 10 | 0.0 
August - - - - - | 90.1 | 70.6 | 80.4 | 98 | 63 | 923 | 5.42 | 3.09] 7.45] 9 | 0.0 
September--| 87.4 | 67.0 | 77.2 | 95 | 53 | 796 | 3.75 | 1.33] 6.07| 6 | 0.0 
October----| 79.9 | 56.6 | 68.2 | 91 | 38 | 558 | 3.31 | 0.73] 5.78] 3 | 0.0 
November---| 71.8 | 48.9 | 60.4 | 85 | 28 | 327 | 3.48 | 1.44] 4.96] 4 | 0.0 
December---| 64.7 | 42.5 | 53.6 | 81 | 21 | 187 | 3.64] 2.07] 5.23| 5 | 0.0 
| | | | | | | | | | | 
Yearly: | | | | | | | | | | | 
Average--| 78.2 | 55.9 | 67.0 | --- | --- | --- | --- | --- | --- | --- | --- 
Extreme--| 102 | 0 | --- | 100 | 14 | --- | --- | --- | --- | c | --- 
Total----| --- | --- | --- | --- | --- | 6,448 | 56.66 | 40.61| 68.72| 72 | 0.1 
| | | | | | | | | | | 
| | | | | | | | | | | 


* A growing degree day is a unit of heat available for plant growth. It can be calculated by 
adding the maximum and minimum daily temperatures, dividing the sum by 2, and subtracting the 
temperature below which growth is minimal for the principal crops in the area (50 degrees F). 
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Soil Survey of Gadsden County, Florida 


Table 2.--Freeze Dates in Spring and Fall 


[Recorded in the period 1971-2000 at Quincy, Florida] 


| 
| Temperature 
Probability | 
| 24 °F | 28 °F | 32 °F 
| or lower | or lower | or lower 
| | | 
| | | 
Last freezing | | | 
temperature | | | 
in spring: | | | 
| | | 
1 year in 10 | | | 
later than-- | Feb. 28 | Mar. 12 | Mar. 19 
| | | 
2 years in 10 | | | 
later than-- | Feb. 19 | Mar. 4 | Mar. 13 
| | | 
5 years in 10 | | | 
later than-- | Jan. 28 | Feb. 17 | Mar. 1 
| | | 
First freezing | | | 
temperature | | | 
in fall: | | | 
| | | 
1 year in 10 | | | 
earlier than-- | Dec. 6 | Nov. 16 | Nov. 3 
| | | 
2 years in 10 | | | 
earlier than-- | Dec. 21 | Nov. 28 | Nov. 10 
| | | 
5 years in 10 | | | 
earlier than-- | Jan. 23 | Dec. 21 | Nov. 24 
| | | 
| | | 
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Soil Survey of Gadsden County, Florida 


Table 3.--Growing Season 


[Recorded in the period 1971-2000 at Quincy, 


Florida] 

| "e 
| Daily minimum temperature 
| during growing season 

Probability | 
| Higher | Higher | Higher 
| than | than | than 
| 24 °F | 28°F | 32 °F 
| | | 
| Days | Days | Days 
| | | 

9 years in 10 | 296 | 256 | 244 
| | | 

8 years in 10 | 323 | 274 | 253 
| | | 

5 years in 10 | >365 | 309 | 269 
| | | 

2 years in 10 | >365 | 343 | 285 
| | | 

1 year in 10 | 2365 | 361 | 294 
| | | 
| | | 
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Soil Survey of Gadsden County, Florida 


Table 4.--Acreage and Proportionate Extent of the Soils 


۱ ۱ ۱ 
Map | Soil name | Acres |Percent 

symbol | | | 

۱ | | 

| | | 
2 JAlbany-Blanton complex, ٥ to 5 percent slopes----------------------------- | 7,955 | 2.4 
3 |Albany-Ousley-Pelham complex, © to 5 percent slopes, occasionally flooded- | 2,360 | 0.7 
5 |Blanton sand, 0 to 5 percent slopes--------------------------------------- | 1,230 | 0.4 
6 [Blanton sand, 5 to 8 percent slopes--------------------------------------- | 3,320 | 1.0 
9 |Bonifay-Alpin complex, © to 5 percent slopes------------------------------ | 11,140 | 3.3 
10 |Bonifay-Albany-Centenary complex, © to 5 percent slopes------------------- | 4,715 | 1.4 
11 | Troup-Bonifay-Fuquay complex, 8 to 15 percent slopes---------------------- | 3,555 | 1.1 
12 |Bonneau-Leefield-Norfolk complex, © to 5 percent slopes------------------- | 1,310 | 0.4 
14 |Cowarts-Dothan-Fuquay complex, 5 to 8 percent slopes---------------------- | 3,330 | 1.0 
16 |Cowarts-Nankin complex, 8 to 15 percent slopes---------------------------- | 1,920 | 0.6 
18 |Dothan-Fuquay complex, © to 2 percent slopes------------------------------ | 1,590 | 0.5 
19 |Dothan-Fuquay complex, 2 to 5 percent slopes------------------------------ | 13,385 | 4.0 
21 |Dothan-Fuquay-Cowarts complex, 8 to 15 percent slopes--------------------- | 9,525 | 2.8 
23 | Fuquay-Lucy-Orangeburg complex, © to 5 percent slopes--------------------- | 10,095 | 3.0 
24 |Fuquay-Bonifay complex, 5 to 15 percent slopes---------------------------- | 6,630 | 2.0 
27 |Goldsboro loamy fine sand, © to 2 percent slopes-------------------------- | 390 | 0.1 
28 |Goldsboro loamy fine sand, 2 to 5 percent slopes-------------------------- | 1,300 | 0.4 
29 |Grady fine sandy loam, depressional--------------------------------------- | 1,050 | 0.3 
30 |Lakeland sand, © to 5 percent slopes-------------------------------------- | 13,840 | 4.1 
31 |Lakeland sand, 5 to 15 percent slopes------------------------------------- | 1,790 | 0.5 
32 | Leefield-Bonifay-Dothan complex, © to 5 percent slopes-------------------- | 8,290 | 2.5 
33 |Leon-Chipley complex---------------------------------- eee - مم می میں‎ eee eee ee | 1,530 | 0.5 
35 |Lucy-Troup complex, 8 to 15 percent slopes-------------------------------- | 510 | 0.2 
36 | Lucy-Orangeburg-Cowarts complex, 15 to 45 percent slopes------------------ | 13,410 | 4.0 
40 |Cowarts-Dothan-Fuquay complex, 15 to 60 percent slopes-------------------- | 7,550 | 2.2 
41 |Norfolk loamy fine sand, © to 2 percent slopes---------------------------- | 960 | 0.3 
42 [Norfolk loamy fine sand, 2 to 5 percent slopes---------------------------- | 2,640 | 0.8 
43 |Ocilla sand, © to 5 percent slopes---------------------------------------- | 890 | 0.3 
45 |Orangeburg loamy sand, © to 2 percent slopes------------------------------ | 3,690 | 1.1 
46 |Orangeburg loamy sand, 2 to 5 percent slopes------------------------------ | 19,395 | 5.7 
47 | Orangeburg-Norfolk-Tifton complex, 5 to 8 percent slopes------------------ | 13,990 | 4.1 
48 | Fuquay -Orangeburg-Norfolk complex, 8 to 15 percent slopes----------------- | 2,410 | 0.7 
49 |Orangeburg-Norfolk complex, 2 to 5 percent slopes------------------------- | 4,810 | 1.4 
51 |Plummer sand, 0 to 5 percent slopes--------------------------------------- | 4,490 | 1.3 
52 |Rains fine sandy loam----------------------------------------------------- | 1,070 | 0.3 
58 |Tifton loamy fine sand, 2 to 5 percent slopes----------------------------- | 2,820 | 0.8 
59 | Troup-Lakeland-Lucy complex, 2 to 8 percent slopes------------------------ | 2,305 | 0.7 

60 |Troup sand, 8 to 15 percent slopes---------------------------------------- | 60 | 
61 | Troup-Nankin complex, 5 to 8 percent slopes------------------------------- | 550 | 0.2 
63 |Troup-Nankin complex, 15 to 45 percent slopes----------------------------- | 4,550 | 1.3 
65 |Udorthents, reclaimed---------------------------------------------- eee an | 7,220 | 2.1 
66 |Pickney, Dorovan, and Bibb soils, frequently flooded---------------------- | 43,845 | 3.0 
69 | Lucy-Bonifay-Orangeburg complex, 5 to 8 percent slopes-------------------- | 7,690 | 2.3 
71 |Cowarts-Nankin complex, 2 to 5 percent slopes----------------------------- | 2,220 | 0.7 
72 |Goldsboro-Ocilla complex, 5 to 8 percent slopes--------------------------- | 580 | 0.2 
73 |Norfolk loamy fine sand, 5 to 8 percent slopes---------------------------- | 820 | 0.2 
77 |Bonifay-Fuquay complex, 0 to 5 percent slopes----------------------------- | 7,910 | 2.3 
78 |Chipley, Leon, and Foxworth soils, ٥ to 5 percent slopes------------------ | 1,810 | 0.5 
79 |Hurricane and Chipley soils, 0 to 3 percent slopes------------------------ | 2,730 | 0.8 
80 |Foxworth-Lakeland complex, 0 to 5 percent slopes-------------------------- | 3,320 | 1.0 
82 |Chipley-Foxworth complex, © to 5 percent slopes--------------------------- | 2,280 | 0.7 
83 |Foxworth-Lakeland complex, 5 to 15 percent slopes------------------------- | 3,450 | 1.0 
85 |Bonifay-Leon-Chipley complex, © to 5 percent slopes----------------------- | 360 | 0.1 
86 |Leon, Clara, and Pickney soils, commonly flooded-------------------------- | 1,270 | 0.4 
87 [Ousley, Rutlege, and Pickney soils, commonly flooded---------------------- | 1,320 | 0.4 
88 |Rutlege, Bibb, and Surrency soils, frequently flooded--------------------- | 9,290 | 2.7 
89 |Bibb-Rains-Garcon complex, occasionally flooded--------------------------- | 3,640 | 1.1 
90 |Hosford and Plummer mucky sands, 2 to 12 percent slopes------------------- | 780 | 0.2 
91 = [ PitS------------ ہہ اہ ہم ہد یر‎ en nn ا ا ا ا ا ا ا ا ا دع ما ا ا ا رد یر‎ nee | 460 | 0.1 
92 |Telogia sandy loam, 2 to 5 percent slopes--------------------------------- | 1,580 | 0.5 
93 |Foxworth-Blanton-Chipley complex, © to 5 percent slopes------------------- | 3,360 | 1.0 

۱ 


* See footnote at end of table. 
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Soil Survey of Gadsden County, Florida 


Table 4.--Acreage and Proportionate Extent of the Soils--Continued 


| | | 
Map | Soil name | Acres |Percent 

symbol | | | 

| | | 

| | | 
94 |Albany-Garcon-Bibb complex, © to 5 percent slopes, occasionally flooded--- | 2,130 | 0.6 
96 |Pelham sand, © to 5 percent slopes---------------------------------------- | 410 | 0.1 
97 |Eunola, Garcon, and Ousley soils, occasionally flooded-------------------- | 1,940 | 0.6 
98 |Rutlege and Plummer soils, depressional----------------------------------- | 460 | 0.1 
99 =|Water---------- = ہے دع ما یر اع دع ہا ا اع‎ ee eee eee eee | 8,775 | 2.6 
101 |Albany-Ocilla-Chipley complex, 0 to 5 percent slopes---------------------- | 4,220 | 1.2 
104 |Urban land-Orangeburg-Norfolk complex, 2 to 5 percent slopes-------------- | 850 | 0.3 
105 |Urban land-Orangeburg-Norfolk complex, 5 to 8 percent slopes-------------- | 400 | 0.1 
106 |Plummer-Leon-Sapelo complex----------------------------------------------- | 870 | 0.3 
107 |Fuquay-Bonifay complex, © to 5 percent slopes----------------------------- | 4,640 | 1.4 
108 |Troup-Lakeland complex, 15 to 45 percent slopes--------------------------- | 710 | 0.2 
109 |Dothan-Cowarts-Fuquay complex, 15 to 60 percent slopes-------------------- | 1,720 | 0.5 
113 |Leefield fine sand, 0 to 5 percent slopes--------------------------------- | 2,660 | 0.8 
115 |Faceville loamy fine sand, 2 to 5 percent slopes-------------------------- | 490 | 0.1 

116 |Faceville loamy fine sand, 5 to 8 percent slopes-------------------------- | 40 | 7 
117 |Cowarts-Hosford complex, 8 to 45 percent slopes--------------------------- | 2,955 | 0.9 
118 |Cowarts-Nankin complex, 15 to 45 percent slopes--------------------------- | 2,420 | 0.7 
119 |Wahee and Ochlockonee soils, © to 3 percent slopes, occasionally flooded-- | 75 | X 

120 [Hardin Heights-Telogia complex, 5 to 45 percent slopes-------------------- | 50 | 

۱ ۱ | 
Total ---------------------- 2 nn een و وت وت‎ u ۱ 338,100 | 100.0 

۱ 


* Less than 0.1 percent. 
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Table 5.--Land Capability and Yields per Acre of Crops and Pasture 


[Yields are those that can be expected under a high level of management. They are for nonirrigated 
areas. Absence of a yield indicates that the soil is not suited to the crop or the crop 
generally is not grown on the soil] 


| | | | | | 
Map symbol | Land | Bahiagrass | Corn | Soybeans | Tobacco |Watermelons 
and soil name | capability | | | | 
| | | | | | 
| | AUM | Bu | Bu | Lbs | Tons 

| | | | | | 

2: | | 6.5 | 65 | 25 | 2,100 | --- 
Albany------------------ | 3e | | | | | 
Blanton----------------- | 3s | | | | | 
| | | | | | 

3: | | 6.5 | 65 | 25 | 2,100 | --- 
Albany------------------ | 3e | | | | | 
Ousley------------------ | 3w | | | | | 
Pelham- ----------------- | 5w | | | | | 
| | | | | | 

5: | | 6.5 | 60 | 25 | 2,000 | 12 
Blanton----------------- | 3s | | | | | 
| | | | | | 

6: | | 6.5 | 50 | 20 | 1,700 | 10 
Blanton----------------- | 4s | | | | | 
| | | | | | 

9: | | 7.2 | 50 | 24 | --- | --- 
Bonifay----------------- | 3s | | | | | 
Alpin------------------- | 4s | | | | | 
| | | | | | 

10: | | 7.2 | 50 | 24 | --- | --- 
Bonifay----------------- | 35 | | | | | 
Albany------------------ | 3e | | | | | 
Centenary--------------- | 3s | | | | | 
| | | | | | 

11: | | 5 | an | iom | ane | دج‎ 
Troup------------------- | 6s | | | | | 
Bonifay----------------- | 6s | | | | | 
Fuquay- ----------------- | 4s | | | | | 
| | | | | | 

12: | | 8 | 85 | 30 | 2,600 | --- 
Bonneau----------------- | 2s | | | | | 
Leefield---------------- | 2w | | | | | 
Norfolk----------------- | 2e | | | | | 
| | | | | | 

14: | | سے‎ | uia | 25 | ہی‎ | ia 
Cowarts----------------- | 4e | | | | | 
Dothan- ----------------- | 3e | | | | | 
Fuquay - ----------------- | 3s | | | | | 
| | | | | | 

16: | | sas | ssa | zas | uiuo | sas 
CowartS----------------- | 6e | | | | | 
Nankin- ----------------- | 4e | | | | | 
| | | | | | 

18: | | 9 | 120 | 40 | --- | --- 
Dothan------------------ | 1 | | | | | 
Fuquay- ----------------- | 2s | | | | | 
| | | | | | 

19: | | 9 | 120 | 35 | --- | --- 
Dothan------------------ | 2e | | | | | 
رد سے‎ [| 2s | | | | | 
| | | | | | 

21: | | 6 | 80 | 25 | --- | --- 
Dothan- ----------------- | 4e | | | | | 
Fuquay ------------------ | 4s | | | | | 
Cowarts----------------- | 6e | | | | | 
| | | | | 
۱ ۱ ۱ l ۱ 


213 


Table 5.--Land Capability and Yields per Acre of Crops and Pasture--Continued 


Soil Survey of Gadsden County, Florida 


| | | | | | 
Map symbol | Land | Bahiagrass | Corn | Soybeans | Tobacco |Watermelons 
and soil name | capability | | | | | 
۱ ۱ ۱ | | | 
| | AUM | Bu | Bu | Lbs | Tons 

| | | | | | 

23: | | --- | --- | 30 | 2,400 | --- 
Fuquay - -------------- | 2s | | | l | 
Lucy wee eee | 2s | | | | | 
Orangeburg----------- | 2e | | l | l 
۱ ۱ ۱ ۱ ۱ ۱ 

24: | | پان‎ | MEE, 25 مک‎ Ee ie 
Fuquay--------------- | 45 | | | | | 
Bonifay-------------- | 6s | | | | l 
| | | | | | 

27: | | --- |] 5 | 45 A Ju sees 
Goldsboro------------ | 2w | | | | | 
| | | | | | 

28: | | = | 5 | 20 HE EP NEG: 
Goldsboro------------ | 2e | | | | | 
۱ ۱ ۱ ۱ | | 

29: | | nk | وت‎ | 2x | a ۱ s 
Grady---------------- | 5۷ | | | | | 
| | | | | | 

30: | | 7 | 55 | 28 [. 2X0 99 co m 
Lakeland------------- | 3s | | | | l 
۱ ۱ ۱ ۱ ۱ | 

31: | | 6.5 | --- | -- | e] 
Lakeland------------- | 6s | | | | | 
| | | | | | 

32: | | 8 | 85 | --- | 2,300 | --- 
Leefield------------- | 2w | | | | l 
Bonifay-------------- | 3s | | | | | 
Dothan--------------- | 2e | | | l | 
۱ ۱ ۱ ۱ ۱ ۱ 

33: | | 7.5 | 50 | تسد‎ | E | ka 
Leon----------------- | 4w | | | | | 
Chipley-------------- | 3s | | | | l 
۱ ۱ ۱ ۱ | | 

35: | | 7.5 a --- | -- | e] 
Lucy----------------- | 4s | | | | | 
Troup---------------- | 6s | | | | | 
۱ ۱ ۱ | | | 

36: | | n | ne | cy | vu | zu 
Lucy n | 7S | | | | | 
Orangeburg----------- | 76 | | | | | 
Cowarts-------------- | 7e | | | | | 
| | | | | | 

40: | | mS | سے‎ | T | سے | سح‎ 
Cowarts-------------- | 7e | | | | l 
Dothan--------------- | 7e | | | | | 
Fuquay --------------- | 75 | | | | | 
| | | | | | 

جم گا 20 | 0 ]| --- | | :41 
Norfolk-------------- | 1 | | | | |‏ 
| | | | | | 

42: | | --- | 0 | 35 ا‎ 2900 Gk. وا‎ 
Norfolk-------------- | 2e | | | | l 
۱ ۱ ۱ ۱ ۱ ۱ 

43: | | 7.5 | 75 | 35 ML LM ECC 
Ocilla--------------- | 3w | | | | | 
| | | | | | 

45: | | 8.5 | 120 | 45 | 2,400 | --- 
Orangeburg- -------- - - | 1 | | | | l 
۱ ۱ | | | | 

46: | | 8.5 | 120 | 45 | 2,400 | --- 
Orangeburg- ---------- | 2e | | | | | 
۱ ۱ ۱ ۱ ۱ 
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Table 5.--Land Capability and Yields per Acre of Crops and Pasture--Continued 


Soil Survey of Gadsden County, Florida 


| | | | | | 
Map symbol | Land | Bahiagrass | Corn | Soybeans | Tobacco |Watermelons 
and soil name | capability | | | | | 
| | | | | | 
| | AUM | Bu | Bu | Lbs | Tons 

| | | | | | 

47: | | 8 | 95 | 35 HE C 
Orangeburg----------- | 3e | | | | l 
Norfolk-------------- l 3e | | | | | 
Tifton--------------- | 3e | | | | | 
| | | | | | 

48: | | kk | s | g | nt | zs 
Fuquay--------------- | 45 | | | | | 
Orangeburg----------- | 4e | | | | | 
Norfolk-------------- | 4e | | | | | 
| | | | | | 

49: | | 8.5 | 120 | 45 | 2,400 | --- 
Orangeburg----------- | 2e | | | | l 
Norfolk-------------- | 2e | | | | | 
| | | | | | 

51: | | << | ses | Sse | e: | m 
Plummer-------------- | 4w | | | | l 
| | | | | | 

52: | | 6.5 | - | "e ا رہد ا‎ 
Rains---------------- | 4w | | | | | 
| | | | | | 

58: | | 8.5 | 115 | 46 [t ٠۰28091 WK Sees 
Tifton--------------- | 2e | | | | | 
۱ | | | | | 

59: | | 7 | 55 | 22 | ses | Ss 
Troup---------------- | 45 | | | | | 
Lakeland------------- | 4s | | | | l 
Lucy wee eee | 3s | | | | | 
| | | | | | 

60: | | 5 | san | کے | کی‎ | nies 
Troup---------------- | 6s | | | | | 
| | | | | | 

61: | | 7 | 55 | 22 | niin | uis 
Troup---------------- | 45 | | | | | 
Nankin--------------- | 3e | | | | | 
| | | | | | 

63: | | 5 | Aa | eee | ka | re 
Troup---------------- | 7s | | | | | 
Nankin--------------- | 7e | | | | | 
| | | | | | 
65: | | | | | l 
Udorthents, reclaimed. | | | | | | 
| | | | | | 

66: | | st | جس‎ | kaka | جس | جو‎ 
Pickney-------------- | 6w | | | | l 
Dorovan-------------- | 7w | | | | | 
Bibb- ماب عم‎ im kahanan | 5w | | | | | 
۱ | | | | | 

69: | | 8.5 | 70 | 25 | --- |- --- 
Lucy eee ee eee رد‎ | 3s | | | | | 
Bonifay-------------- | 4s | | | | l 
Orangeburg- ---------- | 3e | | | | l 
| | | | | | 

71: | | vem | کے‎ | 35 | ges | ees 
Cowarts-------------- | 3e | | | | l 
Nankin--------------- | 2e | | | | | 
| | | | | | 

72: | | --- | 5 | ae ۴:2909 1ار‎ ces 
Goldsboro------------ | 3e | | | | | 
Ocilla--------------- | 3w | | | | | 
| | | | | | 

73: | | *w uu 90 | 38 ic ca a ار‎ S 
Norfolk-------------- | 3e | | | | l 
۱ ۱ ۱ ۱ ۱ 
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Table 5.--Land Capability and Yields per Acre of Crops and Pasture--Continued 


Soil Survey of Gadsden County, Florida 


| | | | | | 
Map symbol | Land | Bahiagrass | Corn | Soybeans | Tobacco |Watermelons 
and soil name | capability | | | | 
| | | | | | 
| | AUM | Bu | Bu | Lbs | Tons 

| | | | | | 

77: | | 7.20 | 50 | 24 | $e IW ases 
Bonifay-------------- | 3s | | | | | 
Fuquay--------------- | 2s | | | | | 
| | | | | | 

78: | | 7.5 | 50 | 20 | 2,000 | 5 
Chipley-------------- | 3s | | | | | 
Leon----------------- | 4w | | | | | 
Foxworth------------- | 3s | | | | | 
| | | | | | 

79: | | 7 | جوم‎ ul 28 | تہ‎ M Ext 
Hurricane------------ | 3w | | | | | 
Chipley-------------- | 3s | | | | | 
| | | | | | 

80: | | 7.5 | = | sas y sea ر٦‎ z 
Foxworth------------- | 3s | | | | | 
Lakeland------------- | 3s | | | | | 
| | | | | | 

82: | | 7.5 | 50 | 20 | 2,000 | 5 
Chipley-------------- | 3s | | | | | 
Foxworth------------- | 3s | | | | ۱ 
| | | | | | 

83: | | 6.5 | د‎ il S4 Gl oe: Ej 0 
Foxworth------------- | 6s | | | | | 
Lakeland------------- | 6s | | | | | 
| | | | | | 

85: | | 7.20 | 50 | 24 | و‎ | 272 
Bonifay-------------- | 3s | | | | | 
Leon----------------- | 4w | ۱ | | | 
Chipley-------------- | 3s | | | | | 
| | | | | | 

86: | | 7.5 | 50 | حم‎ | > | aa 
Leon----------------- | 4w | | | | | 
Clara-s-------2--2---- | 6w | | | | | 
Pickney-------------- | 6w | | | | | 
| | | | | | 

ax: | | 7.5 | 50 | 20 | d | ane 
Ousley--------------- | 3w | | | | | 
Rutlege-------------- | 6w | | | | | 
Pickney-------------- | 6w | | | | | 
| | | | | | 

88: | | Bee ا‎ aoe. cd | uo e xem 
Rutlege-------------- | 6w | | | | | 
Bibb----------------- | 5w | | | | | 
Surrency------------- | Sw | | | | | 
| | | | | | 

dg: | | --- | 110 | 75 | ag | Ser 
BIBÎ | 5w | | | | | 
Rains---------------- | 4w | | | | | 
Garcon--------------- | 2w | | | | | 
| | | | | | 

90: | | یہ‎ d pepe Cd x x DEP UD S 
Hosford-------------- | 5w | | | | | 
Plummer - ------------- | 4w | | | | | 
| | | | | | 
91: | | | | | | 
Pits. | | | | | | 
| | | | | | 

92: | | sem | se M eer -- d see c owes 
Telogia-------------- | 3e | | | | | 
| | | | | 
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Table 5.--Land Capability and Yields per Acre of Crops and Pasture--Continued 


Soil Survey of Gadsden County, Florida 


| | | | | | 
Map symbol | Land | Bahiagrass | Corn | Soybeans | Tobacco |Watermelons 
and soil name | capability | | | | | 
| | | | | | 
| | AUM | Bu | Bu | Lbs | Tons 
| | | | | | 
93: | | 6 | Pss | EST | = | یش‎ 
Foxworth------------- | 3s | | | | | 
Blanton-------------- | 3s | | | | | 
Chipley-------------- | 3s | | | | | 
| | | | | | 
94: | | 6.5 | 65 | 25 | 2,100 | --- 
Albany--------------- | 3e | | | | | 
Garcon--------------- | 2w | | | | | 
Bibb----------------- | 5w | | | | | 
| | | | | | 
96: | | سے‎ | a | $e | جج‎ | A 
Pelham--------------- | 4w | | | | | 
| | | | | | 
97: | | --- | 90 | 30 | --- | --- 
Eunola--------------- | 2w | | | | | 
Garcon--------------- | 2w | | | | | 
Ousley--------------- | 3w | | | | | 
| | | | | | 
98: | | sae | کے‎ | Lez | eT | m 
Rutlege, depressional---| 6w | | | | | 
Plummer, depressional--- | 6w | | | | | 
| | | | | | 
99: | | | | | | 
Water | | | | | | 
| | | | | | 
101: | | 6.5 | 65 | 25 | 2,100 | --- 
Albany--------------- | 3e | | | | | 
Ocilla--------------- | 3w | | | | | 
Chipley-------------- | 3s | | | | | 
| | | | | | 
104: | | sse | sem | ese | sais l sais 
Urban land----------- | --- | | | | 
Orangeburg----------- | 2e | | | | | 
Norfolk-------------- | 2e | | | | | 
| | | | | | 
105: | | Bex | Ims | Ber | xs | ikai 
Urban land----------- | --- | | | | 
Orangeburg----------- | 3e | | | | | 
Norfolk-------------- | 3e | | | | | 
| | | | | | 
106: | | == | as | Eus | vus | vss 
Plummer-------------- | 4w | | | | | 
Leon----------------- | 4w | | | | | 
Sapelo--------------- | 4w | | | | | 
| | | | | | 
107 | | a | e | دع | جن‎ | ak 
Fuquay- -------------- | 25 | | | | | 
Bonifay-------------- | 3s | | | | | 
| | | | | | 
108: | | get | zas l Sse l Sem | bia 
Troup---------------- | 7S | | | | | 
Lakeland------------- | 7s | | | | | 
| | | | | | 
109: | | -—-- | -- | - | e] o- 
Dothan--------------- | 7e | | | | | 
Cowarts-------------- | 7e | | | | | 
Fuquay-«----«-------- | 7s | | | | | 
| | | | | | 
113: | | em | ا‎ | $t | m | minim 
Leefield------------- | 2w | | | | | 
۱ ۱ ۱ ۱ l 
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Table 5.--Land Capability and Yields per Acre of Crops and Pasture--Continued 


Soil Survey of Gadsden County, Florida 


| | | | | | 
Map symbol | Land | Bahiagrass | Corn | Soybeans | Tobacco |Watermelons 
and soil name | capability | | | | | 
| | | | | | 
| | AUM | Bu | Bu | Lbs | Tons 
| | | | | | 
115: | | kah | ہے‎ | Ps | EISE | Hes 
Faceville------------ | 2e | | | | | 
| | | | | | 
116: | | EE | i | prs | ssr | nes 
Faceville------------ | 3e | | | | | 
| | | | | | 
117: | | pe | se | pum | Mew | جوم‎ 
Cowarts-------------- | 7e | | | | | 
Hosford-------------- | 5w | | | | | 
| | | | | | 
118: | | جس‎ | ae | aka | E | جج‎ 
Cowarts-------------- | 7e | | | | | 
Nankin- -------------- | 7e | | | | | 
| | | | | | 
119: | | iris | ses | ses | s | یں‎ 
Wahee---------------- | 4w | | | | | 
Ochlockonee---------- | 2w | | | | | 
۱ | | | | | 
120: | | 2 | ur | ka | شی‎ | ane 
Hardin Heights------- | 6e | | | | 
Telogia-------------- | 4e | | | | | 
| | | | | 
| ۱ ۱ ۱ ۱ 
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Soil Survey of Gadsden County, Florida 


Table 6a.--Agricultural Waste Management (Part 1) 


[The information in this table indicates the dominant soil condition but does 
not eliminate the need for onsite investigation. The numbers in the value 
columns range from 0.01 to 1.00. The larger the value, the greater the 
limitation. See text for further explanation of ratings in this table] 


| | | 
Map symbol |Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
junit | | 
| | Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
2: | | | | | 
Albany-------------- | 50 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering [1.00 
| | capacity | | capacity 
| | Depth to [0.99 | Depth to [0.99 
| | saturated zone | | saturated zone | 
| | Too acid [0.43 | Too acid [0.99 
| | Droughty [0.24 | Droughty [0.24 
۱ | | | | 
Blanton------------- | 38 |Very limited | |Very limited | 
| | Filtering [1.00 | Filtering [1.00 
| | capacity | | capacity 
| | Leaching [0.45 | Too acid [0.91 
| | Too acid [0.32 | 
| | | | | 
3: | | | | | 
Albany-------------- | 39 |Very limited | [Very limited | 
| | Filtering [1.00 | Filtering [1.00 
| | capacity | | capacity 
| | Depth to [0.99 | Flooding |1.00 
| | saturated zone | | Depth to [0.99 
| | Flooding [0.60 | saturated zone | 
| | Too acid [0.43 | Too acid [0.99 
| | Droughty [0.01 | Droughty [0.01 
| | | | | 
Ousley-------------- | 30 |Very limited | |Very limited | 
| | Filtering [1.00 | Filtering [1.00 
| | capacity | | capacity 
| | Ponding [1.00 | Ponding [1.00 
| | Droughty [0.96 | Flooding [1.00 
| | Depth to [0.95 | Too acid [0.99 
| | saturated zone | | Droughty [0.96 
| | Flooding [0.60 | | 
| | | | | 
Pelham-------------- | 16 |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Filtering [0.99 | Flooding [1.00 
| | capacity | | Too acid [1.00 
| | Too acid [0.73 | Filtering [0.99 
| | Leaching 10.70 | capacity 
| | Flooding [0.60 | | 
| | | | | 
5: | | | | | 
Blanton------------- | 80 |Very limited | |Very limited | 
| | Filtering [1.00 | Filtering [1.00 
| | capacity | | capacity 
| | Leaching [0.45 | Too acid [0.91 
| | Too acid [0.32 | 
۱ ۱ ۱ | | 
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Soil Survey of Gadsden County, Florida 


Table 6a.--Agricultural Waste Management (Part 1) --Continued 


| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
| unit | 
| | Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
6: | | | | | 
Blanton------------- | 85 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Leaching [0.45 | Too acid 10.91 
| | Too acid 10.32 | | 
| | | | | 
9: | | | | | 
Bonifay------------- | 52 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Leaching |0.45 | Too acid 10.77 
| | Slow water |0.41 | Slow water |0.31 
| | movement | | movement | 
| | Too acid 10.22 | | 
| | | | | 
Alpin--------------- | 38 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity 
| | Leaching 10.45 | Too acid 10.77 
| | Too acid |0.22 | Droughty |0.11 
| | Droughty 10.11 | | 
| | | | | 
10: | | | | | 
Bonifay------------- | 49 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Leaching [0.45 | Too acid 10.77 
| | Slow water |0.41 | Slow water |0.31 
| | movement | | movement | 
| | Too acid 10.22 | | 
| | | | | 
Albany-------------- | 25 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Depth to |0.99 | Depth to 9 
| | saturated zone | | saturated zone | 
| | Too acid |0.43 | Too acid 10.99 
| | Droughty |0.24 | Droughty 10.24 
| | | | | 
Centenary----------- | 20 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity 
| | Droughty [0.85 | Droughty 10.85 
| | Leaching |0.45 | Too acid 10.77 
| | Too acid 10.22 | | 
| | | | | 
11: | | | | | 
Troup--------------- | 35 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity 
| | Leaching 10.45 | Too acid 10.91 
| | Too acid |0.32 | Slope |0.16 
| | Slope 10.16 | | 
| | | | | 


220 


Soil Survey of Gadsden County, Florida 


Table 6a.--Agricultural Waste Management (Part 1) --Continued 


| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
| unit | 
| | Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
11: | | | | | 
Bonifay------------- | 30 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Leaching [0.45 | Too acid 10.77 
| | Slow water |0.41 | Slow water 10.31 
| | movement | | movement | 
| | Too acid |0.22 | Slope |0.16 
| | Slope 10.16 | | 
| | | | | 
Fuquay-------------- | 25 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity | 
| | Slow water |1.00 | Slow water |1.00 
| | movement | | movement | 
| | Too acid |0.32 | Too acid 10.91 
| | Slope |0.16 | Slope |0.16 
| | | | | 
12: | | | | | 
Bonneau------------- | 32 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity | 
| | Too acid [0.50 | Too acid 9 
| | Leaching 10.45 | 
| | Low adsorption 10.15 | | 
| | | | | 
Leefield------------ | 29 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity | 
| | Depth to |0.99 | Depth to 10.99 
| | saturated zone | | saturated zone | 
| | Slow water [0.50 | Too acid 10.91 
| | movement | | Slow water 7 
| | Too acid 10.32 | movement | 
| | Low adsorption 10.01 | | 
| | | | | 
Norfolk------------- | 27 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Too acid 10.62 | capacity | 
| | Low adsorption ۱٥١4١ | Low adsorption |0.11 
| | | | | 
14: | | | | | 
Cowarts------------- | 33 |Somewhat limited | |Somewhat limited | 
| | Slow water |0.75 | Too acid 10.99 
| | movement | | Slow water |0.61 
| | Too acid 10.50 | movement | 
| | Low adsorption |0.29 | Low adsorption 10.52 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | Filtering |0.01 | Filtering |0.01 
| | capacity | | capacity 
| | | | | 
Dothan-------------- | 30 |Somewhat limited | |Somewhat limited | 
| | Low adsorption |0.33 | Too acid 10.91 
| | Too acid ۱٥١32 | Low adsorption 10.13 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | Filtering |0.01 | Filtering 10.01 
| | capacity | | capacity 
۱ ۱ l | | 
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Soil Survey of Gadsden County, Florida 


Table 6a.--Agricultural Waste Management (Part 1) --Continued 


| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
| unit | 
| | Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
14: | | | | | 
Fuquay-------------- | 28 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Slow water |1.00 | Slow water |1.00 
| | movement | | movement | 
| | Too acid |0.32 | Too acid 10.91 
| | | | | 
16: | | | | | 
Cowarts------------- | 48 |Somewhat limited | |Somewhat limited | 
| | Slow water |0.75 | Too acid 10.99 
| | movement | | Slope 10.63 
| | Slope |0.63 | Slow water |0.61 
| | Too acid 10.50 | movement | 
| | Low adsorption [0.97 | Low adsorption 10.37 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | | | | 
Nankin-------------- | 49 |Somewhat limited | |Somewhat limited | 
| | Low adsorption [0.85 | Too acid 9 
| | Slope [0.63 | Low adsorption 10.88 
| | Slow water 10.50 | Slope 10.63 
| | movement | | Slow water 7 
| | Too acid 10.50 | movement | 
| | | | | 
18: | | | | | 
Dothan-------------- | 47 |Somewhat limited | |Somewhat limited | 
| | Too acid |0.32 | Too acid |0.91 
| | Low adsorption |0.24 | Low adsorption 10.03 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | Filtering |0.01 | Filtering 10.01 
| | capacity | | capacity 
| | | | | 
Fuquay-------------- | 41 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity | 
| | Slow water |1.00 | Slow water |1.00 
| | movement | | movement | 
| | Too acid |0.32 | Too acid 10.91 
l l | | | 
19: | | | | | 
Dothan-------------- | 49 |Somewhat limited | |Somewhat limited | 
| | Too acid |0.32 | Too acid |0.91 
| | Low adsorption |0.28 | Low adsorption 10.04 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | Filtering |0.01 | Filtering |0.01 
| | capacity | | capacity | 
| | | | | 
Fuquay-------------- | 39 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity | 
| | Slow water |1.00 | Slow water |1.00 
| | movement | | movement | 
| | Too acid |0.32 | Too acid |0.91 
| | Low adsorption 10.01 | | 
| | | | | 
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Soil Survey of Gadsden County, Florida 


Table 6a.--Agricultural Waste Management (Part 1) --Continued 


| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
| unit | 
| | Rating class and |Value| Rating class and  |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
21: | | | | | 
Dothan-------------- | 49 |Somewhat limited | |Somewhat limited | 
| | Slope [0.63 | Too acid 10.91 
| | Low adsorption |0.32 | Slope 10.63 
| | Too acid |0.32 | Low adsorption |0.12 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | Filtering |0.01 | Filtering |0.01 
| | capacity | | capacity | 
| | | | | 
Fuquay-------------- | 20 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity | 
| | Slow water |1.00 | Slow water |1.00 
| | movement | | movement | 
| | Slope |0.63 | Too acid 10.91 
| | Too acid |0.32 | Slope 10.63 
| | Low adsorption 10.07 | | 
| | | | | 
Cowarts------------- | 19 |Somewhat limited | |Somewhat limited | 
| | Slow water |0.75 | Too acid 10.99 
| | movement | | Slope 10.63 
| | Slope |0.63 | Slow water |0.61 
| | Too acid 10.50 | movement | 
| | Low adsorption |0.15 | Low adsorption 10.45 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | | | | 
23: | | | | | 
Fuquay-------------- | 49 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Slow water |1.00 | Slow water |1.00 
| | movement | | movement | 
| | Too acid |0.32 | Too acid 10.91 
l | | | | 
Lucy---------------- | 30 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 9 
| | capacity | | capacity | 
| | Leaching |0.45 | Too acid 10.67 
| | Too acid 10.18 | | 
| | Low adsorption 10.01 | | 
| | | | | 
Orangeburg---------- | 20 |Somewhat limited | |Somewhat limited | 
| | Low adsorption [0.50 | Too acid 10.91 
| | Too acid |0.32 | Low adsorption 10.03 
| | | | | 
24: | | | | | 
Fuquay-------------- | 55 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Slow water |1.00 | Slow water |1.00 
| | movement | | movement | 
| | Too acid |0.32 | Too acid 10.91 
| | Slope |0.16 | Slope |0.16 
| | | | | 
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Soil Survey of Gadsden County, Florida 


Table 6a.--Agricultural Waste Management (Part 1) --Continued 


| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
| unit | 
| | Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
24: | | | | | 
Bonifay------------- | 38 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Leaching [0.45 | Too acid 10.77 
| | Slow water |0.41 | Slow water 10.31 
| | movement | | movement | 
| | Too acid |0.22 | Slope |0.16 
| | Slope 10.16 | | 
| | | | | 
27: | | | | | 
Goldsboro----------- | 87 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Depth to 10.86 | capacity 
| | saturated zone | | Depth to 10.86 
| | Too acid 10.73 | saturated zone | 
| | Low adsorption 10.19 | | 
| | | | | 
28: | | | | | 
Goldsboro----------- | 91 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 9 
| | Depth to 10.86 | capacity 
| | saturated zone | | Depth to 10.86 
| | Too acid 10.73 | saturated zone | 
| | Low adsorption |0.23 | Low adsorption [0.01 
| | | | | 
29: | | | | | 
Grady--------------- | 85 |Very limited | |Very limited | 
| | Slow water |1.00 | Ponding |1.00 
| | movement | | Depth to |1.00 
| | Ponding 11.00 | saturated zone | 
| | Depth to |1.00 | Slow water |1.00 
| | saturated zone | | movement | 
| | Too acid |0.73 | Too acid |1.00 
| | Runoff ۱٥١4١ | Low adsorption 10.05 
| | | | | 
30: | | | | | 
Lakeland------------ | 89 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity | 
| | Droughty |0.72 | Too acid 10.91 
| | Leaching 10.45 | Droughty 10.72 
| | Too acid 10.32 | | 
| | | | | 
31: | | | | | 
Lakeland------------ | 90 |Somewhat limited | |Somewhat limited | 
| | Filtering |0.99 | Filtering 10.99 
| | capacity | | capacity 
| | Droughty |0.72 | Too acid 10.91 
| | Leaching 10.45 | Droughty 10.72 
| | Too acid |0.32 | Slope |0.16 
| | Slope 10.16 | | 
| | | | | 
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Soil Survey of Gadsden County, Florida 


Table 6a.--Agricultural Waste Management (Part 1) --Continued 


| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
Junit | 
| | Rating class and |Value| Rating class and  |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
32: | | | | | 
Leefield------------ | 44 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity 
| | Depth to |0.99 | Depth to 9 
| | saturated zone | | saturated zone | 
| | Slow water [0.50 | Too acid |0.91 
| | movement | | Slow water 10.37 
| | Too acid 10.32 | movement | 
| | Low adsorption 10.09 | | 
| | | | | 
Bonifay------------- | 26 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity | 
| | Leaching |0.45 | Too acid 10.77 
| | Slow water |0.41 | Slow water 10.31 
| | movement | | movement | 
| | Too acid 10.22 | | 
| | | | | 
Dothan-------------- | 23 |Somewhat limited | |Somewhat limited | 
| | Too acid |0.32 | Too acid 10.91 
| | Low adsorption |0.25 | Low adsorption 10.03 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | Filtering |0.01 | Filtering 10.01 
| | capacity | | capacity | 
| | | | | 
33: | | | | | 
Leon- --------------- | 48 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Filtering 10.99 | Filtering 9 
| | capacity | | capacity 
| | Leaching |0.70 | Too acid 10.99 
| | Droughty |0.67 | Droughty 10.67 
| | Too acid 10.43 | | 
| | | | | 
Chipley------------- | 42 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Depth to 10.86 | capacity | 
| | saturated zone | | Depth to 10.86 
| | Too acid 10.62 | saturated zone | 
| | Droughty |0.19 | Droughty 10.19 
l l l l l 
35: | | | | | 
Lucy---------------- | 45 |Somewhat limited | |Somewhat limited | 
| | Filtering |0.99 | Filtering 10.99 
| | capacity | | capacity | 
| | Slope [0.63 | Too acid 10.67 
| | Leaching 10.45 | Slope 10.63 
| | Too acid 10.18 | | 
| | Low adsorption 10.01 | | 
| | | | | 
Troup--------------- | 42 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity | 
| | Slope |0.63 | Too acid 10.91 
| | Leaching 10.45 | Slope 10.63 
| | Too acid 10.32 | | 
۱ l ۱ | | 
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Soil Survey of Gadsden County, Florida 


Table 6a.--Agricultural Waste Management (Part 1) --Continued 


| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
| unit | 
| | Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
36: | | | | | 
Lucy---------------- | 49 |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 
| | Filtering 10.99 | Filtering 9 
| | capacity | | capacity | 
| | Leaching 10.45 | Too acid 10.67 
| | Too acid 10.18 | | 
| | Low adsorption 10.05 | | 
| | | | | 
Orangeburg---------- | 21 |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 
| | Low adsorption [0.55 | Too acid 10.91 
| | Too acid |0.32 | Low adsorption 10.10 
| | | | | 
Cowarts------------- | 19 |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 
| | Slow water |0.75 | Too acid 10.99 
| | movement | | Slow water |0.61 
| | Too acid 10.50 | movement | 
| | Low adsorption |0.12 | Low adsorption 10.49 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | | | | 
40: | | | | | 
Cowarts------------- | 50 |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 
| | Slow water |0.75 | Too acid 9 
| | movement | | Slow water |0.61 
| | Too acid 10.50 | movement | 
| | Low adsorption |0.12 | Low adsorption 10.60 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | | | | 
Dothan-------------- | 25 |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 
| | Low adsorption |0.33 | Too acid 10.91 
| | Too acid |0.32 | Low adsorption 10.14 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | Filtering |0.01 | Filtering [0.01 
| | capacity | | Capacity | 
| | | | | 
Fuquay-------------- | 17 |Very limited | |Very limited | 
| | Too steep |1.00 | Filtering |1.00 
| | Filtering 11.00 | capacity 
| | capacity | | Too steep |1.00 
| | Slow water |1.00 | Slow water |1.00 
| | movement | | movement | 
| | Too acid |0.32 | Too acid 10.91 
| | Low adsorption 10.03 | | 
| | | | | 
41: | | | | | 
Norfolk------------- | 89 |Somewhat limited | |Very limited | 
| | Filtering [0.99 | Too acid |1.00 
| | Capacity | | Filtering 9 
| | Too acid 10.62 | capacity | 
| | Low adsorption 10.33 | Low adsorption 10.01 
l | | | | 
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Table 6a.--Agricultural Waste Management (Part 1) --Continued 


| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
| unit | 
| | Rating class and |Value| Rating class and  |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
42: | | | | | 
Norfolk----------- | 89 |Somewhat limited | |Very limited | 
| | Filtering [0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Too acid 10.62 | capacity | 
| | Low adsorption 10.48 | Low adsorption 10.09 
l l l l l 
43: | | | | | 
Ocilla------------ | 90 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Too acid [0.50 | Too acid 9 
| | | | | 
45: | | | | | 
Orangeburg-------- | 91 |Somewhat limited | |Somewhat limited | 
| | Low adsorption |0.33 | Too acid 10.91 
| | Too acid 10.32 | | 
| | | | | 
46: | | | | | 
Orangeburg-------- | 92 |Somewhat limited | |Somewhat limited | 
| | Low adsorption |0.42 | Too acid 10.91 
| | Too acid 10.32 | | 
| | | | | 
47: | | | | | 
Orangeburg-------- | 48 |Somewhat limited | |Somewhat limited | 
| | Low adsorption |0.48 | Too acid 10.91 
| | Too acid |0.32 | Low adsorption 10.02 
l | | | | 
Norfolk----------- | 19 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Too acid 10.62 | capacity | 
| | Low adsorption |0.43 | Low adsorption [0.11 
| | | | | 
Tifton------------ | 18 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity | 
| | Slow water [0.50 | Too acid 10.91 
| | movement | | Slow water 10.37 
| | Too acid 10.32 | movement | 
| | Low adsorption |0.19 | Low adsorption 10.06 
| | | | | 
48: | | | | | 
Fuquay------------ | 45 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity | 
| | Slow water |1.00 | Slow water |1.00 
| | movement | | movement | 
| | Too acid |0.32 | Too acid 10.91 
| | Slope |0.16 | Slope |0.16 
| | | | | 
Orangeburg-------- | 25 |Somewhat limited | |Somewhat limited | 
| | Low adsorption |0.53 | Too acid 10.91 
| | Too acid |0.32 | Slope |0.16 
| | Slope |0.16 | Low adsorption 10.07 
l l l | | 
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| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
Junit | 
| | Rating class and |Value| Rating class and  |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
48: | | | | | 
Norfolk----------- | 21 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Too acid 10.62 | capacity | 
| | Low adsorption |0.46 | Low adsorption 10.23 
| | Slope 10.04 | Slope 10.04 
| | | | | 
49: | | | | | 
Orangeburg-------- | 50 |Somewhat limited | |Somewhat limited | 
| | Low adsorption |0.40 | Too acid 10.91 
| | Too acid 10.32 | | 
| | | | | 
Norfolk----------- | 36 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 9 
| | Too acid 10.62 | capacity | 
| | Low adsorption |0.47 | Low adsorption 2 
| | | | | 
51: | | | | | 
Plummer----------- | 85 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Too acid 10.73 | capacity | 
| | Leaching 10.70 | 
| | | | | 
52: | | | | | 
Rains------------- | 86 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Leaching [0.50 | Too acid 9 
| | Too acid 10.43 | Filtering [0.01 
| | Filtering 10.01 | capacity 
| | capacity | | | 
| | | | | 
58: | | | | | 
Tifton------------ | 92 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 9 
| | capacity | | capacity | 
| | Slow water [0.50 | Too acid |0.91 
| | movement | | Slow water 7 
| | Too acid 10.32 | movement | 
| | Low adsorption |0.14 | Low adsorption |0.02 
| | | | | 
59: | | | | | 
Troup------------- | 50 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity 
| | Leaching 10.45 | Too acid 10.91 
| | Too acid 10.32 | | 
| | | | | 
Lakeland---------- | 21 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity 
| | Droughty |0.70 | Too acid 10.91 
| | Leaching 10.45 | Droughty 10.70 
| | Too acid 10.32 | | 
| | | | | 
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| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
| unit | 
| | Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
59: | | | | | 
Lucy---------------- | 16 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 9 
| | capacity | | capacity 
| | Leaching |0.45 | Too acid 10.67 
| | Too acid 10.18 | | 
| | | | | 
60: | | | | | 
Troup--------------- | 85 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity 
| | Slope |0.63 | Too acid 10.91 
| | Leaching 10.45 | Slope 10.63 
| | Too acid 10.32 | | 
| | | | | 
61: | | | | | 
Troup--------------- | 48 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 9 
| | capacity | | capacity 
| | Leaching 10.45 | Too acid |0.91 
| | Too acid 10.32 | | 
| | | | | 
Nankin-------------- | 37 |Somewhat limited | |Somewhat limited | 
| | Low adsorption [0.83 | Too acid 9 
| | Slow water [0.50 | Low adsorption 10.83 
| | movement | | Slow water 7 
| | Too acid 10.50 | movement | 
| | | | | 
63: | | | | | 
Troup--------------- | 50 |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 
| | Filtering 10.99 | Filtering 9 
| | capacity | | capacity 
| | Leaching 10.45 | Too acid 10.91 
| | Too acid 10.32 | | 
| | | | | 
Nankin-------------- | 35 |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 
| | Low adsorption [0.85 | Too acid 9 
| | Slow water [0.50 | Low adsorption 10.88 
| | movement | | Slow water 10.37 
| | Too acid 10.50 | movement | 
| | | | | 
65: | | | | | 
Udorthents---------- |100 [Not rated | [Not rated 
| | | | | 
66: | | | | | 
Pickney------------- | 32 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Flooding |1.00 | Flooding |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 9 
| | Too acid 10.73 | capacity | 
| | Runoff 10.40 | 
| | | | | 
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| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
Junit | 
| | Rating class and |Value| Rating class and  |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
66: | | | | | 
Dorovan------------- | 29 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Flooding |1.00 | Flooding |1.00 
| | Too acid |0.94 | Too acid |1.00 
| | Runoff 10.40 | 
| | | | | 
Bibb---------------- | 25 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Flooding |1.00 | Flooding |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Too acid 10.73 | capacity 
| | Runoff 10.40 | 
| | | | | 
69: | | | | | 
Lucy---------------- | 38 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 9 
| | capacity | | capacity 
| | Leaching 10.45 | Too acid 10.67 
| | Too acid 10.18 | | 
| | Low adsorption 10.01 | | 
| | | | | 
Bonifay------------- | 28 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Leaching |0.45 | Too acid 10.77 
| | Slow water |0.41 | Slow water |0.31 
| | movement | | movement | 
| | Too acid 10.22 | | 
| | | | | 
Orangeburg---------- | 22 |Somewhat limited | |Somewhat limited | 
| | Low adsorption [0.50 | Too acid 10.91 
| | Too acid |0.32 | Low adsorption 10.03 
| | | | | 
71: | | | | | 
Cowarts------------- | 45 |Somewhat limited | |Somewhat limited | 
| | Slow water |0.75 | Too acid 10.99 
| | movement | | Slow water |0.61 
| | Low adsorption 10.65 | movement | 
| | Too acid [0.50 | Low adsorption 10.52 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | Filtering |0.01 | Filtering 10.01 
| | capacity | | capacity 
| | | | | 
Nankin-------------- | 49 |Somewhat limited | |Somewhat limited | 
| | Low adsorption [0.83 | Too acid 10.99 
| | Slow water 10.50 | Low adsorption |0.81 
| | movement | | Slow water 7 
| | Too acid 10.50 | movement | 
| | | | | 
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| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
| unit | 
| | Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
72: | | | | | 
Goldsboro----------- | 48 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 9 
| | Depth to 10.86 | capacity 
| | saturated zone | | Depth to 10.86 
| | Too acid 10.73 | saturated zone | 
| | Low adsorption 10.14 | | 
| | | | | 
Ocilla-------------- | 39 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Too acid [0.50 | Too acid 10.99 
| | | | | 
73: | | | | | 
Norfolk------------- | 86 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Too acid 10.62 | capacity | 
| | Low adsorption |0.51 | Low adsorption 10.24 
| | | | | 
77: | | | | | 
Bonifay------------- | 49 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity | 
| | Leaching |0.45 | Too acid 10.77 
| | Slow water |0.41 | Slow water 10.31 
| | movement | | movement | 
| | Too acid 10.22 | | 
| | | | | 
Fuquay-------------- | 49 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity | 
| | Slow water |1.00 | Slow water |1.00 
| | movement | | movement | 
| | Too acid |0.32 | Too acid 10.91 
l l | | | 
78: | | | | | 
Chipley------------- | 35 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Depth to 10.86 | capacity | 
| | saturated zone | | Depth to 10.86 
| | Too acid 10.62 | saturated zone | 
| | Droughty |0.23 | Droughty 10.23 
| | | | | 
Leon---------------- | 30 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity 
| | Leaching |0.70 | Too acid 10.99 
| | Droughty |0.69 | Droughty 10.69 
| | Too acid 10.43 | | 
| | | | | 
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| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
| unit | 
| | Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
78: | | | | | 
Foxworth------------ | 26 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Leaching [0.45 | Too acid 10.91 
| | Too acid |0.32 | Droughty 10.15 
| | ۷ 10.15 | | 
| | | | | 
79: | | | | | 
Hurricane----------- | 50 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 9 
| | Droughty 10.75 | capacity | 
| | Depth to |0.68 | Droughty 10.75 
| | saturated zone | | Depth to 10.68 
| | Too acid 10.62 | saturated zone | 
| | | | | 
Chipley------------- | 41 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | | 
| | Depth to |0.86 | Filtering 10.99 
| | saturated zone | | capacity | 
| | Too acid |0.62 | Depth to 10.86 
| | ۷ 10.20 | saturated zone | 
| | | | Droughty 10.20 
| | | | | 
80: | | | | | 
Foxworth------------ | 53 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity | 
| | Leaching 10.45 | Too acid 10.91 
| | Too acid 10.32 | Droughty |0.11 
| | Droughty 10.11 | | 
| | | | | 
Lakeland------------ | 32 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 9 
| | capacity | | capacity 
| | Droughty |0.67 | Too acid 10.91 
| | Leaching |0.45 | Droughty 10.67 
| | Too acid 10.32 | | 
| | | | | 
82: | | | | | 
Chipley------------- | 46 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Depth to 10.86 | capacity | 
| | saturated zone | | Depth to 10.86 
| | Too acid 10.62 | saturated zone | 
| | ۷ |0.23 | Droughty 10.23 
| | | | | 
Foxworth------------ | 49 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity | 
| | Leaching [0.45 | Too acid 10.91 
| | Too acid |0.32 | Droughty 10.01 
| | 0۷ 10.01 | | 
| | | | | 
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| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
Junit | 
| | Rating class and |Value| Rating class and  |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
83: | | | | | 
Foxworth------------ | 47 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Leaching |0.45 | Too acid 10.91 
| | Too acid 10.32 | Slope |0.16 
| | Slope |0.16 | Droughty |0.16 
| | Droughty 10.16 | | 
| | | | | 
Lakeland------------ | 41 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity 
| | Droughty |0.72 | Too acid 10.91 
| | Leaching 10.45 | Droughty 10.72 
| | Too acid 10.32 | Slope |0.16 
| | Slope 10.16 | | 
| | | | | 
85: | | | | | 
Bonifay------------- | 38 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Leaching 10.45 | Too acid 10.77 
| | Slow water ۱٥١41 | Slow water |0.31 
| | movement | | movement | 
| | Too acid 10.22 | | 
| | | | | 
Leon---------------- | 27 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Filtering 10.99 | Filtering 9 
| | capacity | | capacity 
| | Leaching |0.70 | Too acid 10.99 
| | Too acid [0.43 | Droughty |0.31 
| | Droughty 10.31 | | 
| | | | | 
Chipley------------- | 25 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 9 
| | Depth to 10.86 | capacity 
| | saturated zone | | Depth to 10.86 
| | Too acid 10.62 | saturated zone | 
| | Droughty |0.23 | Droughty 10.23 
| | | | | 
86: | | | | | 
Leon- --------------- | 31 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Filtering 10.99 | Flooding |1.00 
| | capacity | | Filtering 10.99 
| | Leaching 10.70 | capacity 
| | Flooding |0.60 | Too acid 10.99 
| | Too acid [0.43 | Droughty 10.07 
| | | | | 
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| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
| unit | 
| | Rating class and |Value| Rating class and  |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
86: | | | | | 
Clara--------------- | 30 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Flooding |1.00 | Flooding |1.00 
| | Too acid |0.78 | Too acid |1.00 
| | Leaching 10.70 | 
| | | | | 
Pickney------------- | 29 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Flooding |1.00 | Flooding |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Too acid 10.73 | capacity | 
| | Runoff 10.40 | 
| | | | | 
87: | | | | | 
Ousley-------------- | 35 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity | 
| | Droughty |0.97 | Flooding |1.00 
| | Depth to |0.95 | Too acid 10.99 
| | saturated zone | | Droughty 10.97 
| | Flooding |0.60 | Depth to 10.95 
| | Too acid 10.50 | saturated zone | 
| | | | | 
Rutlege------------- | 30 |Very limited | |Very limited | 
| | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Flooding |1.00 | Flooding |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 9 
| | Too acid 10.86 | capacity | 
| | | | | 
Pickney------------- | 26 |Very limited | |Very limited | 
| | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Flooding |1.00 | Flooding |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Too acid 10.73 | capacity | 
| | | | | 
88: | | | | | 
Rutlege------------- | 38 |Very limited | |Very limited | 
| | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Flooding |1.00 | Flooding |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Too acid 10.86 | capacity | 
| | | | | 
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| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
| unit | 
| | Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
88: | | | | | 
Bibb---------------- | 27 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Flooding |1.00 | Flooding |1.00 
| | Filtering [0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Too acid 10.73 | capacity | 
| | Runoff 10.40 | 
| | | | | 
Surrency------------ | 25 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Flooding |1.00 | Flooding |1.00 
| | Too acid |0.73 | Too acid |1.00 
| | Runoff |0.40 | Filtering 10.01 
| | Filtering 10.01 | capacity | 
| | capacity | | | 
| | | | | 
89: | | | | | 
Bibb---------------- | 49 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Filtering |0.99 | Flooding |1.00 
| | capacity | | Too acid |1.00 
| | Too acid |0.73 | Filtering 10.99 
| | Flooding 10.60 | capacity 
| | Runoff 10.40 | 
| | | | | 
Rains--------------- | 25 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Flooding |0.60 | Flooding |1.00 
| | Leaching [0.50 | Too acid 10.99 
| | Too acid |0.43 | Filtering 10.01 
| | Filtering 10.01 | capacity 
| | capacity | | | 
| | | | | 
Garcon-------------- | 24 |Somewhat limited | |Very limited | 
| | Filtering 10.99 | Flooding |1.00 
| | capacity | | Filtering 9 
| | Depth to 10.95 | capacity | 
| | saturated zone | | Too acid 9 
| | Flooding |0.60 | Depth to 10.95 
| | Too acid 10.50 | saturated zone | 
| | | | | 
90: | | | | | 
Hosford------------- | 50 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Filtering 10.99 | Low adsorption |1.00 
| | capacity | | Too acid |1.00 
| | Too acid |0.73 | Filtering 10.99 
| | Runoff 10.40 | capacity | 
| | | | | 
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| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
Junit | 
| | Rating class and |Value| Rating class and  |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
90: | | | | | 
Plummer----------- | 41 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 9 
| | Too acid 10.73 | capacity | 
| | Leaching 10.70 | 
| | | | | 
91: | | | | | 
Pits-------------- ۱100 |Not rated | |Not rated 
| | | | | 
92: | | | | | 
Telogia----------- | 90 [Very limited | |Very limited | 
| | Slow water |1.00 | Slow water |1.00 
| | movement | | movement | 
| | Depth to |0.95 | Depth to 10.95 
| | saturated zone | | saturated zone | 
| | Runoff 10.40 | 
| | | | | 
93: | | | | | 
Foxworth---------- | 45 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Leaching 10.45 | Too acid 10.91 
| | Too acid 10.32 | Droughty 10.02 
| | Droughty 10.02 | | 
| | | | | 
Blanton----------- | 24 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Leaching [0.45 | Too acid 10.91 
| | Too acid 10.32 | | 
| | | | | 
Chipley----------- | 20 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Depth to 10.86 | capacity | 
| | saturated zone | | Depth to 10.86 
| | Too acid 10.62 | saturated zone | 
| | Droughty |0.21 | Droughty |0.21 
| | | | | 
94: | | | | | 
Albany------------ | 33 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity | 
| | Depth to 10.99 | Flooding |1.00 
| | saturated zone | | Depth to 9 
| | ۷ 10.76 | saturated zone | 
| | Flooding [0.60 | Too acid 10.99 
| | Too acid 10.43 | Droughty 10.76 
| | | | | 
Garcon------------ | 28 |Somewhat limited | |Very limited | 
| | Filtering 10.99 | Flooding |1.00 
| | capacity | | Filtering 10.99 
| | Depth to 10.95 | capacity 
| | saturated zone | | Too acid 10.99 
| | Flooding |0.60 | Depth to 10.95 
| | Too acid 10.50 | saturated zone | 
| | | | | 
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Table 6a.--Agricultural Waste Management (Part 1) --Continued 


| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
| unit | 
| | Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
94: | | | | | 
Bibb---------------- | 26 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Filtering |0.99 | Flooding |1.00 
| | capacity | | Too acid |1.00 
| | Too acid |0.73 | Filtering 10.99 
| | Flooding 10.60 | capacity 
| | Runoff 10.40 | 
| | | | | 
96: | | | | | 
Pelham-------------- | 87 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 9 
| | Too acid 10.73 | capacity | 
| | Leaching 10.70 | 
| | | | | 
97: | | | | | 
Eunola-------------- | 45 |Somewhat limited | |Very limited | 
| | Filtering 10.99 | Flooding |1.00 
| | Capacity | | Filtering 9 
| | Depth to 10.99 | capacity 
| | saturated zone | | Depth to 10.99 
| | Flooding 10.60 | saturated zone | 
| | Too acid |0.22 | Too acid 10.77 
l l | | | 
Garcon-------------- | 25 |Somewhat limited | |Very limited | 
| | Filtering 10.99 | Flooding |1.00 
| | capacity | | Filtering 10.99 
| | Depth to 10.95 | capacity 
| | saturated zone | | Too acid 9 
| | Flooding |0.60 | Depth to 10.95 
| | Too acid 10.50 | saturated zone | 
| | | | | 
Ousley-------------- | 20 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Ponding |1.00 | Ponding |1.00 
| | Droughty |0.95 | Flooding |1.00 
| | Depth to [0.95 | Too acid 9 
| | saturated zone | | Droughty 10.95 
| | Flooding 10.60 | | 
| | | | | 
98: | | | | | 
Rutlege, | | | | | 
depressional------- | 50 |Very limited | |Very limited | 
| | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Leaching 10.90 | capacity 
| | Too acid |0.86 | Droughty |0.21 
| | | | | 
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Table 6a.--Agricultural Waste Management (Part 1) --Continued 


| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
Junit | 
| | Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
98: | | | | | 
Plummer, | | | | | 
depressional------- | 38 |Very limited | |Very limited | 
| | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Too acid 10.73 | capacity | 
| | Leaching |0.70 | Droughty |0.01 
| | | | | 
99: | | | | | 
Water--------------- ۱100 |Not rated | |Not rated 
| | | | | 
101: | | | | | 
Albany-------------- | 48 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity | 
| | Depth to |0.99 | Depth to 10.99 
| | saturated zone | | saturated zone | 
| | Droughty ۱٥١4١ | Too acid 10.99 
| | Too acid 10.43 | Droughty 10.46 
| | | | | 
Ocilla-------------- | 25 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Too acid [0.50 | Too acid 9 
| | | | | 
Chipley------------- | 16 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | Capacity | | Filtering 9 
| | Depth to 10.86 | capacity 
| | saturated zone | | Depth to 10.86 
| | Too acid 10.62 | saturated zone | 
| | Droughty |0.23 | Droughty 10.23 
| | | | | 
104: | | | | | 
Urban land---------- | 50 [Not rated | [Not rated 
| | | | | 
Orangeburg---------- | 20 |Somewhat limited | |Somewhat limited | 
| | Low adsorption |0.33 | Too acid 10.91 
| | Too acid 10.32 | | 
| | | | | 
Norfolk------------- | 18 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Too acid 10.62 | capacity | 
| | Low adsorption |0.47 | Low adsorption |0.12 
| | | | | 
105: | | | | | 
Urban land---------- | 46 [Not rated | |Not rated 
| | | | | 
Orangeburg---------- | 25 |Somewhat limited | |Somewhat limited | 
| | Low adsorption [0.50 | Too acid 10.91 
| | Too acid |0.32 | Low adsorption 10.03 
l | | | | 
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Table 6a.--Agricultural Waste Management (Part 1) --Continued 


| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
Junit | 
| | Rating class and |Value| Rating class and  |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
105: | | | | | 
Norfolk------------- | 17 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 10.99 
| | Too acid 10.62 | capacity | 
| | Low adsorption ۱٥١4١ | Low adsorption 10.13 
l l l l l 
106: | | | | | 
Plummer------------- | 49 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Filtering 9 
| | Too acid 10.73 | capacity | 
| | Leaching 10.70 | 
| | | | | 
Leon---------------- | 19 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity 
| | Leaching |0.70 | Too acid 10.99 
| | Too acid 10.43 | Droughty 10.23 
| | ۷ 10.23 | | 
| | | | | 
Sapelo-------------- | 18 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Too acid |0.73 | Too acid |1.00 
| | Runoff 10.40 | 
| | | | | 
107: | | | | | 
Fuquay-------------- | 50 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity | 
| | Slow water |1.00 | Slow water |1.00 
| | movement | | movement | 
| | Too acid |0.32 | Too acid 10.91 
l l | | | 
Bonifay------------- | 38 |Very limited | |Very limited | 
| | Filtering |1.00 | Filtering |1.00 
| | capacity | | capacity 
| | Leaching 10.45 | Too acid 10.77 
| | Slow water |0.41 | Slow water 10.31 
| | movement | | movement | 
| | Too acid 10.22 | | 
| | | | | 
108: | | | | | 
Troup--------------- | 50 |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity 
| | Leaching |0.45 | Too acid 10.91 
| | Too acid 10.32 | | 
| | | | | 
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Table 6a.--Agricultural Waste Management (Part 1) --Continued 


| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
| unit | 
| | Rating class and |Value| Rating class and  |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
108: | | | | | 
Lakeland------------ | 38 |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 
| | Filtering 10.99 | Filtering 9 
| | capacity | | capacity | 
| | Droughty |0.73 | Too acid 10.91 
| | Leaching 10.45 | Droughty 10.73 
| | Too acid 10.32 | | 
| | | | | 
109: | | | | | 
Dothan-------------- | 35 |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 
| | Low adsorption |0.33 | Too acid 10.91 
| | Too acid |0.32 | Low adsorption 10.14 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | Filtering |0.01 | Filtering 10.01 
| | capacity | | capacity 
| | | | | 
Cowarts------------- | 28 |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 
| | Slow water |0.75 | Too acid 10.99 
| | movement | | Slow water |0.61 
| | Too acid 10.50 | movement | 
| | Low adsorption [0.12 | Low adsorption 10.60 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | | | | 
Fuquay-------------- | 25 |Very limited | |Very limited | 
| | Too steep |1.00 | Filtering |1.00 
| | Filtering 11.00 | capacity | 
| | capacity | | Too steep |1.00 
| | Slow water |1.00 | Slow water |1.00 
| | movement | | movement | 
| | Too acid |0.32 | Too acid 10.91 
| | Low adsorption 10.03 | | 
| | | | | 
113: | | | | | 
Leefield------------ | 88 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 9 
| | capacity | | capacity | 
| | Depth to |0.99 | Depth to 9 
| | saturated zone | | saturated zone | 
| | Slow water [0.50 | Too acid 10.91 
| | movement | | Slow water 7 
| | Too acid 10.32 | movement | 
| | Low adsorption 10.01 | | 
| | | | | 
115: | | | | | 
Faceville----------- | 85 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity 
| | Low adsorption [0.68 | Too acid 10.99 
| | Too acid [0.50 | Low adsorption [0.01 
| | | | | 
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Table 6a.--Agricultural Waste Management (Part 1) --Continued 


| | | 
Map symbol | Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
Junit | 
| | Rating class and |Value| Rating class and  |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
116: | | | | | 
Faceville----------- | 85 |Somewhat limited | |Somewhat limited | 
| | Filtering 10.99 | Filtering 10.99 
| | capacity | | capacity 
| | Too acid [0.50 | Too acid 10.99 
| | Low adsorption 10.44 | | 
| | | | | 
117: | | | | | 
Cowarts------------- | 50 |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 
| | Slow water |0.75 | Too acid 10.99 
| | movement | | Slow water |0.61 
| | Too acid 10.50 | movement | 
| | Low adsorption |0.05 | Low adsorption 10.38 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | | | | 
Hosford------------- | 30 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Filtering 10.99 | Low adsorption |1.00 
| | capacity | | Too acid |1.00 
| | Too acid |0.73 | Filtering 10.99 
| | Runoff 10.40 | capacity 
| | Slope |0.16 | Slope |0.16 
| | | | | 
118: | | | | | 
Cowarts------------- | 48 |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 
| | Slow water |0.75 | Too acid 9 
| | movement | | Slow water |0.61 
| | Too acid 10.50 | movement | 
| | Low adsorption |0.12 | Low adsorption 10.56 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | | | | 
Nankin-------------- | 49 |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 
| | Low adsorption [0.85 | Too acid 10.99 
| | Slow water |0.50 | Low adsorption 10.88 
| | movement | | Slow water 10.37 
| | Too acid 10.50 | movement | 
| | | | | 
119: | | | | | 
Wahee--------------- | 55 |Very limited | |Very limited | 
| | Slow water |1.00 | Flooding |1.00 
| | movement | | Slow water |1.00 
| | Depth to 10.99 | movement | 
| | saturated zone | | Depth to 9 
| | Flooding 10.60 | saturated zone | 
| | Too acid |0.32 | Too acid 10.91 
| | | | | 
Ochlockonee--------- | 33 |Somewhat limited | |Very limited | 
| | Filtering 10.99 | Flooding |1.00 
| | capacity | | Filtering 10.99 
| | Flooding 10.60 | capacity 
| | Too acid |0.22 | Too acid 10.77 
۱ ۱ ۱ ۱ ۱ 
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Table 6a.--Agricultural Waste Management (Part 1) --Continued 


| | | 
Map symbol |Pct. | Application of | Application 
and soil name | of | manure and food- | of sewage sludge 
|map | processing waste | 
| unit | 
| | Rating class and |Value| Rating class and  |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
120: | | | | | 
Hardin Heights------ | 70 |Very limited | |Very limited | 
| | Slow water |1.00 | Depth to bedrock |1.00 
| | movement | | Slow water |1.00 
| | Depth to bedrock |1.00 | movement | 
| | Too steep |1.00 | Too steep |1.00 
| | Droughty |0.95 | Droughty 10.95 
| | Runoff 10.40 | 
| | | | | 
Telogia------------- | 20 |Very limited | |Very limited | 
| | Slow water |1.00 | Slow water |1.00 
| | movement | | movement | 
| | Depth to |0.95 | Depth to 10.95 
| | saturated zone | | saturated zone | 
| | Runoff 10.40 | 
| | | | | 
۱ ۱ ۱ ۱ ۱ 
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Table 6b.--Agricultural Waste Management (Part 2) 


[The information in this table indicates the dominant soil condition but does 
not eliminate the need for onsite investigation. The numbers in the value 


columns range from 0.01 to 1.00. The larger the value, the greater 
the limitation. See text for further explanation of ratings in this 


table] 
| | | 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | | 
Junit| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
2: | | | | | 
Albany-------------- | 50 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage [1.00 
| | capacity | | Depth to [0.99 
| | Depth to 10.99 | saturated zone | 
| | saturated zone | | Too acid [0.99 
| | Too acid 10.99 | 
| | Droughty 10.24 | 
| | | | | 
Blanton------------- | 38 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid [0.91 
| | Too acid [0.91 | 
| | | | | 
3: | | | | | 
Albany-------------- | 39 |Very limited | |Very limited | 
| | Filtering |1.00 | Flooding |1.00 
| | capacity | | Seepage [1.00 
| | Depth to [0.99 | Depth to 10.99 
| | saturated zone | | saturated zone | 
| | Too acid [0.99 | Too acid [0.99 
| | Flooding [0.60 | | 
| | Droughty [0.01 | 
| | | | | 
Ousley-------------- | 30 |Very limited | |Very limited | 
| | Filtering [1.00 | Flooding [1.00 
| | capacity | | Seepage |1.00 
| | ۲۱9 [1.00 | Ponding |1.00 
| | Too acid [0.99 | Too acid [0.99 
| | Droughty [0.96 | Depth to [0.95 
| | Depth to 10.95 | saturated zone | 
| | saturated zone | | 
| | | | | 
Pelham-------------- | 16 |Very limited | |Very limited | 
| | Depth to [1.00 | Flooding |1.00 
| | saturated zone | | Seepage [1.00 
| | Too acid [1.00 | Depth to [1.00 
| | Filtering 10.99 | saturated zone | 
| | capacity | | Too acid [1.00 
| | Flooding 10.60 | | 
| | | | | 
5: | | | | | 
Blanton------------- | 80 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage [1.00 
| | capacity | | Too acid [0.91 
| | Too acid [0.91 | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | | 
Junit| Rating class and [Value] Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
6: | | | | | 
Blanton------------- | 85 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Too acid 10.91 | | 
| | Too steep for 10.68 | | 
| | surface | | | 
| | application | | 
| | | | | 
9: | | | | | 
Bonifay------------- | 52 |Very limited | |Very limited | 
| | Filtering |1.00 | Seepage |1.00 
| | capacity | | Too acid 10.77 
| | Too acid 10.77 | | 
| | Slow water 10.31 | | 
| | movement | | | 
| | | | | 
Alpin--------------- | 38 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid 10.77 
| | Too acid 10.77 | | 
| | Droughty 10.11 | | 
| | | | | 
10: | | | | | 
Bonifay------------- | 49 |Very limited | |Very limited | 
| | Filtering |1.00 | Seepage |1.00 
| | capacity | | Too acid 10.77 
| | Too acid 10.77 | | 
| | Slow water 10.31 | | 
| | movement | | | 
| | | | | 
Albany-------------- | 25 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Depth to 10.99 
| | Depth to 10.99 | saturated zone | 
| | saturated zone | | Too acid 10.99 
| | Too acid 10.99 | | 
| | Droughty 10.24 | 
| | | | | 
Centenary----------- | 20 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid 10.77 
| | Droughty 10.85 | | 
| | Too acid 10.77 | | 
| | | | | 
11: | | | | | 
Troup--------------- | 35 |Very limited | |Very limited | 
| | Too steep for [1.00 | Seepage |1.00 
| | surface | | Too acid 10.91 
| | application | | Too steep for 10.78 
| | Filtering 10.99 | surface 
| | capacity | | application 
| | Too acid 10.91 | | 
| | Too steep for 10.40 | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | | 
Junit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
11: | | | | | 
Bonifay------------- | 30 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too steep for 10.78 
| | Too steep for |1.00 | surface | 
| | surface | | application 
| | application | | Too acid 10.77 
| | Too acid 10.77 | | 
| | Too steep for 10.40 | | 
| | sprinkler | | | 
| | application | | 
| | Slow water 10.31 | | 
| | movement | | | 
| | | | | 
Fuquay-------------- | 25 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Too steep for |1.00 | Too steep for 10.78 
| | surface | | surface 
| | application | | application 
| | Slow water ۱1.00 | | 
| | movement | | | 
| | Too acid 10.91 | | 
| | Too steep for 10.40 | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
12: | | | | | 
Bonneau------------- | 32 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid 10.99 
| | Too acid 10.99 | Low adsorption [0.15 
| | Low adsorption 10.15 | | 
| | | | | 
Leefield------------ | 29 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Depth to 9 
| | Depth to 10.99 | saturated zone | 
| | saturated zone | | Too acid 10.91 
| | Too acid |0.91 | Low adsorption 10.01 
| | Slow water 10.37 | | 
| | movement | | | 
| | Low adsorption 10.01 | | 
| | | | | 
Norfolk------------- | 27 |Very limited | |Very limited | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Low adsorption 10.49 
| | Low adsorption 10.49 | | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | | 
|unit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
14: | | | | | 
Cowarts------------- | 33 |Somewhat limited | |Very limited | 
| | Too acid |0.99 | Seepage |1.00 
| | Too steep for |0.92 | Too acid 10.99 
| | surface | | Low adsorption 10.29 
| | application | | Too steep for 10.06 
| | Slow water 10.61 | surface | 
| | movement | | application 
| | Low adsorption |0.29 | Depth to 10.02 
| | Too steep for 10.02 | saturated zone | 
| | sprinkler | | | 
| | application | | 
| | | | | 
Dothan-------------- | 30 |Somewhat limited | |Very limited | 
| | Too steep for |0.92 | Seepage |1.00 
| | surface | | Too acid 10.91 
| | application | | Low adsorption 10.33 
| | Too acid |0.91 | Too steep for |0.06 
| | Low adsorption 10.33 | surface | 
| | Too steep for 10.02 | application | 
| | sprinkler | | Depth to 10.02 
| | application | | saturated zone | 
| | Depth to 10.02 | | 
| | saturated zone | | 
| | | | | 
Fuquay-------------- | 28 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Slow water |1.00 | Too steep for 10.06 
| | movement | | surface | 
| | Too steep for 10.92 | application | 
| | surface | | | 
| | application | | 
| | Too acid 10.91 | | 
| | Too steep for ۱٥١۵١ | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
16: | | | | | 
Cowarts------------- | 48 |Very limited | |Very limited | 
| | Too steep for [1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too acid 10.99 | application 
| | Too steep for |0.78 | Too acid 9 
| | sprinkler | | Low adsorption 10.07 
| | application | | Depth to 10.02 
| | Slow water 10.61 | saturated zone | 
| | movement | | | 
| | Low adsorption 10.07 | | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | | 
|unit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
16: | | | | | 
Nankin- ------------- | 40 |Very limited | |Very limited | 
| | Too steep for [1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too acid 10.99 | application 
| | Low adsorption [0.85 | Too acid 9 
| | Too steep for |0.78 | Low adsorption 10.85 
| | sprinkler | | | 
| | application | | 
| | Slow water 10.37 | | 
| | movement | | | 
| | | | | 
18: | | | | | 
Dothan-------------- | 47 |Somewhat limited | |Very limited | 
| | Too acid |0.91 | Seepage |1.00 
| | Low adsorption |0.24 | Too acid |0.91 
| | Depth to |0.02 | Low adsorption 10.24 
| | saturated zone | | Depth to 10.02 
| | Filtering 10.01 | saturated zone | 
| | capacity | | | 
| | | | | 
Fuquay-------------- | 41 |Very limited | |Very limited | 
| | Filtering |1.00 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Slow water 11.00 | | 
| | movement | | | 
| | Too acid 10.91 | | 
| | | | | 
19: | | | | | 
Dothan-------------- | 49 |Somewhat limited | |Very limited | 
| | Too acid |0.91 | Seepage |1.00 
| | Low adsorption [0.28 | Too acid 10.91 
| | Too steep for 10.08 | Low adsorption 10.28 
| | surface | | Depth to |0.02 
| | application | | saturated zone | 
| | Depth to 10.02 | | 
| | saturated zone | | 
| | Filtering 10.01 | | 
| | capacity | | | 
| | | | | 
Fuquay-------------- | 39 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Slow water |1.00 | Low adsorption |0.01 
| | movement | | | 
| | Too acid 10.91 | | 
| | Too steep for 10.08 | | 
| | surface | | | 
| | application | | 
| | Low adsorption 10.01 | | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | | 
Junit| Rating class and [Value] Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
21: | | | | | 
Dothan-------------- | 49 |Very limited | |Very limited | 
| | Too steep for [1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too acid 10.91 | application 
| | Too steep for |0.78 | Too acid 10.91 
| | sprinkler | | Low adsorption 10.32 
| | application | | Depth to 10.02 
| | Low adsorption 10.32 | saturated zone | 
| | Depth to 10.02 | | 
| | saturated zone | | 
| | | | | 
Fuquay-------------- | 20 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too steep for |1.00 
| | Too steep for |1.00 | surface | 
| | surface | | application 
| | application | | Too acid 10.91 
| | Slow water |1.00 | Low adsorption 10.07 
| | movement | | | 
| | Too acid 10.91 | | 
| | Too steep for 10.78 | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
Cowarts------------- | 19 |Very limited | |Very limited | 
| | Too steep for [1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too acid 10.99 | application 
| | Too steep for |0.78 | Too acid 10.99 
| | sprinkler | | Low adsorption [0.15 
| | application | | Depth to 10.02 
| | Slow water 10.61 | saturated zone | 
| | movement | | | 
| | Low adsorption 10.15 | | 
| | | | | 
23: | | | | | 
Fuquay-------------- | 49 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid |0.91 
| | Slow water 11.00 | | 
| | movement | | | 
| | Too acid 10.91 | | 
| | | | | 
Lucy---------------- | 30 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid 10.67 
| | Too acid |0.67 | Low adsorption 10.01 
| | Low adsorption 10.01 | | 
| | | | | 
Orangeburg---------- | 20 |Somewhat limited | |Very limited | 
| | Too acid |0.91 | Seepage |1.00 
| | Low adsorption [0.50 | Too acid 10.91 
| | | | Low adsorption 10.50 
l l l l l 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


۱ 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
[map | ۱ 


Junit| Rating class and 
| limiting features 


Value| Rating class and |Value 
| limiting features | 


| 
| 
| | 
| | | | 
24: | | | | 
Fuquay-------------- | 55 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Slow water |1.00 | Too steep for 10.78 
| | movement | | surface | 
| | Too steep for 11.00 | application | 
| | surface | | | 
| | application | | 
| | Too acid 10.91 | | 
| | Too steep for 10.40 | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
Bonifay------------- | 38 |Very limited | |Very limited | 
| | Filtering |1.00 | Seepage |1 
| | capacity | | Too steep for 10 
| | Too steep for |1.00 | surface | 
| | surface | | application 
| | application | | Too acid 10.77 
| | Too acid 10.77 | | 
| | Too steep for 10.40 | | 
| | sprinkler | | | 
| | application | | 
| | Slow water 10.31 | | 
| | movement | | | 
| | | | | 
27: | | | | | 
Goldsboro----------- | 87 |Very limited | |Very limited | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering [0.99 | Too acid |1.00 
| | capacity | | Depth to 10.86 
| | Depth to 10.86 | saturated zone | 
| | saturated zone | | Low adsorption 10.19 
| | Low adsorption 10.19 | | 
| | | | | 
28: | | | | | 
Goldsboro----------- | 91 |Very limited | |Very limited | 
| | Too acid |1.00 | Seepage |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Depth to 10.86 
| | Depth to 10.86 | saturated zone | 
| | saturated zone | | Low adsorption 10.23 
| | Low adsorption 10.23 | | 
| | Too steep for 10.08 | | 
| | surface | | | 
| | application | | 
| | | | | 
29: | | | | | 
Grady--------------- | 85 |Very limited | |Very limited | 
| | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water [1.00 | Seepage |1.00 
| | movement | | Too acid |1.00 
| | Too acid |1.00 | Low adsorption 10.19 
| | Low adsorption 10.19 | | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | | 
Junit| Rating class and [Value] Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
30: | | | | | 
Lakeland------------ | 89 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Too acid 10.91 | | 
| | Droughty 10.72 | | 
| | | | | 
31: | | | | | 
Lakeland------------ | 90 ۱۷۲۷ limited | |Very limited | 
| | Too steep for [1.00 | Seepage |1.00 
| | surface | | Too acid 10.91 
| | application | | Too steep for 10.78 
| | Filtering 10.99 | surface 
| | capacity | | application 
| | Too acid 10.91 | | 
| | Droughty 10.72 | | 
| | Too steep for 10.40 | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
32: | | | | | 
Leefield------------ | 44 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Depth to 9 
| | Depth to 10.99 | saturated zone | 
| | saturated zone | | Too acid 10.91 
| | Too acid |0.91 | Low adsorption 10.09 
| | Slow water 10.37 | | 
| | movement | | | 
| | Low adsorption 10.09 | | 
| | | | | 
Bonifay------------- | 26 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid 10.77 
| | Too acid 10.77 | | 
| | Slow water 10.31 | | 
| | movement | | | 
| | | | | 
Dothan-------------- | 23 |Somewhat limited | |Very limited | 
| | Too acid |0.91 | Seepage |1.00 
| | Low adsorption [0.25 | Too acid 10.91 
| | Depth to |0.02 | Low adsorption 10.25 
| | saturated zone | | Depth to 10.02 
| | Filtering 10.01 | saturated zone | 
| | capacity | | | 
| | | | | 
33: | | | | | 
Leon- --------------- | 48 |Very limited | |Very limited | 
| | Depth to [1.00 | Seepage |1.00 
| | saturated zone | | Depth to |1.00 
| | Filtering 10.99 | saturated zone | 
| | capacity | | Too acid 9 
| | Too acid 10.99 | | 
| | Droughty 10.67 | | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


Map symbol 
and soil name 


۱ 
|Pct.| Disposal of wastewater | Overland flow of 
| of | by irrigation | wastewater 
[map | ۱ 


Junit| Rating class and 
| limiting features 


Value| Rating class and |Value 
| limiting features | 


33: 


Chipley 


Orangeburg 


Very limited Very limited 


| 
| 

| | 

| | | | 

| | | | 

| | | | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Depth to 10.86 
| | Depth to 10.86 | saturated zone | 
| | saturated zone | | 
| | Droughty 10.19 | | 
| | | | | 
| | | | | 
| 45 |Very limited | |Very limited | 
| | Too steep for [1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Filtering 10.99 | application 
| | capacity | | Too acid 10.67 
| | Too steep for |0.78 | Low adsorption 10.01 
| | sprinkler | | | 
| | application | | 
| | Too acid 10.67 | | 
| | Low adsorption 10.01 | | 
| | | | | 
| 42 |Very limited | |Very limited | 
| | Too steep for [1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Filtering 10.99 | application 
| | capacity | | Too acid 10.91 
| | Too acid 10.91 | | 
| | Too steep for 10.78 | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
| | | | | 
| 49 ۱۷۲۲۷ limited | |Very limited | 
| | Too steep for [1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too steep for 11.00 | application | 
| | sprinkler | | Too acid 10.67 
| | application | | Low adsorption 10.05 
| | Filtering 10.99 | | 
| | capacity | | | 
| | Too acid 10.67 | | 
| | Low adsorption 10.05 | | 
| | | | | 
| 21 |Very limited | |Very limited | 
| | Too steep for [1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too steep for 11.00 | application | 
| | sprinkler | | Too acid 10.91 
| | application | | Low adsorption 10.55 
| | Too acid 10.91 | | 
| | Low adsorption [0.55 | | 
۱ ۱ | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | | 
Junit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
36: | | | | | 
Cowarts------------- | 19 |Very limited | |Very limited | 
| | Too steep for |1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too steep for 11.00 | application | 
| | sprinkler | | Too acid 9 
| | application | | Low adsorption |0.12 
| | Too acid 10.99 | Depth to 10.02 
| | Slow water 10.61 | saturated zone | 
| | movement | | | 
| | Low adsorption 10.12 | | 
| | | | | 
40: | | | | | 
Cowarts------------- | 50 |Very limited | |Very limited | 
| | Too steep for |1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too steep for 11.00 | application | 
| | sprinkler | | Too acid 10.99 
| | application | | Low adsorption 2 
| | Too acid |0.99 | Depth to 10.02 
| | Slow water 10.61 | saturated zone | 
| | movement | | | 
| | Low adsorption 10.12 | | 
| | | | | 
Dothan-------------- | 25 |Very limited | |Very limited | 
| | Too steep for [1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too steep for 11.00 | application | 
| | sprinkler | | Too acid |0.91 
| | application | | Low adsorption 10.33 
| | Too acid |0.91 | Depth to 10.02 
| | Low adsorption 10.33 | saturated zone | 
| | Depth to 10.02 | | 
| | saturated zone | | 
| | | | | 
Fuquay-------------- | 17 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too steep for |1.00 
| | Too steep for |1.00 | surface | 
| | surface | | application 
| | application | | Too acid 10.91 
| | Too steep for |1.00 | Low adsorption 10.03 
| | sprinkler | | | 
| | application | | 
| | Slow water 11.00 | | 
| | movement | | | 
| | Too acid 10.91 | | 
| | | | | 
41: | | | | | 
Norfolk------------- | 89 |Very limited | |Very limited | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Low adsorption 10.33 
| | Low adsorption 10.33 | | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | | 
Junit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
42: | | | | | 
Norfolk------------- | 89 |Very limited | |Very limited | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Low adsorption 10.48 
| | Low adsorption 10.48 | | 
| | Too steep for 10.08 | | 
| | surface | | | 
| | application | | 
| | | | | 
43: | | | | | 
Ocilla-------------- | 90 |Very limited | |Very limited | 
| | Depth to |1.00 | Seepage |1.00 
| | saturated zone | | Depth to |1.00 
| | Too acid 10.99 | saturated zone | 
| | | | Too acid 10.99 
l | | | | 
45: | | | | | 
Orangeburg---------- | 91 |Somewhat limited | |Very limited | 
| | Too acid |0.91 | Seepage |1.00 
| | Low adsorption |0.33 | Too acid 10.91 
| | | | Low adsorption 10.33 
| | | | | 
46: | | | | | 
Orangeburg---------- | 92 |Somewhat limited | |Very limited | 
| | Too acid |0.91 | Seepage |1.00 
| | Low adsorption |0.42 | Too acid 10.91 
| | Too steep for 10.08 | Low adsorption 10.42 
| | surface | | | 
| | application | | 
| | | | | 
47: | | | | | 
Orangeburg---------- | 48 |Somewhat limited | |Very limited | 
| | Too steep for |0.92 | Seepage |1.00 
| | surface | | Too acid 10.91 
| | application | | Low adsorption 10.48 
| | Too acid |0.91 | Too steep for |0.06 
| | Low adsorption 10.48 | surface | 
| | Too steep for 10.02 | application | 
| | sprinkler | | | 
| | application | | 
| | | | | 
Norfolk------------- | 19 |Very limited | |Very limited | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Low adsorption 10.43 
| | Too steep for |0.92 | Too steep for 10.06 
| | surface | | surface 
| | application | | application 
| | Low adsorption 10.43 | | 
| | Too steep for 10.02 | | 
| | | | | 
| | | | | 
| | | | | 


sprinkler 
application 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


۱ 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
[map | ۱ 


Junit| Rating class and 
| limiting features 


Value| Rating class and |Value 
| limiting features | 


| 
| 
| | 
| | | | 
47: | | | | 
Tifton-------------- | 18 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid |0.91 
| | Too steep for |0.92 | Low adsorption 10.19 
| | surface | | Too steep for 10.06 
| | application | | surface 
| | Too acid 10.91 | application 
| | Slow water 10.37 | | 
| | movement | | | 
| | Low adsorption 10.19 | | 
| | | | | 
48: | | | | | 
Fuquay-------------- | 45 |Very limited | |Very limited | 
| | Filtering |1.00 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Too steep for |1.00 | Too steep for 10.78 
| | surface | | surface 
| | application | | application 
| | Slow water 11.00 | | 
| | movement | | | 
| | Too acid 10.91 | | 
| | Too steep for 10.40 | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
Orangeburg---------- | 25 |Very limited | |Very limited | 
| | Too steep for [1.00 | Seepage |1.00 
| | surface | | Too acid 10.91 
| | application | | Too steep for 10.78 
| | Too acid 10.91 | surface | 
| | Low adsorption 10.53 | application | 
| | Too steep for |0.40 | Low adsorption 10.53 
| | sprinkler | | | 
| | application | | 
| | | | | 
Norfolk------------- | 21 |Very limited | |Very limited | 
| | Too steep for [1.00 | Seepage |1.00 
| | surface | | Too acid 0 
| | application | | Too steep for 10.50 
| | Too acid |1.00 | surface | 
| | Filtering 10.99 | application 
| | capacity | | Low adsorption 10.46 
| | Low adsorption 10.46 | | 
| | Too steep for |0.22 | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
49: | | | | | 
Orangeburg---------- | 50 |Somewhat limited | |Very limited | 
| | Too acid |0.91 | Seepage |1.00 
| | Low adsorption ۱٥١4١ | Too acid 10.91 
| | Too steep for 10.08 | Low adsorption 10.40 
| | surface | | | 
| | application | | 
| | | | | 


254 


Soil Survey of Gadsden County, Florida 


Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
[map | | 
|unit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
49: | | | | | 
Norfolk------------- | 36 |Very limited | |Very limited | 
| | Too acid |1.00 | Seepage |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Low adsorption 10.47 
| | Low adsorption 10.47 | | 
| | Too steep for 10.08 | | 
| | surface | | | 
| | application | | 
| | | | | 
51: | | | | | 
Plummer ------------- | 85 |Very limited | |Very limited | 
| | Depth to |1.00 | Seepage |1.00 
| | saturated zone | | Depth to |1.00 
| | Filtering 10.99 | saturated zone | 
| | capacity | | Too acid |1.00 
| | | | | 
52: | | | | | 
Rains--------------- | 86 |Very limited | |Very limited | 
| | Depth to [1.00 | Seepage |1.00 
| | saturated zone | | Depth to |1.00 
| | Too acid 10.99 | saturated zone | 
| | Filtering [0.01 | Too acid 9 
| | capacity | | Too level 10.32 
| | | | | 
58: | | | | | 
Tifton-------------- | 92 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Too acid |0.91 | Low adsorption 10.14 
| | Slow water 10.37 | | 
| | movement | | | 
| | Low adsorption 10.14 | | 
| | | | | 
59: | | | | | 
Troup--------------- | 50 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Too acid 10.91 | | 
| | Too steep for 10.32 | | 
| | surface | | | 
| | application | | 
| | | | | 
Lakeland------------ | 21 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Too acid 10.91 | | 
| | Droughty 10.70 | | 
| | Too steep for |0.32 | | 
| | surface | | | 
| | application | | 
| | | | | 
Lucy---------------- | 16 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid 10.67 
| | Too acid 10.67 | | 
| | Too steep for 10.32 | | 
| | surface | | | 
| | application | | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


۱ 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
[map | ۱ 


Junit| Rating class and 
| limiting features 


Value| Rating class and |Value 
| limiting features | 


movement 


| 
| 
| | 
| | | | 
| | | | 
Troup--------------- | 85 |Very limited | |Very limited | 
| | Too steep for |1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Filtering 10.99 | application 
| | capacity | | Too acid 10.91 
| | Too acid 10.91 | | 
| | Too steep for 10.78 | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
| | | | | 
Troup--------------- | 48 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid |0.91 
| | Too steep for |0.92 | Too steep for 10.06 
| | surface | | surface 
| | application | | application 
| | Too acid 10.91 | | 
| | Too steep for 16.02 | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
Nankin-------------- | 37 |Somewhat limited | |Very limited | 
| | Too acid |0.99 | Seepage |1.00 
| | Too steep for |0.92 | Too acid 10.99 
| | surface | | Low adsorption 10.83 
| | application | | Too steep for 10.06 
| | Low adsorption 10.83 | surface | 
| | Slow water 10.37 | application 
| | movement | | | 
| | Too steep for 16.02 | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
| | | | | 
Troup--------------- | 50 |Very limited | |Very limited | 
| | Too steep for |1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too steep for 11.00 | application | 
| | sprinkler | | Too acid 10.91 
| | application | | 
| | Filtering 10.99 | | 
| | capacity | | | 
| | Too acid 10.91 | | 
| | | | | 
Nankin- ------------- | 35 |Very limited | |Very limited | 
| | Too steep for [1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too steep for ۱1.00 | application | 
| | sprinkler | | Too acid 10.99 
| | application | | Low adsorption 10.85 
| | Too acid 10.99 | | 
| | Low adsorption 10.85 | | 
| | Slow water 10.37 | | 
| | | | | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | | 
|unit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
65: | | | | | 
Udorthents---------- |100 [Not rated | |Not rated 
| | | | | 
66: | | | | | 
Pickney------------- | 32 |Very limited | |Very limited | 
| | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | Seepage |1.00 
| | Flooding |1.00 | Depth to |1.00 
| | Too acid |1.00 | saturated zone | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | | 
| | | | | 
Dorovan------------- | 29 |Very limited | |Very limited | 
| | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | Depth to |1.00 
| | Too acid 11.00 | saturated zone | 
| | Flooding |1.00 | Too acid |1.00 
| | | | Seepage |1.00 
| | | | | 
Bibb---------------- | 25 |Very limited | |Very limited | 
| | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | Depth to |1.00 
| | Flooding 11.00 | saturated zone | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | | 
| | | | | 
69: | | | | | 
Lucy---------------- | 38 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid 10.67 
| | Too steep for |0.92 | Too steep for 10.06 
| | surface | | surface 
| | application | | application 
| | Too acid |0.67 | Low adsorption 10.01 
| | Too steep for ۱٥١۵١ | | 
| | sprinkler | | | 
| | application | | 
| | Low adsorption 10.01 | | 
| | | | | 
Bonifay------------- | 28 |Very limited | |Very limited | 
| | Filtering |1.00 | Seepage |1.00 
| | capacity | | Too acid 10.77 
| | Too steep for |0.92 | Too steep for 6 
| | surface | | surface 
| | application | | application 
| | Too acid 10.77 | | 
| | Slow water 10.31 | | 
| | movement | | | 
| | Too steep for 16.02 | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
[map | | 
|unit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
69: | | | | | 
Orangeburg---------- | 22 |Somewhat limited | |Very limited | 
| | Too steep for |0.92 | Seepage |1.00 
| | surface | | Too acid 10.91 
| | application | | Low adsorption 10.50 
| | Too acid |0.91 | Too steep for 10.06 
| | Low adsorption 10.50 | surface | 
| | Too steep for 10.02 | application | 
| | sprinkler | | | 
| | application | | 
| | | | | 
71: | | | | | 
Cowarts------------- | 45 |Somewhat limited | |Very limited | 
| | Too acid |0.99 | Seepage |1.00 
| | Low adsorption |0.65 | Too acid 10.99 
| | Slow water |0.61 | Low adsorption 10.65 
| | movement | | Depth to |0.02 
| | Too steep for 10.08 | saturated zone | 
| | surface | | | 
| | application | | 
| | Depth to 10.02 | | 
| | saturated zone | | 
| | | | | 
Nankin-------------- | 49 |Somewhat limited | |Very limited | 
| | Too acid |0.99 | Seepage |1.00 
| | Low adsorption |0.83 | Too acid 9 
| | Slow water |0.37 | Low adsorption 10.83 
| | movement | | | 
| | Too steep for 10.08 | | 
| | surface | | | 
| | application | | 
| | | | | 
72: | | | | | 
Goldsboro----------- | 48 |Very limited | |Very limited | 
| | Too acid |1.00 | Seepage |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Depth to 10.86 
| | Too steep for 10.92 | saturated zone | 
| | surface | | Low adsorption 10.14 
| | application | | Too steep for 10.06 
| | Depth to 10.86 | surface 
| | saturated zone | | application 
| | Low adsorption 10.14 | | 
| | | | | 
Ocilla-------------- | 39 |Very limited | |Very limited | 
| | Depth to [1.00 | Seepage |1.00 
| | saturated zone | | Depth to |1.00 
| | Too acid 10.99 | saturated zone | 
| | Too steep for |0.92 | Too acid 10.99 
| | surface | | Too steep for 10.06 
| | application | | surface 
| | Too steep for 10.02 | application | 
| | sprinkler | | | 
| | application | | 
| | | | | 
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| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
[map | | 
Junit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
73: | | | | | 
Norfolk------------- | 86 |Very limited | |Very limited | 
| | Too acid |1.00 | Seepage |1.00 
| | Filtering [0.99 | Too acid |1.00 
| | capacity | | Low adsorption [0.51 
| | Too steep for |0.92 | Too steep for 10.06 
| | surface | | surface 
| | application | | application 
| | Low adsorption 10.51 | | 
| | Too steep for 10.02 | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
77: | | | | | 
Bonifay------------- | 49 |Very limited | |Very limited | 
| | Filtering |1.00 | Seepage |1.00 
| | capacity | | Too acid 10.77 
| | Too acid 10.77 | | 
| | Slow water 10.31 | | 
| | movement | | | 
| | | | | 
Fuquay-------------- | 49 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid |0.91 
| | Slow water 11.00 | | 
| | movement | | | 
| | Too acid 10.91 | | 
| | | | | 
78: | | | | | 
Chipley------------- | 35 |Very limited | |Very limited | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Depth to 10.86 
| | Depth to 10.86 | saturated zone | 
| | saturated zone | | 
| | Droughty 10.23 | | 
| | | | | 
Leon- --------------- | 30 |Very limited | |Very limited | 
| | Depth to |1.00 | Seepage |1.00 
| | saturated zone | | Depth to |1.00 
| | Filtering 10.99 | saturated zone | 
| | capacity | | Too acid 10.99 
| | Too acid 10.99 | | 
| | Droughty 10.69 | | 
| | | | | 
Foxworth------------ | 26 |Very limited | |Very limited | 
| | Filtering |1.00 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Too acid 10.91 | | 
| | Droughty 10.15 | | 
| | | | | 
79: | | | | | 
Hurricane----------- | 50 |Very limited | |Very limited | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Depth to 10.68 
| | Droughty 10.75 | saturated zone | 
| | Depth to 10.68 | | 
| | | | | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
[map | | 
|unit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
79: | | | | | 
Chipley------------- | 41 |Very limited | |Very limited | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Depth to 10.86 
| | Depth to 10.86 | saturated zone | 
| | saturated zone | | 
| | Droughty 10.20 | | 
| | | | | 
80: | | | | | 
Foxworth------------ | 53 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Too acid 10.91 | | 
| | Droughty 10.11 | | 
| | | | | 
Lakeland------------ | 32 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Too acid 10.91 | | 
| | Droughty 10.67 | | 
| | | | | 
82: | | | | | 
Chipley------------- | 46 |Very limited | |Very limited | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Depth to 10.86 
| | Depth to 10.86 | saturated zone | 
| | saturated zone | | 
| | Droughty 10.23 | | 
| | | | | 
Foxworth------------ | 49 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Too acid 10.91 | | 
| | Droughty 10.01 | | 
| | | | | 
83: | | | | | 
Foxworth------------ | 47 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Too steep for |1.00 | Too steep for 10.78 
| | surface | | surface 
| | application | | application 
| | Too acid 10.91 | | 
| | Too steep for 10.40 | | 
| | sprinkler | | | 
| | application | | 
| | ۷ 10.16 | | 
| | | | | 
Lakeland------------ | 41 |Very limited | |Very limited | 
| | Too steep for [1.00 | Seepage |1.00 
| | surface | | Too acid 10.91 
| | application | | Too steep for 10.78 
| | Filtering 10.99 | surface 
| | capacity | | application 
| | Too acid 10.91 | | 
| | Droughty 10.72 | | 
| | Too steep for 10.40 | | 
| | sprinkler | | | 
| | application | | 
۱ l ۱ | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | | 
Junit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
85: | | | | | 
Bonifay------------- | 38 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid 10.77 
| | Too acid 10.77 | | 
| | Slow water 10.31 | | 
| | movement | | | 
| | | | | 
Leon- --------------- | 27 |Very limited | |Very limited | 
| | Depth to [1.00 | Seepage |1.00 
| | saturated zone | | Depth to |1.00 
| | Filtering 10.99 | saturated zone | 
| | capacity | | Too acid 10.99 
| | Too acid 10.99 | | 
| | Droughty 10.31 | | 
| | | | | 
Chipley------------- | 25 |Very limited | |Very limited | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering [0.99 | Too acid |1.00 
| | capacity | | Depth to 10.86 
| | Depth to 10.86 | saturated zone | 
| | saturated zone | | 
| | Droughty 10.23 | | 
| | | | | 
86: | | | | | 
Leon- --------------- | 31 |Very limited | |Very limited | 
| | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | Seepage |1.00 
| | Filtering |0.99 | Depth to |1.00 
| | capacity | | saturated zone | 
| | Too acid |0.99 | Too acid 10.99 
| | Flooding 10.60 | | 
| | Droughty 10.07 | | 
| | | | | 
Clara--------------- | 30 |Very limited | |Very limited | 
| | Filtering |1.00 | Flooding |1.00 
| | capacity | | Seepage |1.00 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Flooding |1.00 | Too acid |1.00 
| | Too acid 11.00 | | 
| | | | | 
Pickney------------- | 29 |Very limited | |Very limited | 
| | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | Seepage |1.00 
| | Flooding |1.00 | Depth to |1.00 
| | Too acid 11.00 | saturated zone | 
| | Filtering [0.99 | Too acid |1.00 
| | capacity | | | 
| | | | | 
87: | | | | | 
Ousley-------------- | 35 |Very limited | |Very limited | 
| | Filtering |1.00 | Flooding |1.00 
| | capacity | | Seepage |1.00 
| | Too acid |0.99 | Too acid 10.99 
| | Droughty |0.97 | Depth to 10.95 
| | Depth to 10.95 | saturated zone | 
| | saturated zone | | 
| | Flooding 10.60 | | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | 
Junit| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
87: | | | | | 
Rutlege------------- | 30 |Very limited | |Very limited | 
| | Ponding |1.00 | Flooding |1.00 
| | Depth to [1.00 | Seepage |1.00 
| | saturated zone | | Ponding |1.00 
| | Flooding |1.00 | Depth to |1.00 
| | Too acid 11.00 | saturated zone | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | | 
| | | | | 
Pickney------------- | 26 |Very limited | |Very limited | 
| | Ponding |1.00 | Flooding |1.00 
| | Depth to |1.00 | Seepage |1.00 
| | saturated zone | | Ponding |1.00 
| | Flooding |1.00 | Depth to |1.00 
| | Too acid 11.00 | saturated zone | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | | 
| | | | | 
88: | | | | | 
Rutlege------------- | 38 |Very limited | |Very limited | 
| | Ponding |1.00 | Flooding |1.00 
| | Depth to |1.00 | Seepage |1.00 
| | saturated zone | | Ponding |1.00 
| | Flooding |1.00 | Depth to |1.00 
| | Too acid 11.00 | saturated zone | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | | 
| | | | | 
Bibb---------------- | 27 |Very limited | |Very limited | 
| | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | Depth to |1.00 
| | Flooding 11.00 | saturated zone | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering [0.99 | Too acid |1.00 
| | capacity | | | 
| | | | | 
Surrency------------ | 25 |Very limited | |Very limited | 
| | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | Seepage |1.00 
| | Flooding |1.00 | Depth to |1.00 
| | Too acid 11.00 | saturated zone | 
| | Filtering [0.01 | Too acid |1.00 
| | capacity | | | 
| | | | | 
89: | | | | | 
Bibb---------------- | 49 |Very limited | |Very limited | 
| | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | Depth to |1.00 
| | Too acid 11.00 | saturated zone | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid |1.00 
| | Flooding 10.60 | | 
| | | | | 
Rains--------------- | 25 |Very limited | |Very limited | 
| | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | Seepage |1.00 
| | Too acid |0.99 | Depth to |1.00 
| | Flooding 10.60 | saturated zone | 
| | Filtering |0.01 | Too acid 9 
| | capacity | | | 
۱ ۱ ۱ ۱ | 
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| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | | 
Junit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
89: | | | | | 
Garcon-------------- | 24 |Somewhat limited | |Very limited | 
| | Filtering 10.99 | Flooding |1.00 
| | capacity | | Seepage |1.00 
| | Too acid |0.99 | Too acid 9 
| | Depth to |0.95 | Depth to 10.95 
| | saturated zone | | saturated zone | 
| | Flooding 10.60 | | 
| | | | | 
90: | | | | | 
Hosford------------- | 50 |Very limited | |Very limited | 
| | Depth to |1.00 | Seepage |1.00 
| | saturated zone | | Depth to |1.00 
| | Too acid 11.00 | saturated zone | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | | 
| | Too steep for 10.32 | | 
| | surface | | | 
| | application | | 
| | | | | 
Plummer------------- | 41 |Very limited | |Very limited | 
| | Depth to [1.00 | Seepage [1.00 
| | saturated zone | | Depth to |1.00 
| | Too acid 11.00 | saturated zone | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | | 
| | Too steep for ۱٥١۵١ | | 
| | surface | | | 
| | application | | 
| | | | | 
91: | | | | | 
Pits---------------- ۱100 |Not rated | [Not rated 
| | | | | 
92: | | | | | 
Telogia------------- | 90 |Very limited | |Very limited | 
| | Slow water [1.00 | Seepage |1.00 
| | movement | | Depth to 10.95 
| | Depth to 10.95 | saturated zone | 
| | saturated zone | | Depth to bedrock |0.42 
| | Too steep for 16.02 | | 
| | surface | | | 
| | application | | 
| | | | | 
93: | | | | | 
Foxworth------------ | 45 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Too acid 10.91 | | 
| | Droughty 10.02 | | 
| | | | | 
Blanton------------- | 24 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Too acid 10.91 | | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | | 
Junit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
93: | | | | | 
Chipley------------- | 20 |Very limited | |Very limited | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Depth to 10.86 
| | Depth to 10.86 | saturated zone | 
| | saturated zone | | 
| | Droughty 10.21 | | 
| | | | | 
94: | | | | | 
Albany-------------- | 33 |Very limited | |Very limited | 
| | Filtering |1.00 | Flooding |1.00 
| | capacity | | Seepage |1.00 
| | Depth to |0.99 | Depth to 10.99 
| | saturated zone | | saturated zone | 
| | Too acid [0.99 | Too acid 10.99 
| | Droughty 10.76 | | 
| | Flooding 10.60 | | 
| | | | | 
Garcon-------------- | 28 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Flooding |1.00 
| | capacity | | Seepage |1.00 
| | Too acid |0.99 | Too acid 9 
| | Depth to |0.95 | Depth to 10.95 
| | saturated zone | | saturated zone | 
| | Flooding 10.60 | | 
| | | | | 
Bibb---------------- | 26 |Very limited | |Very limited | 
| | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | Depth to |1.00 
| | Too acid 11.00 | saturated zone | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid |1.00 
| | Flooding 10.60 | | 
| | | | | 
96: | | | | | 
Pelham-------------- | 87 |Very limited | |Very limited | 
| | Depth to [1.00 | Seepage |1.00 
| | saturated zone | | Depth to |1.00 
| | Too acid 11.00 | saturated zone | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | | 
| | | | | 
97: | | | | | 
Eunola- ------------- | 45 |Somewhat limited | |Very limited | 
| | Filtering 10.99 | Flooding |1.00 
| | capacity | | Seepage |1.00 
| | Depth to 10.99 | Depth to 10.99 
| | saturated zone | | saturated zone | 
| | Too acid 10.77 | Too acid 10.77 
| | Flooding 10.60 | | 
| | | | | 
Garcon-------------- | 25 |Somewhat limited | |Very limited | 
| | Filtering 10.99 | Flooding |1.00 
| | capacity | | Seepage |1.00 
| | Too acid |0.99 | Too acid 9 
| | Depth to |0.95 | Depth to 10.95 
| | saturated zone | | saturated zone | 
| | Flooding 10.60 | | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | | 
|unit| Rating class and |Value| Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
97: | | | | | 
Ousley-------------- | 20 |Very limited | |Very limited | 
| | Filtering |1.00 | Flooding |1.00 
| | capacity | | Seepage |1.00 
| | Ponding |1.00 | Ponding |1.00 
| | Too acid [0.99 | Too acid 10.99 
| | Droughty |0.95 | Depth to 10.95 
| | Depth to 10.95 | saturated zone | 
| | saturated zone | | 
| | | | | 
98: | | | | | 
Rutlege, | | | | | 
depressional------- | 50 |Very limited | |Very limited | 
| | Ponding [1.00 | Seepage |1.00 
| | Depth to |1.00 | Ponding |1.00 
| | saturated zone | | Depth to |1.00 
| | Too acid 11.00 | saturated zone | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | | 
| | ۷ 10.21 | | 
| | | | | 
Plummer, | | | | | 
depressional------- | 38 |Very limited | |Very limited | 
| | Ponding [1.00 | Seepage |1.00 
| | Depth to |1.00 | Ponding |1.00 
| | saturated zone | | Depth to |1.00 
| | Too acid 11.00 | saturated zone | 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | | 
| | Droughty 10.01 | | 
| | | | | 
99: | | | | | 
Water--------------- ۱100 |Not rated | |Not rated 
| | | | | 
101: | | | | | 
Albany-------------- | 48 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Depth to 10.99 
| | Depth to 10.99 | saturated zone | 
| | saturated zone | | Too acid 9 
| | Too acid 10.99 | | 
| | Droughty 10.46 | | 
| | | | | 
Ocilla-------------- | 25 |Very limited | |Very limited | 
| | Depth to [1.00 | Seepage |1.00 
| | saturated zone | | Depth to |1.00 
| | Too acid 10.99 | saturated zone | 
| | | | Too acid 10.99 
l l | | | 
Chipley------------- | 16 |Very limited | |Very limited | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Depth to 10.86 
| | Depth to 10.86 | saturated zone | 
| | saturated zone | | 
| | Droughty 10.23 | | 
| | | | | 
104: | | | | | 
Urban land---------- | 50 [Not rated | |Not rated 
| | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | | 
Junit| Rating class and |Value| Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
104: | | | | | 
Orangeburg---------- | 20 |Somewhat limited | |Very limited | 
| | Too acid |0.91 | Seepage |1.00 
| | Low adsorption |0.33 | Too acid 10.91 
| | Too steep for 10.08 | Low adsorption 10.33 
| | surface | | | 
| | application | | 
| | | | | 
Norfolk------------- | 18 |Very limited | |Very limited | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering |0.99 | Too acid |1.00 
| | capacity | | Low adsorption 10.47 
| | Low adsorption 10.47 | | 
| | Too steep for 10.08 | | 
| | surface | | | 
| | application | | 
| | | | | 
105: | | | | | 
Urban land---------- | 46 [Not rated | |Not rated 
| | | | | 
Orangeburg---------- | 25 |Somewhat limited | |Very limited | 
| | Too steep for |0.92 | Seepage |1.00 
| | surface | | Too acid 10.91 
| | application | | Low adsorption 10.50 
| | Too acid |0.91 | Too steep for 10.06 
| | Low adsorption 10.50 | surface | 
| | Too steep for 10.02 | application | 
| | sprinkler | | | 
| | application | | 
| | | | | 
Norfolk------------- | 17 |Very limited | |Very limited | 
| | Too acid [1.00 | Seepage |1.00 
| | Filtering [0.99 | Too acid |1.00 
| | capacity | | Low adsorption 10.49 
| | Too steep for |0.92 | Too steep for 10.06 
| | surface | | surface 
| | application | | application 
| | Low adsorption 10.49 | | 
| | Too steep for 16.02 | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
106: | | | | | 
Plummer ------------- | 49 |Very limited | |Very limited | 
| | Depth to |1.00 | Seepage |1.00 
| | saturated zone | | Depth to |1.00 
| | Too acid 11.00 | saturated zone | 
| | Filtering [0.99 | Too acid |1.00 
| | capacity | | | 
| | | | | 
Leon- --------------- | 19 |Very limited | |Very limited | 
| | Depth to |1.00 | Seepage |1.00 
| | saturated zone | | Depth to |1.00 
| | Filtering 10.99 | saturated zone | 
| | capacity | | Too acid 10.99 
| | Too acid 10.99 | | 
| | Droughty 10.23 | | 
۱ | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


| 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | | 
Junit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
106: | | | | | 
Sapelo-------------- | 18 |Very limited | |Very limited | 
| | Filtering |1.00 | Seepage |1.00 
| | capacity | | Depth to |1.00 
| | Depth to 11.00 | saturated zone | 
| | saturated zone | | Too acid |1.00 
| | Too acid 11.00 | | 
| | | | | 
107: | | | | | 
Fuquay-------------- | 50 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid 10.91 
| | Slow water 11.00 | | 
| | movement | | | 
| | Too acid 10.91 | | 
| | | | | 
Bonifay------------- | 38 |Very limited | |Very limited | 
| | Filtering [1.00 | Seepage |1.00 
| | capacity | | Too acid 10.77 
| | Too acid 10.77 | | 
| | Slow water 10.31 | | 
| | movement | | | 
| | | | | 
108: | | | | | 
Troup--------------- | 50 |Very limited | |Very limited | 
| | Too steep for [1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too steep for 11.00 | application | 
| | sprinkler | | Too acid 10.91 
| | application | | 
| | Filtering 10.99 | | 
| | capacity | | | 
| | Too acid 10.91 | | 
| | | | | 
Lakeland------------ | 38 |Very limited | |Very limited | 
| | Too steep for |1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too steep for 11.00 | application | 
| | sprinkler | | Too acid 10.91 
| | application | | 
| | Filtering 10.99 | | 
| | capacity | | | 
| | Too acid 10.91 | | 
| | Droughty 10.73 | | 
| | | | | 
109: | | | | | 
Dothan-------------- | 35 |Very limited | |Very limited | 
| | Too steep for |1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too steep for ۱1.00 | application | 
| | sprinkler | | Too acid 10.91 
| | application | | Low adsorption 10.33 
| | Too acid |0.91 | Depth to 10.02 
| | Low adsorption 10.33 | saturated zone | 
| | Depth to 10.02 | | 
| | | | | 
| | | | | 


saturated zone 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


۱ 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
[map | ۱ 


Junit| Rating class and 
| limiting features 


Value| Rating class and [Value 
| limiting features | 


| 
| 
| | 
| | | | 
109: | | | | 
Cowarts------------- | 28 |Very limited | |Very limited | 
| | Too steep for |1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too steep for 11.00 | application | 
| | sprinkler | | Too acid 10.99 
| | application | | Low adsorption 2 
| | Too acid 10.99 | Depth to 10.02 
| | Slow water 10.61 | saturated zone | 
| | movement | | | 
| | Low adsorption 10.12 | | 
| | | | | 
Fuquay-------------- | 25 |Very limited | |Very limited | 
| | Filtering |1.00 | Seepage |1.00 
| | capacity | | Too steep for |1.00 
| | Too steep for |1.00 | surface | 
| | surface | | application 
| | application | | Too acid 10.91 
| | Too steep for |1.00 | Low adsorption 10.03 
| | sprinkler | | | 
| | application | | 
| | Slow water 11.00 | | 
| | movement | | | 
| | Too acid 10.91 | | 
| | | | | 
113: | | | | | 
Leefield------------ | 88 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Depth to 10.99 
| | Depth to 10.99 | saturated zone | 
| | saturated zone | | Too acid |0.91 
| | Too acid |0.91 | Low adsorption 10.01 
| | Slow water 10.37 | | 
| | movement | | | 
| | Low adsorption 10.01 | | 
| | | | | 
115: | | | | | 
Faceville----------- | 85 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid 9 
| | Too acid 10.99 | Low adsorption 10.68 
| | Low adsorption 10.68 | | 
| | Too steep for 10.08 | | 
| | surface | | | 
| | application | | 
| | | | | 
116: | | | | | 
Faceville----------- | 85 |Somewhat limited | |Very limited | 
| | Filtering |0.99 | Seepage |1.00 
| | capacity | | Too acid 9 
| | Too acid 10.99 | Low adsorption 10.44 
| | Too steep for |0.92 | Too steep for 10.06 
| | surface | | surface 
| | application | | application 
| | Low adsorption 10.44 | | 
| | Too steep for ۱٥١۵١ | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


۱ 
Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
[map | ۱ 


Junit| Rating class and 
| limiting features 


Value| Rating class and [Value 
| limiting features | 


| 
| 
| | 
| | | | 
117: | | | | 
Cowarts------------- | 50 |Very limited | |Very limited | 
| | Too steep for |1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too steep for 11.00 | application | 
| | sprinkler | | Too acid 10.99 
| | application | | Low adsorption 10.05 
| | Too acid |0.99 | Depth to 10.02 
| | Slow water 10.61 | saturated zone | 
| | movement | | | 
| | Low adsorption 10.05 | | 
| | | | | 
Hosford------------- | 30 |Very limited | |Very limited | 
| | Depth to [1.00 | Seepage |1.00 
| | saturated zone | | Depth to |1.00 
| | Too steep for 11.00 | saturated zone | 
| | surface | | Too acid |1.00 
| | application | | Too steep for 10.78 
| | Too acid |1.00 | surface | 
| | Filtering 10.99 | application 
| | capacity | | | 
| | Too steep for 10.40 | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
118: | | | | | 
Cowarts------------- | 48 |Very limited | |Very limited | 
| | Too steep for |1.00 | Seepage |1.00 
| | surface | | Too steep for |1.00 
| | application | | surface 
| | Too steep for 11.00 | application | 
| | sprinkler | | Too acid 10.99 
| | application | | Low adsorption 2 
| | Too acid |0.99 | Depth to 10.02 
| | Slow water 10.61 | saturated zone | 
| | movement | | | 
| | Low adsorption 10.12 | | 
| | | | | 
Nankin-------------- | 49 |Very limited | |Very limited | 
| | Too steep for |1.00 | Seepage |1.00 
| | surface | | Too steep for 0 
| | application | | surface 
| | Too steep for 11.00 | application | 
| | sprinkler | | Too acid 10.99 
| | application | | Low adsorption 10.85 
| | Too acid 10.99 | | 
| | Low adsorption 10.85 | | 
| | Slow water 10.37 | | 
| | movement | | | 
| | | | | 
119: | | | | | 
Wahee--------------- | 55 |Very limited | |Very limited | 
| | Slow water |1.00 | Flooding |1.00 
| | movement | | Seepage |1.00 
| | Depth to |0.99 | Depth to 9 
| | saturated zone | | saturated zone | 
| | Too acid |0.91 | Too acid 10.91 
| | Flooding 10.60 | | 
| | | | | 
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Table 6b.--Agricultural Waste Management (Part 2) --Continued 


Map symbol |Pct.| Disposal of wastewater | Overland flow of 
and soil name | of | by irrigation | wastewater 
|map | 
|unit| Rating class and |Value| Rating class and _ |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
119: | | | | | 
Ochlockonee--------- | 33 |Somewhat limited | |Very limited | 
| | Filtering 10.99 | Flooding |1.00 
| | capacity | | Seepage |1.00 
| | Too acid |0.77 | Too acid 10.77 
| | Flooding 10.60 | | 
| | | | | 
120: | | | | | 
Hardin Heights------ | 70 |Very limited | |Very limited | 
| | Depth to bedrock |1.00 | Depth to bedrock |1.00 
| | Slow water [1.00 | Seepage |1.00 
| | movement | | Too steep for |1.00 
| | Too steep for |1.00 | surface | 
| | surface | | application 
| | application | | 
| | Too steep for |1.00 | | 
| | sprinkler | | | 
| | application | | 
| | Droughty 10.95 | | 
| | | | | 
Telogia------------- | 20 |Very limited | |Very limited | 
| | Slow water [1.00 | Seepage |1.00 
| | movement | | Depth to 10.95 
| | Depth to 10.95 | saturated zone | 
| | saturated zone | | Depth to bedrock |0.42 
| | Too steep for |0.92 | Too steep for |0.06 
| | surface | | surface 
| | application | | application 
| | Too steep for ۱٥١۵١ | | 
| | sprinkler | | | 
| | application | | 
| | | | | 
۱ ۱ ۱ ۱ l 
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Table 6c.--Agricultural Waste Management (Part 3) 


[The information in this table indicates the dominant soil condition but does 


not eliminate the need for onsite investigation. 
columns range from 0.01 to 1.00. The larger the value, 


The numbers in the value 
the greater the 


limitation. See text for further explanation of ratings in this table] 
| | | 
Map symbol |Pct. | Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | | 
|unit| Rating class and |Value| Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
2: | | | | | 
Albany-------------- | 50 |Very limited | |Very limited | 
| | Depth to [1.00 | Filtering [1.00 
| | saturated zone | | capacity 
| | Slow water [1.00 | Depth to [0.99 
| | movement | | saturated zone | 
| | | | Too acid [0.99 
| | | | | 
Blanton------------- | 38 |Very limited | |Very limited | 
| | Depth to [1.00 | Filtering [1.00 
| | saturated zone | | capacity 
| | Slow water [1.00 | Too acid [0.91 
| | movement | | 
| | | | | 
3: ١ | | | | 
Albany-------------- | 39 |Very limited | |Very limited | 
| | Depth to |1.00 | Filtering [1.00 
| | saturated zone | | capacity 
| | Slow water [1.00 | Depth to [0.99 
| | movement | | saturated zone | 
| | Flooding [0.60 | Too acid [0.99 
| | | | Flooding [0.60 
| | | | | 
Ousley-------------- | 30 |Very limited | |Very limited | 
| | Ponding [1.00 | Filtering [1.00 
| | Depth to [1.00 | capacity 
| | saturated zone | | Ponding [1.00 
| | Flooding [0.60 | Too acid [0.99 
| | | | Depth to [0.95 
| | | | saturated zone | 
| | | | Flooding [0.60 
| | | | | 
Pelham-------------- | 16 |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 
| | saturated zone | | saturated zone | 
| | Slow water |1.00 | Too acid |1.00 
| | movement | | Filtering [0.99 
| | Flooding [0.60 | capacity 
| | Too acid [0.14 | Flooding [0.60 
| | | | | 
5: | | | | | 
Blanton------------- | 80 |Very limited | |Very limited | 
| | Depth to [1.00 | Filtering [1.00 
| | saturated zone | | capacity 
| | Slow water [1.00 | Too acid [0.91 
| | movement | | 
| | | | | 
6: | | | | | 
Blanton------------- | 85 |Very limited | |Very limited | 
| | Depth to [1.00 | Filtering [1.00 
| | saturated zone | | capacity 
| | Slow water |1.00 | Too acid [0.91 
| | movement | | Too steep for [0.68 
| | Slope 10.50 | surface | 
| | | | application | 
۱ ۱ ۱ | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


۱ 
|Pct. | 


Map symbol Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
9: | | | | | 
Bonifay------------- | 52 |Very limited | |Very limited | 
| | Slow water |1.00 | Filtering |1.00 
| | movement | | capacity | 
| | | | Too acid 10.77 
| | | | Slow water |0.21 
| | | | movement | 
| | | | | 
Alpin--------------- | 38 |Somewhat limited | |Somewhat limited | 
| | Slow water |0.32 | Filtering 10.99 
| | movement | | capacity | 
| | | | Too acid 10.77 
| | | | | 
10: | | | | | 
Bonifay------------- | 49 |Very limited | |Very limited | 
| | Slow water |1.00 | Filtering |1.00 
| | movement | | capacity | 
| | | | Too acid 10.77 
| | | | Slow water |0.21 
| | | | movement | 
| | | | | 
Albany-------------- | 25 |Very limited | |Very limited | 
| | Depth to |1.00 | Filtering |1.00 
| | saturated zone | | capacity | 
| | Slow water |1.00 | Depth to 10.99 
| | movement | | saturated zone | 
| | | | Too acid 10.99 
l l l l l 
Centenary----------- | 20 |Very limited | |Somewhat limited | 
| | Depth to |1.00 | Filtering 10.99 
| | saturated zone | | capacity 
| | Slow water |0.32 | Too acid 10.77 
| | movement | | | 
| | | | | 
11: | | | | | 
Troup--------------- | 35 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | | | Filtering 9 
| | | | capacity | 
| | | | Too acid |0.91 
| | | | Too steep for 10.78 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
Bonifay------------- | 30 [Very limited | [Very limited | 
| | Slope |1.00 | Filtering |1.00 
| | Slow water 11.00 | capacity | 
| | movement | | Too steep for |1.00 
| | | | surface | 
| | | | application | 
| | | | Too steep for 10.78 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Too acid 10.77 
| | | | Slow water |0.21 
| | | | movement | 
۱ ۱ ۱ ۱ | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


Map symbol |Pct. | Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
11: | | | | | 
Fuquay-------------- | 25 |Very limited | |Very limited | 
| | Slope |1.00 | Filtering |1.00 
| | Slow water 11.00 | capacity | 
| | movement | | Too steep for |1.00 
| | | | surface | 
| | | | application | 
| | | | Slow water 10.96 
| | | | movement | 
| | | | Too acid 10.91 
| | | | Too steep for 10.78 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
12: | | | | | 
Bonneau------------- | 32 |Very limited | |Somewhat limited | 
| | Depth to |1.00 | Filtering 9 
| | saturated zone | | capacity 
| | Slow water |1.00 | Too acid 10.99 
| | movement | | Low adsorption 10.15 
l | | | | 
Leefield------------ | 29 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Filtering 9 
| | movement | | capacity | 
| | Depth to |1.00 | Depth to 10.99 
| | saturated zone | | saturated zone | 
| | | | Too acid 10.91 
| | | | Slow water |0.26 
| | | | movement | 
| | | | Low adsorption [0.01 
| | | | | 
Norfolk------------- | 27 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 10.99 
| | Slow water 11.00 | capacity | 
| | movement | | Low adsorption 10.49 
| | Too acid 10.14 | | 
| | | | | 
14: | | | | | 
Cowarts------------- | 33 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Too acid 10.99 
| | movement | | Too steep for 10.92 
| | Slope 10.88 | surface | 
| | Depth to 10.02 | application 
| | saturated zone | | Slow water 10.43 
| | | | movement | 
| | | | Low adsorption 10.29 
| | | | Too steep for |0.06 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


۱ 
|Pct. | 


Map symbol Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
14: | | | | | 
Dothan-------------- | 30 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Too steep for 10.92 
| | movement | | surface | 
| | Slope 10.88 | application 
| | Depth to |0.02 | Too acid 10.91 
| | saturated zone | | Low adsorption 10.33 
| | | | Too steep for 10.06 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Depth to 10.02 
| | | | saturated zone | 
| | | | | 
Fuquay-------------- | 28 |Very limited | |Very limited | 
| | Slow water |1.00 | Filtering |1.00 
| | movement | | capacity | 
| | Slope 10.88 | Slow water 10.96 
| | | | movement | 
| | | | Too steep for 2 
| | | | surface | 
| | | | application | 
| | | | Too acid 10.91 
| | | | Too steep for |0.06 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
16: | | | | | 
Cowarts------------- | 48 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | Depth to |0.02 | Too steep for 0 
| | saturated zone | | sprinkler 
| | | | irrigation | 
| | | | Too acid 10.99 
| | | | Slow water 10.43 
| | | | movement | 
| | | | Low adsorption 10.07 
| | | | | 
Nankin-------------- | 49 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | | | Too steep for 0 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Too acid 10.99 
| | | | Low adsorption 10.85 
| | | | Slow water |0.26 
| | | | movement | 
| | | | | 
18: | | | | | 
Dothan-------------- | 47 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Too acid 10.91 
| | movement | | Low adsorption 10.24 
| | Depth to 10.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | | | Filtering 10.01 
| | | | capacity | 
| | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


Map symbol |Pct. | Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
[map | 
Junit| Rating class and |Value| Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
18: | | | | | 
Fuquay-------------- | 41 |Very limited | |Very limited | 
| | Slow water |1.00 | Filtering |1.00 
| | movement | | capacity | 
| | | | Slow water 10.96 
| | | | movement | 
| | | | Too acid 10.91 
l l l l l 
19: | | | | | 
Dothan-------------- | 49 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Too acid 10.91 
| | movement | | Low adsorption 10.28 
| | Depth to |0.02 | Too steep for 10.08 
| | saturated zone | | surface 
| | | | application | 
| | | | Depth to |0.02 
| | | | saturated zone | 
| | | | Filtering |0.01 
| | | | capacity | 
| | | | | 
Fuquay-------------- | 39 |Very limited | |Very limited | 
| | Slow water |1.00 | Filtering |1.00 
| | movement | | capacity | 
| | | | Slow water 10.96 
| | | | movement | 
| | | | Too acid 10.91 
| | | | Too steep for 10.08 
| | | | surface | 
| | | | application | 
| | | | Low adsorption [0.01 
| | | | | 
21: | | | | | 
Dothan-------------- | 49 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | Depth to |0.02 | Too steep for 0 
| | saturated zone | | sprinkler 
| | | | irrigation | 
| | | | Too acid 10.91 
| | | | Low adsorption 10.32 
| | | | Depth to 10.02 
| | | | saturated zone | 
| | | | | 
Fuquay-------------- | 20 |Very limited | |Very limited | 
| | Slope |1.00 | Filtering |1.00 
| | Slow water ۱1.00 | capacity | 
| | movement | | Too steep for |1.00 
| | | | surface | 
| | | | application | 
| | | | Too steep for 0 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Slow water 10.96 
| | | | movement | 
| | | | Too acid 10.91 
l l l l | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


۱ 
|Pct. | 


Map symbol Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
[map | 
Junit| Rating class and |Value| Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
21: | | | | | 
Cowarts------------- | 19 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | Depth to |0.02 | Too steep for 0 
| | saturated zone | | sprinkler 
| | | | irrigation | 
| | | | Too acid 10.99 
| | | | Slow water 10.43 
| | | | movement | 
| | | | Low adsorption [0.15 
| | | | | 
23: | | | | | 
Fuquay-------------- | 49 |Very limited | |Very limited | 
| | Slow water |1.00 | Filtering |1.00 
| | movement | | capacity | 
| | | | Slow water 10.96 
| | | | movement | 
| | | | Too acid 10.91 
| | | | | 
Lucy---------------- | 30 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Filtering 9 
| | movement | | capacity 
| | | | Too acid 10.67 
| | | | Low adsorption 10.01 
| | | | | 
Orangeburg---------- | 20 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Too acid 10.91 
| | movement | | Low adsorption 10.50 
| | | | | 
24: | | | | | 
Fuquay-------------- | 55 |Very limited | |Very limited | 
| | Slow water |1.00 | Filtering |1.00 
| | movement | | capacity | 
| | Slope |1.00 | Too steep for 0 
| | | | surface | 
| | | | application | 
| | | | Slow water 6 
| | | | movement | 
| | | | Too acid 10.91 
| | | | Too steep for 10.78 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
Bonifay------------- | 38 |Very limited | |Very limited | 
| | Slow water |1.00 | Filtering |1.00 
| | movement | | capacity | 
| | Slope |1.00 | Too steep for 0 
| | | | surface | 
| | | | application | 
| | | | Too steep for 10.78 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Too acid 10.77 
| | | | Slow water |0.21 
| | | | movement | 
| | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


Map symbol |Pct. | Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and _ |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
27: | | | | | 
Goldsboro----------- | 87 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 10.99 
| | Slow water 11.00 | capacity | 
| | movement | | Depth to 10.86 
| | Too acid 10.14 | saturated zone | 
| | | | Low adsorption 10.19 
l l | | | 
28: | | | | | 
Goldsboro----------- | 91 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 9 
| | Slow water ۱1.00 | capacity | 
| | movement | | Depth to 10.86 
| | Too acid 10.14 | saturated zone | 
| | | | Low adsorption 10.23 
| | | | Too steep for 10.08 
| | | | surface | 
| | | | application | 
| | | | | 
29: | | | | | 
Grady--------------- | 85 |Very limited | |Very limited | 
| | Ponding |1.00 | Ponding |1.00 
| | Slow water |1.00 | Depth to |1.00 
| | movement | | saturated zone | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Slow water 10.96 
| | Too acid 10.14 | movement | 
| | | | Low adsorption 10.19 
| | | | | 
30: | | | | | 
Lakeland------------ | 89 |Not limited | |Somewhat limited | 
| | | | Filtering 9 
| | | | capacity | 
| | | | Too acid 10.91 
| | | | | 
31: | | | | | 
Lakeland------------ | 90 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for |1.00 
| | | | surface | 
| | | | application | 
| | | | Filtering 10.99 
l l l | capacity l 
| | | | Too acid 10.91 
| | | | Too steep for 10.78 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
32: | | | | | 
Leefield------------ | 44 [Very limited | |Somewhat limited | 
| | Slow water |1.00 | Filtering 10.99 
| | movement | | capacity | 
| | Depth to |1.00 | Depth to 10.99 
| | saturated zone | | saturated zone | 
| | | | Too acid 10.91 
| | | | Slow water 10.26 
| | | | movement | 
| | | | Low adsorption 10.09 
l | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


Map symbol |Pct. | Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
32: | | | | | 
Bonifay------------- | 26 |Very limited | |Very limited | 
| | Slow water |1.00 | Filtering |1.00 
| | movement | | capacity | 
| | | | Too acid 10.77 
| | | | Slow water |0.21 
| | | | movement | 
| | | | | 
Dothan-------------- | 23 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Too acid 10.91 
| | movement | | Low adsorption 10.25 
| | Depth to |0.02 | Depth to 10.02 
| | saturated zone | | saturated zone | 
| | | | Filtering [0.01 
| | | | capacity | 
| | | | | 
33: | | | | | 
Leon---------------- | 48 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |0.62 | Filtering 10.99 
| | movement | | capacity | 
| | | | Too acid 9 
| | | | | 
Chipley------------- | 42 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 10.99 
l l l | capacity l 
| | | | Depth to 10.86 
| | | | saturated zone | 
| | | | | 
35: | | | | | 
Lucy---------------- | 45 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | | | Too steep for 0 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Filtering 10.99 
l | | | capacity | 
| | | | Too acid 10.67 
| | | | Low adsorption |0.01 
| | | | | 
Troup--------------- | 42 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | | | Too steep for 0 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Filtering 10.99 
l | | | capacity | 
| | | | Too acid 10.91 
| | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


saturated zone 


Map symbol |Pct. | Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
36: | | | | | 
Lucy---------------- | 49 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | | | Too steep for 0 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Filtering 10.99 
| | | | capacity | 
| | | | Too acid 10.67 
| | | | Low adsorption 10.05 
| | | | | 
Orangeburg---------- | 21 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for |1.00 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | | | Too steep for |1.00 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Too acid |0.91 
| | | | Low adsorption [0.55 
| | | | | 
Cowarts------------- | 19 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | Depth to |0.02 | Too steep for 0 
| | saturated zone | | sprinkler 
| | | | irrigation | 
| | | | Too acid 10.99 
| | | | Slow water 10.43 
| | | | movement | 
| | | | Low adsorption |0.12 
| | | | | 
40: | | | | | 
Cowarts------------- | 50 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | Depth to |0.02 | Too steep for 0 
| | saturated zone | | sprinkler 
| | | | irrigation | 
| | | | Too acid 9 
| | | | Slow water 10.43 
| | | | movement | 
| | | | Low adsorption 2 
| | | | | 
Dothan-------------- | 25 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for |1.00 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | Depth to [0.02 | Too steep for 0 
| | saturated zone | | sprinkler 
| | | | irrigation | 
| | | | Too acid 10.91 
| | | | Low adsorption 10.33 
| | | | Depth to 10.02 
| | | | | 
| | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


Map symbol |Pct. | Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
40: | | | | | 
Fuquay-------------- | 17 |Very limited | |Very limited | 
| | Slope |1.00 | Filtering |1.00 
| | Slow water 11.00 | capacity | 
| | movement | | Too steep for |1.00 
| | | | surface | 
| | | | application | 
| | | | Too steep for 0 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Slow water 10.96 
| | | | movement | 
| | | | Too acid 10.91 
| | | | | 
41: | | | | | 
Norfolk------------- | 89 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 9 
| | Slow water 11.00 | capacity | 
| | movement | | Low adsorption 10.33 
| | Too acid 10.14 | | 
| | | | | 
42: | | | | | 
Norfolk------------- | 89 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 10.99 
| | Slow water 11.00 | capacity | 
| | movement | | Low adsorption 10.48 
| | Too acid |0.14 | Too steep for 10.08 
| | | | surface | 
| | | | application | 
| | | | | 
43: | | | | | 
Ocilla-------------- | 90 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |1.00 | Too acid 10.99 
| | movement | | | 
| | | | | 
45: | | | | | 
Orangeburg---------- | 91 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Too acid 10.91 
| | movement | | Low adsorption 10.33 
l l l l l 
46: l | | | | 
Orangeburg---------- | 92 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Too acid 10.91 
| | movement | | Low adsorption 10.42 
| | | | Too steep for 10.08 
| | | | surface | 
| | | | application | 
| | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


۱ 
|Pct. | 


Map symbol Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and _ |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
47: | | | | | 
Orangeburg---------- | 48 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Too steep for 10.92 
| | movement | | surface | 
| | Slope 10.88 | application 
| | | | Too acid 10.91 
| | | | Low adsorption 10.48 
| | | | Too steep for 6 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
Norfolk------------- | 19 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 10.99 
| | Slow water 11.00 | capacity | 
| | movement | | Too steep for 10.92 
| | Slope 10.88 | surface | 
| | Too acid 10.14 | application 
| | | | Low adsorption 10.43 
| | | | Too steep for 10.06 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
Tifton-------------- | 18 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Filtering 9 
| | movement | | capacity | 
| | Slope [0.88 | Too steep for 2 
| | | | surface | 
| | | | application | 
| | | | Too acid 10.91 
| | | | Slow water |0.26 
| | | | movement | 
| | | | Low adsorption 10.19 
l | | | | 
48: | | | | | 
Fuquay-------------- | 45 |Very limited | |Very limited | 
| | Slope |1.00 | Filtering |1.00 
| | Slow water 11.00 | capacity | 
| | movement | | Too steep for |1.00 
| | | | surface | 
| | | | application | 
| | | | Slow water 10.96 
| | | | movement | 
| | | | Too acid 10.91 
| | | | Too steep for 10.78 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
Orangeburg---------- | 25 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for |1.00 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | | | Too acid 10.91 
| | | | Too steep for 10.78 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Low adsorption 10.53 
| | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


Map symbol |Pct. | Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and _ |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
48: | | | | | 
Norfolk------------- | 21 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Depth to |1.00 | surface 
| | saturated zone | | application 
| | Slow water |1.00 | Too acid |1.00 
| | movement | | Filtering 10.99 
| | Too acid 10.14 | capacity | 
| | | | Too steep for 10.50 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Low adsorption 10.46 
| | | | | 
49: | | | | | 
Orangeburg---------- | 50 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Too acid 10.91 
| | movement | | Low adsorption 10.40 
| | | | Too steep for 10.08 
| | | | surface | 
| | | | application | 
| | | | | 
Norfolk------------- | 36 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 9 
| | Slow water 11.00 | capacity | 
| | movement | | Low adsorption 10.47 
| | Too acid |0.14 | Too steep for 10.08 
| | | | surface | 
| | | | application | 
| | | | | 
51: | | | | | 
Plummer------------- | 85 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |1.00 | Too acid |1.00 
| | movement | | Filtering 10.99 
| | Too acid 10.14 | capacity | 
| | | | | 
52: | | | | | 
Rains--------------- | 86 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |1.00 | Too acid 10.99 
| | movement | | Filtering [0.01 
| | Too acid 10.14 | capacity 
| | | | | 
58: | | | | | 
Tifton-------------- | 92 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Filtering 10.99 
| | movement | | capacity | 
| | | | Too acid 10.91 
| | | | Slow water |0.26 
| | | | movement | 
| | | | Low adsorption 10.14 
| | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


۱ 
|Pct. | 


Map symbol Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
59: | | | | | 
Troup--------------- | 50 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Filtering 10.99 
| | movement | | capacity | 
| | Slope |0.12 | Too acid 10.91 
| | | | Too steep for |0.32 
| | | | surface | 
| | | | application | 
| | | | | 
Lakeland------------ | 21 |Somewhat limited | |Somewhat limited | 
| | Slope |0.12 | Filtering 9 
| | | | capacity | 
| | | | Too acid 10.91 
| | | | Too steep for 10.32 
| | | | surface | 
| | | | application | 
| | | | | 
Lucy---------------- | 16 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Filtering 10.99 
| | movement | | capacity | 
| | Slope |0.12 | Too acid 10.67 
| | | | Too steep for |0.32 
| | | | surface | 
| | | | application | 
| | | | | 
60: | | | | | 
Troup--------------- | 85 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | | | Too steep for |1.00 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Filtering 9 
| | | | capacity | 
| | | | Too acid 10.91 
| | | | | 
61: | | | | | 
Troup--------------- | 48 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Filtering 10.99 
| | movement | | capacity | 
| | Slope [0.88 | Too steep for 2 
| | | | surface | 
| | | | application | 
| | | | Too acid 10.91 
| | | | Too steep for 10.06 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
Nankin-------------- | 37 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Too acid 9 
| | movement | | Too steep for 10.92 
| | Slope 10.88 | surface | 
| | | | application | 
| | | | Low adsorption 10.83 
| | | | Slow water 10.26 
| | | | movement | 
| | | | Too steep for |0.06 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


Map symbol |Pct. | Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
63: | | | | | 
Troup--------------- | 50 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | | | Too steep for 0 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Filtering 10.99 
l | | | capacity | 
| | | | Too acid 10.91 
l l l l l 
Nankin-------------- | 35 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | | | Too steep for 0 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Too acid 10.99 
| | | | Low adsorption 10.85 
| | | | Slow water 10.26 
| | | | movement | 
| | | | | 
65: | | | | | 
Udorthents---------- |100 [Not rated | [Not rated 
| | | | | 
66: | | | | | 
Pickney------------- | 32 |Very limited | |Very limited | 
| | Flooding |1.00 | Depth to |1.00 
| | Depth to 11.00 | saturated zone | 
| | saturated zone | | Flooding |1.00 
| | Too acid |0.03 | Too acid |1.00 
| | | | Filtering 9 
| | | | capacity | 
| | | | | 
Dorovan------------- | 29 |Very limited | |Very limited | 
| | Flooding |1.00 | Depth to |1.00 
| | Depth to 11.00 | saturated zone | 
| | saturated zone | | Too acid |1.00 
| | Slow water |1.00 | Flooding |1.00 
| | movement | | | 
| | | | | 
Bibb---------------- | 25 |Very limited | |Very limited | 
| | Flooding |1.00 | Depth to |1.00 
| | Depth to 11.00 | saturated zone | 
| | saturated zone | | Flooding |1.00 
| | Slow water |1.00 | Too acid |1.00 
| | movement | | Filtering 9 
| | Too acid 10.14 | capacity | 
| | | | | 
| | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


۱ 
|Pct. | 


Map symbol Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
69: | | | | | 
Lucy---------------- | 38 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Filtering 10.99 
| | movement | | capacity | 
| | Slope 16.88 | Too steep for 2 
| | | | surface | 
| | | | application | 
| | | | Too acid 10.67 
| | | | Too steep for 10.06 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Low adsorption |0.01 
| | | | | 
Bonifay------------- | 28 |Very limited | |Very limited | 
| | Slow water |1.00 | Filtering |1.00 
| | movement | | capacity 
| | Slope |0.88 | Too steep for 2 
| | | | surface | 
| | | | application | 
| | | | Too acid 10.77 
| | | | Slow water |0.21 
| | | | movement | 
| | | | Too steep for |0.06 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
Orangeburg---------- | 22 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Too steep for 10.92 
| | movement | | surface | 
| | Slope 10.88 | application 
| | | | Too acid 10.91 
| | | | Low adsorption 10.50 
| | | | Too steep for 10.06 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
71: | | | | | 
Cowarts------------- | 45 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Too acid 10.99 
| | movement | | Low adsorption 10.65 
| | Depth to |0.02 | Slow water 10.43 
| | saturated zone | | movement | 
| | | | Too steep for 10.08 
| | | | surface | 
| | | | application | 
| | | | Depth to 10.02 
| | | | saturated zone | 
| | | | | 
Nankin- ------------- | 40 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Too acid 10.99 
| | movement | | Low adsorption 10.83 
| | | | Slow water |0.26 
| | | | movement | 
| | | | Too steep for 10.08 
| | | | surface | 
| | | | application | 
| | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


saturated zone 


Map symbol |Pct. | Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
72: | | | | | 
Goldsboro----------- | 48 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 9 
| | Slow water 11.00 | capacity | 
| | movement | | Too steep for 10.92 
| | Slope 10.88 | surface | 
| | Too acid 10.14 | application 
| | | | Depth to 10.86 
| | | | saturated zone | 
| | | | Low adsorption 10.14 
| | | | | 
Ocilla-------------- | 39 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |1.00 | Too acid 10.99 
| | movement | | Too steep for 10.92 
| | Slope 10.88 | surface | 
| | | | application | 
| | | | Too steep for 6 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
73: | | | | | 
Norfolk------------- | 86 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 10.99 
| | Slow water 11.00 | capacity | 
| | movement | | Too steep for 10.92 
| | Slope 10.88 | surface | 
| | Too acid 10.14 | application 
| | | | Low adsorption [0.51 
| | | | Too steep for 10.06 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
77: | | | | | 
Bonifay------------- | 49 |Very limited | |Very limited | 
| | Slow water |1.00 | Filtering |1.00 
| | movement | | capacity | 
| | | | Too acid 10.77 
| | | | Slow water |0.21 
| | | | movement | 
| | | | | 
Fuquay-------------- | 49 |Very limited | |Very limited | 
| | Slow water |1.00 | Filtering |1.00 
| | movement | | capacity | 
| | | | Slow water 10.96 
| | | | movement | 
| | | | Too acid 10.91 
| | | | | 
78: | | | | | 
Chipley------------- | 35 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 10.99 
l l l | capacity l 
| | | | Depth to 10.86 
| | | | | 
۱ ۱ ۱ ۱ ۱ 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


۱ ۱ 
|Pct. | 


Map symbol Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | | 
Junit| Rating class and [Value] Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
78: | | | | | 
Leon---------------- | 30 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |0.62 | Filtering 9 
| | movement | | capacity | 
| | | | Too acid 10.99 
l l l l l 
Foxworth------------ | 26 |Very limited | |Very limited | 
| | Depth to |1.00 | Filtering |1.00 
| | saturated zone | | capacity 
| | | | Too acid |0.91 
| | | | | 
79: | | | | | 
Hurricane----------- | 50 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 10.99 
| | Too acid 10.03 | capacity | 
| | | | Depth to 10.68 
| | | | saturated zone | 
| | | | | 
Chipley------------- | 41 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 9 
| | | | capacity | 
| | | | Depth to 10.86 
| | | | saturated zone | 
| | | | | 
80: | | | | | 
Foxworth------------ | 53 |Very limited | |Very limited | 
| | Depth to |1.00 | Filtering |1.00 
| | saturated zone | | capacity 
| | | | Too acid 10.91 
l | | | | 
Lakeland------------ | 32 |Not limited | |Somewhat limited | 
| | | | Filtering 10.99 
| | | | capacity | 
| | | | Too acid 10.91 
| | | | | 
82: | | | | | 
Chipley------------- | 46 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 9 
| | | | capacity | 
| | | | Depth to 10.86 
| | | | saturated zone | 
| | | | | 
Foxworth------------ | 49 |Very limited | |Very limited | 
| | Depth to |1.00 | Filtering |1.00 
| | saturated zone | | capacity | 
| | | | Too acid 10.91 
l | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


۱ 
|Pct. | 


Map symbol Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and _ |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
83: | | | | | 
Foxworth------------ | 47 |Very limited | |Very limited | 
| | Depth to |1.00 | Filtering |1.00 
| | saturated zone | | capacity 
| | Slope |1.00 | Too steep for 0 
| | | | surface | 
| | | | application | 
| | | | Too acid 10.91 
| | | | Too steep for 10.78 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
Lakeland------------ | 41 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | | | surface | 
| | | | application | 
| | | | Filtering 10.99 
| | | | capacity | 
| | | | Too acid 10.91 
| | | | Too steep for 10.78 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
85: | | | | | 
Bonifay------------- | 38 |Very limited | |Very limited | 
| | Slow water |1.00 | Filtering |1.00 
| | movement | | capacity | 
| | | | Too acid 10.77 
| | | | Slow water |0.21 
| | | | movement | 
| | | | | 
Leon---------------- | 27 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |0.62 | Filtering 10.99 
| | movement | | capacity | 
| | | | Too acid 9 
| | | | | 
Chipley------------- | 25 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 9 
| | | | capacity | 
| | | | Depth to 10.86 
| | | | saturated zone | 
| | | | | 
86: | | | | | 
Leon- --------------- | 31 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |0.62 | Filtering 10.99 
| | movement | | capacity | 
| | Flooding [0.60 | Too acid 10.99 
| | | | Flooding 10.60 
| | | | | 
Clara--------------- | 30 |Very limited | |Very limited | 
| | Flooding |1.00 | Filtering |1.00 
| | Depth to 11.00 | capacity 
| | saturated zone | | Depth to |1.00 
| | | | saturated zone | 
| | | | Flooding |1.00 
| | | | Too acid |1.00 
۱ ۱ | | | 


288 


Soil Survey of Gadsden County, Florida 


Table 6c.--Agricultural Waste Management (Part 3) --Continued 


| | 
Map symbol | Pct. | Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | | 
|unit| Rating class and |Value| Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
86: | | | | | 
Pickney------------- | 29 |Very limited | |Very limited | 
| | Flooding |1.00 | Depth to |1.00 
| | Depth to 11.00 | saturated zone | 
| | saturated zone | | Flooding |1.00 
| | Too acid [0.03 | Too acid |1.00 
| | | | Filtering 10.99 
l l l | capacity l 
l l | | | 
87: | | | | | 
Ousley-------------- | 35 |Very limited | |Very limited | 
| | Depth to |1.00 | Filtering |1.00 
| | saturated zone | | capacity 
| | Flooding |0.60 | Too acid 10.99 
| | | | Depth to 10.95 
| | | | saturated zone | 
| | | | Flooding 10.60 
| | | | | 
Rutlege------------- | 30 |Very limited | |Very limited | 
| | Ponding |1.00 | Ponding |1.00 
| | Flooding |1.00 | Depth to |1.00 
| | Depth to 11.00 | saturated zone | 
| | saturated zone | | Flooding |1.00 
| | Too acid |0.42 | Too acid |1.00 
| | | | Filtering 10.99 
l | | | capacity | 
| | | | | 
Pickney------------- | 26 |Very limited | |Very limited | 
| | Ponding |1.00 | Ponding |1.00 
| | Flooding |1.00 | Depth to |1.00 
| | Depth to 11.00 | saturated zone | 
| | saturated zone | | Flooding |1.00 
| | Too acid |0.03 | Too acid |1.00 
| | | | Filtering 9 
| | | | capacity | 
| | | | | 
88: | | | | | 
Rutlege------------- | 38 |Very limited | |Very limited | 
| | Ponding |1.00 | Ponding |1.00 
| | Flooding |1.00 | Depth to |1.00 
| | Depth to 11.00 | saturated zone | 
| | saturated zone | | Flooding |1.00 
| | Too acid |0.42 | Too acid |1.00 
| | | | Filtering 9 
| | | | capacity | 
| | | | | 
Bibb---------------- | 27 |Very limited | |Very limited | 
| | Flooding |1.00 | Depth to |1.00 
| | Depth to 11.00 | saturated zone | 
| | saturated zone | | Flooding |1.00 
| | Slow water |1.00 | Too acid |1.00 
| | movement | | Filtering 10.99 
| | Too acid 10.14 | capacity | 
| | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


| | 
|Pct. | 


Map symbol Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
88: | | | | | 
Surrency------------ | 25 |Very limited | |Very limited | 
| | Flooding |1.00 | Depth to |1.00 
| | Depth to 11.00 | saturated zone | 
| | saturated zone | | Flooding |1.00 
| | Slow water |1.00 | Too acid |1.00 
| | movement | | Filtering 10.01 
| | Too acid 10.42 | capacity | 
| | | | | 
89: | | | | | 
Bibb---------------- | 40 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |1.00 | Too acid |1.00 
| | movement | | Filtering 9 
| | Flooding 10.60 | capacity 
| | Too acid |0.14 | Flooding 10.60 
l | | | | 
Rains--------------- | 25 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |1.00 | Too acid 9 
| | movement | | Flooding 10.60 
| | Flooding |0.60 | Filtering |0.01 
| | Too acid 10.14 | capacity | 
| | | | | 
Garcon-------------- | 24 |Very limited | |Somewhat limited | 
| | Depth to |1.00 | Filtering 9 
| | saturated zone | | capacity 
| | Slow water |1.00 | Too acid 9 
| | movement | | Depth to 10.95 
| | Flooding 10.60 | saturated zone | 
| | | | Flooding 10.60 
| | | | | 
90: | | | | | 
Hosford------------- | 50 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Too acid |0.14 | Too acid |1.00 
| | Slope |0.12 | Filtering 10.99 
| | | | capacity | 
| | | | Too steep for 10.32 
| | | | surface | 
| | | | application | 
| | | | | 
Plummer------------- | 41 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |1.00 | Too acid |1.00 
| | movement | | Filtering 10.99 
| | Too acid 10.14 | capacity | 
| | | | Too steep for 2 
| | | | surface | 
| | | | application | 
| | | | | 
91: | | | | | 
Pits---------------- |100 |Not rated | |Not rated 
| | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


Map symbol |Pct. | Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
92: | | | | | 
Telogia------------- | 90 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Slow water 10.96 
| | movement | | movement | 
| | Depth to |1.00 | Depth to 10.95 
| | saturated zone | | saturated zone | 
| | Depth to bedrock |1.00 | Depth to bedrock |0.42 
| | | | Too steep for 2 
| | | | surface | 
| | | | application | 
| | | | | 
93: | | | | | 
Foxworth------------ | 45 |Very limited | |Very limited | 
| | Depth to |1.00 | Filtering |1.00 
| | saturated zone | | capacity | 
| | | | Too acid 10.91 
| | | | | 
Blanton------------- | 24 |Very limited | |Very limited | 
| | Depth to |1.00 | Filtering |1.00 
| | saturated zone | | capacity 
| | Slow water |1.00 | Too acid 10.91 
| | movement | | | 
| | | | | 
Chipley------------- | 20 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 10.99 
| | | | capacity | 
| | | | Depth to 10.86 
| | | | saturated zone | 
| | | | | 
94: | | | | | 
Albany-------------- | 33 |Very limited | |Very limited | 
| | Depth to |1.00 | Filtering |1.00 
| | saturated zone | | capacity | 
| | Slow water |1.00 | Depth to 10.99 
| | movement | | saturated zone | 
| | Flooding [0.60 | Too acid 9 
| | | | Flooding 10.60 
| | | | | 
Garcon-------------- | 28 |Very limited | |Somewhat limited | 
| | Depth to |1.00 | Filtering 10.99 
| | saturated zone | | capacity | 
| | Slow water |1.00 | Too acid 10.99 
| | movement | | Depth to 10.95 
| | Flooding 10.60 | saturated zone | 
| | | | Flooding 10.60 
| | | | | 
Bibb---------------- | 26 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |1.00 | Too acid |1.00 
| | movement | | Filtering 10.99 
| | Flooding 10.60 | capacity 
| | Too acid |0.14 | Flooding 10.60 
| | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


Map symbol |Pct. | Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and _ |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
96: | | | | | 
Pelham-------------- | 87 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |1.00 | Too acid |1.00 
| | movement | | Filtering 10.99 
| | Too acid 10.14 | capacity | 
| | | | | 
97: | | | | | 
Eunola-------------- | 45 |Very limited | |Somewhat limited | 
| | Depth to |1.00 | Filtering 10.99 
| | saturated zone | | capacity 
| | Slow water |1.00 | Depth to 9 
| | movement | | saturated zone | 
| | Flooding |0.60 | Too acid 10.77 
| | | | Flooding 0 
| | | | | 
Garcon-------------- | 25 |Very limited | |Somewhat limited | 
| | Depth to |1.00 | Filtering 10.99 
| | saturated zone | | capacity 
| | Slow water |1.00 | Too acid 10.99 
| | movement | | Depth to 10.95 
| | Flooding 10.60 | saturated zone | 
| | | | Flooding 10.60 
| | | | | 
Ousley-------------- | 20 |Very limited | |Very limited | 
| | Ponding |1.00 | Filtering |1.00 
| | Depth to 11.00 | capacity 
| | saturated zone | | Ponding |1.00 
| | Flooding [0.60 | Too acid 10.99 
| | | | Depth to 10.95 
| | | | saturated zone | 
| | | | Flooding 10.60 
l l | | | 
98: | | | | | 
Rutlege, | | | | | 
depressional------- | 50 |Very limited | |Very limited | 
| | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Too acid |0.42 | Too acid |1.00 
| | | | Filtering 9 
| | | | capacity | 
| | | | | 
Plummer, | | | | | 
depressional------- | 38 |Very limited | |Very limited | 
| | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |1.00 | Too acid |1.00 
| | movement | | Filtering 10.99 
| | Too acid 10.14 | capacity | 
| | | | | 
99: | | | | | 
Water --------------- ۱100 |Not rated | [Not rated 
| | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


۱ 
|Pct. | 


Map symbol Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and _ |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
101: | | | | | 
Albany-------------- | 48 |Very limited | |Very limited | 
| | Depth to |1.00 | Filtering |1.00 
| | saturated zone | | capacity 
| | Slow water |1.00 | Depth to 10.99 
| | movement | | saturated zone | 
| | | | Too acid 10.99 
l l l l l 
Ocilla-------------- | 25 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |1.00 | Too acid 9 
| | movement | | | 
| | | | | 
Chipley------------- | 16 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 9 
| | | | capacity | 
| | | | Depth to 10.86 
| | | | saturated zone | 
| | | | | 
104: | | | | | 
Urban land---------- | 50 [Not rated | [Not rated 
| | | | | 
Orangeburg---------- | 20 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Too acid 10.91 
| | movement | | Low adsorption 10.33 
| | | | Too steep for 10.08 
| | | | surface | 
| | | | application | 
| | | | | 
Norfolk------------- | 18 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 10.99 
| | Slow water 11.00 | capacity | 
| | movement | | Low adsorption 10.47 
| | Too acid |0.14 | Too steep for 10.08 
| | | | surface | 
| | | | application | 
| | | | | 
105: | | | | | 
Urban land---------- | 46 [Not rated | [Not rated 
| | | | | 
Orangeburg---------- | 25 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Too steep for 10.92 
| | movement | | surface | 
| | Slope 10.88 | application 
| | | | Too acid |0.91 
| | | | Low adsorption 10.50 
| | | | Too steep for |0.06 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


۱ 
|Pct. | 


Map symbol Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
105: | | | | | 
Norfolk------------- | 17 |Very limited | |Very limited | 
| | Depth to |1.00 | Too acid |1.00 
| | saturated zone | | Filtering 10.99 
| | Slow water 11.00 | capacity | 
| | movement | | Too steep for 10.92 
| | Slope 10.88 | surface | 
| | Too acid 10.14 | application 
| | | | Low adsorption 10.49 
| | | | Too steep for 10.06 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
106: | | | | | 
Plummer------------- | 49 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |1.00 | Too acid |1.00 
| | movement | | Filtering 10.99 
| | Too acid 10.14 | capacity | 
| | | | | 
Leon---------------- | 19 |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | 
| | Slow water |0.62 | Filtering 9 
| | movement | | capacity | 
| | | | Too acid 10.99 
l l l l l 
Sapelo-------------- | 18 |Very limited | |Very limited | 
| | Depth to |1.00 | Filtering |1.00 
| | saturated zone | | capacity | 
| | Slow water |1.00 | Depth to |1.00 
| | movement | | saturated zone | 
| | Too acid |0.14 | Too acid |1.00 
| | | | | 
107: | | | | | 
Fuquay-------------- | 50 |Very limited | |Very limited | 
| | Slow water |1.00 | Filtering |1.00 
| | movement | | capacity | 
| | | | Slow water 10.96 
| | | | movement | 
| | | | Too acid |0.91 
| | | | | 
Bonifay------------- | 38 |Very limited | |Very limited | 
| | Slow water |1.00 | Filtering |1.00 
| | movement | | capacity | 
| | | | Too acid 10.77 
| | | | Slow water |0.21 
| | | | movement | 
| | | | | 
108: | | | | | 
Troup--------------- | 50 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | | | Too steep for 0 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Filtering 9 
| | | | capacity | 
| | | | Too acid 10.91 
| | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


۱ 
|Pct. | 


Map symbol Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
108: | | | | | 
Lakeland------------ | 38 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | | | surface | 
| | | | application | 
| | | | Too steep for |1.00 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Filtering 9 
| | | | capacity | 
| | | | Too acid 10.91 
l l l l l 
109: | | | | | 
Dothan-------------- | 35 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | Depth to |0.02 | Too steep for |1.00 
| | saturated zone | | sprinkler 
| | | | irrigation | 
| | | | Too acid |0.91 
| | | | Low adsorption 10.33 
| | | | Depth to 10.02 
| | | | saturated zone | 
| | | | | 
| | | | | 
Cowarts------------- | 28 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | Depth to |0.02 | Too steep for |1.00 
| | saturated zone | | sprinkler 
| | | | irrigation | 
| | | | Too acid 9 
| | | | Slow water 10.43 
| | | | movement | 
| | | | Low adsorption 2 
| | | | | 
Fuquay-------------- | 25 |Very limited | |Very limited | 
| | Slope |1.00 | Filtering |1.00 
| | Slow water 11.00 | capacity | 
| | movement | | Too steep for |1.00 
| | | | surface | 
| | | | application | 
| | | | Too steep for 0 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Slow water 10.96 
| | | | movement | 
| | | | Too acid 10.91 
| | | | | 
113: | | | | | 
Leefield------------ | 88 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Filtering 10.99 
| | movement | | capacity | 
| | Depth to |1.00 | Depth to 9 
| | saturated zone | | saturated zone | 
| | | | Too acid 10.91 
| | | | Slow water |0.26 
| | | | movement | 
| | | | Low adsorption [0.01 
۱ | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


۱ 
|Pct. | 


Map symbol Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and _ |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
115: | | | | | 
Faceville----------- | 85 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Filtering 9 
| | movement | | capacity | 
| | | | Too acid 9 
| | | | Low adsorption 10.68 
| | | | Too steep for 10.08 
| | | | surface | 
| | | | application | 
| | | | | 
116: | | | | | 
Faceville----------- | 85 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Filtering 9 
| | movement | | capacity | 
| | Slope [0.88 | Too acid 9 
| | | | Too steep for 2 
| | | | surface | 
| | | | application | 
| | | | Low adsorption 10.44 
| | | | Too steep for |0.06 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
117: | | | | | 
Cowarts------------- | 50 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | Depth to [0.02 | Too steep for 0 
| | saturated zone | | sprinkler 
| | | | irrigation | 
| | | | Too acid 9 
| | | | Slow water 10.43 
| | | | movement | 
| | | | Low adsorption 10.05 
l | | | | 
Hosford------------- | 30 |Very limited | |Very limited | 
| | Slope |1.00 | Depth to |1.00 
| | Depth to 11.00 | saturated zone | 
| | saturated zone | | Too steep for |1.00 
| | Too acid 10.14 | surface | 
| | | | application | 
| | | | Too acid |1.00 
| | | | Filtering 9 
| | | | capacity | 
| | | | Too steep for 10.78 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
118: | | | | | 
Cowarts------------- | 48 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | Depth to |0.02 | Too steep for 0 
| | saturated zone | | sprinkler 
| | | | irrigation | 
| | | | Too acid 9 
| | | | Slow water 10.43 
| | | | movement | 
| | | | Low adsorption 2 
۱ | | | | 
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Table 6c.--Agricultural Waste Management (Part 3) --Continued 


Map symbol |Pct. | Rapid infiltration | Slow rate treatment 
and soil name | of | of wastewater | of wastewater 
|map | 
Junit| Rating class and |Value| Rating class and _ |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
118: | | | | | 
Nankin- ------------- | 40 |Very limited | |Very limited | 
| | Slope |1.00 | Too steep for 0 
| | Slow water |1.00 | surface | 
| | movement | | application 
| | | | Too steep for 0 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Too acid 10.99 
| | | | Low adsorption 10.85 
| | | | Slow water |0.26 
| | | | movement | 
| | | | | 
119: | | | | | 
Wahee--------------- | 55 |Very limited | |Somewhat limited | 
| | Slow water |1.00 | Depth to 9 
| | movement | | saturated zone | 
| | Depth to |1.00 | Slow water 10.94 
| | saturated zone | | movement | 
| | Flooding |0.60 | Too acid 10.91 
| | Too acid |0.14 | Flooding 10.60 
| | | | | 
Ochlockonee--------- | 33 |Very limited | |Somewhat limited | 
| | Depth to |1.00 | Filtering 9 
| | saturated zone | | capacity 
| | Slow water |1.00 | Too acid 10.77 
| | movement | | Flooding 10.60 
| | Flooding 10.60 | | 
| | | | | 
120: | | | | | 
Hardin Heights------ | 70 |Very limited | |Very limited | 
| | Slow water |1.00 | Depth to bedrock |1.00 
| | movement | | Too steep for |1.00 
| | Depth to bedrock |1.00 | surface 
| | Slope 11.00 | application 
| | | | Too steep for 0 
| | | | sprinkler | 
| | | | irrigation | 
| | | | Slow water 10.96 
| | | | movement | 
| | | | | 
Telogia------------- | 20 |Very limited | |Very limited | 
| | Slow water |1.00 | Slow water |1.00 
| | movement | | movement | 
| | Depth to |1.00 | Depth to 10.95 
| | saturated zone | | saturated zone | 
| | Depth to bedrock |1.00 | Too steep for 10.92 
| | Slope 10.88 | surface | 
| | | | application | 
| | | | Depth to bedrock |0.42 
| | | | Too steep for 10.06 
| | | | sprinkler | 
| | | | irrigation | 
| | | | | 
| | | | | 
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Table 7.--Forestland Productivity 


Potential productivity 


| 
| 
Map symbol and | | 
soil name | Common trees |Site | Volume | Trees to manage 
| |index|of wood | 
| | | fiber 
| | | | 
| | |cu ft/ac| 
| | | | 
2: | | | | 
Albany------------------ [Loblolly pine------- | 95 | 143 |Loblolly pine, 
|Longleaf pine------- | 80 | 100 | slash pine 
|Slash pine---------- | 85 | 157 | 
| | | | 
Blanton----------------- |Bluejack oak-------- | --- | ---  |Slash pine, 
|Live oak------------ | --- | --- | longleaf pine, 
[Loblolly pine------- | 80 | 114 | loblolly pine 
|Longleaf pine------- | 70 | 86 | 
[Slash pine---------- | 99 | 157 | 
[Southern red oak----| --- | --- | 
|Turkey oak---------- | --- | --- | 
| | | | 
3: | | | | 
Albany------------------ |Loblolly pine------- | 95 | 143 |Loblolly pine, 
|Longleaf pine------- | 80 | 100 | slash pine 
[Slash pine---------- | 85 | 157 | 
| | | | 
Ousley------------------ |Longleaf pine------- | 65 | 72 Slash pine, 
|Sand live oak------- | --- | --- | loblolly pine, 
|Sand pine----------- | 60 | 43 | longleaf pine 
[Slash pine---------- | 79 | 114 | 
| | | | 
Pelham. | | | | 
| | | | 
5: | | | | 
Blanton----------------- |Bluejack oak-------- | --- | ---  |Slash pine, 
|Live oak------------ | --- | --- | longleaf pine, 
[Loblolly pine------- | 80 | 114 | loblolly pine 
|Longleaf pine------- | 70 | 86 | 
|Slash pine---------- | 90 | 157 | 
[Southern red oak----| --- | --- | 
[Turkey oak---------- | --- | --- | 
| | | | 
6: | | | 
Blanton----------------- |Bluejack oak-------- | --- | ---  |Slash pine, 
|Live oak------------ | --- | --- | longleaf pine, 
[Loblolly pine------- | 80 | 114 | loblolly pine 
[Longleaf pine------- | 70 | 86 | 
|Slash pine---------- | 90 | 157 | 
[Southern red oak----| --- | --- | 
|Turkey oak---------- | --- | --- | 
| | | | 
9: | | | | 
Bonifay----------------- |Slash pine---------- | 80 | 143 |Slash pine 
[Loblolly pine------- | 80 | 114 | 
|Longleaf pine------- | 65 | 72 | 
| | | | 
Alpin------------------- [Slash pine---------- | 90 | 157 [Slash pine, 
[Loblolly pine------- | 85 | 114 | longleaf pine 
[Longleaf pine------- | 70 | 86 | 
|Turkey oak---------- | --- | --- | 
|Post oak------------ | --- | --- | 
|Blackjack oak------- | --- | --- | 
|Bluejack oak-------- | --- | --- | 
| | | | 
10: | | | | 
Bonifay----------------- [Slash pine---------- | 80 | 143 |Slash pine 
|Loblolly pine------- | 80 | 114 | 
|Longleaf pine------- | 65 | 72 | 
l ۱ 
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Table 7.--Forestland Productivity --Continued 


Map symbol and 


Potential productivity 


۱ ۱ 
|Site | Volume | 


| 
| 
| 
soil name | Common trees Trees to manage 
| |index|of wood | 
| | | fiber | 
| | | | 
| | |cu ft/ac| 
۱ ۱ | | 
10: | | | 
Albany------------------ [Loblolly pine------- | 95 | 143 |Loblolly pine, 
|Longleaf pine------- | 80 | 100 | slash pine 
|Slash pine---------- | 85 | 157 | 
| | | | 
Centenary--------------- [Loblolly pine------- | 85 | 114 |Loblolly pine, 
|Longleaf pine------- | 72 | 86 | slash pine 
|Slash pine---------- | 85 | 157 | 
| | | | 
11: | | | | 
Troup------------------- [Loblolly pine------- | 82 | 114 |Loblolly pine, 
|Longleaf pine------- | 74 | 88 | longleaf pine, 
[Slash pine---------- | 84 | 151 | slash pine 
|Blackjack oak------- | --- | --- | 
|Bluejack oak-------- | --- | --- | 
|Post oak------------ | --- | --- | 
| Turkey oak---------- | --- | --- | 
| | | | 
Bonifay----------------- |Slash pine---------- | 80 | 143 |Slash pine 
[Loblolly pine------- | 80 | 114 | 
|Longleaf pine------- | 65 | 72 | 
| | | | 
Fuquay------------------ [Loblolly pine------- | 101 | 156 |Loblolly pine, 
|Slash pine---------- | 95 | 172 | longleaf pine, 
| Longleaf pine------- | 67 | 72 | slash pine 
|Beech--------------- | --- | --- | 
|Black cherry-------- | --- | --- | 
|Hickory------------- | --- | --- | 
|Southern red oak----| --- | --- | 
| Sweetgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
| | | | 
12: | | | | 
Bonneau----------------- |Hickory------------- | --- | --- [Slash pine, 
[Loblolly pine------- | 95 | 143 | loblolly pine, 
| Longleaf pine------- | 75 | 86 | longleaf pine 
|White oak----------- | --- | --- | 
۱ | | | 
Leefield---------------- [Loblolly pine------- | 84 | 114 |Loblolly pine, 
|Slash pine---------- | 84 | 157 | slash pine 
|Longleaf pine------- | 70 | 86 | 
| | | | 
Norfolk----------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
| Longleaf pine------- | 79 | 86 | slash pine 
|Slash pine---------- | 90 | 157 | 
| | | | 
14: | | | | 
Cowarts----------------- [Loblolly pine------- | 86 | 123 |Loblolly pine, 
|Slash pine---------- | 86 | 155 | longleaf pine, 
|Longleaf pine------- | 67 | 72 | slash pine 
|Beech--------------- | --- | --- | 
|Black cherry-------- | --- | --- | 
|Hickory------------- | --- | --- | 
|Magnolia------------ | --- | --- | 
|Southern red oak----| --- | --- | 
| Sweetgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
۱ ۱ 
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Table 7.--Forestland Productivity --Continued 


Map symbol and 


soil name 


Potential productivity 


Common trees 


۱ ۱ 
|Site | Volume | 
|index|of wood | 


Trees to manage 


| fiber | 


Fuquay 


16: 


Cowarts----------------- 


18: 
Dothan 


Fuquay 


|Slash pine---------- | 
| Longleaf pine------- | 
[Loblolly pine------- | 
|Beech--------------- | 
|Black cherry-------- | 
|Hickory------------- | 
[Southern red oak----| 
| Sweetgum------------ | 
|Water oak----------- | 
۱ ۱ 
[Loblolly pine------- | 
[Slash pine---------- | 
|Longleaf pine------- | 
|Beech--------------- | 
|Black cherry-------- | 
|Hickory------------- | 
[Southern red oak----| 
|Sweetgum- ----------- | 
|Water oak----------- | 


۱ 

[Loblolly pine------- | 
|Slash pine---------- | 
|Longleaf pine------- | 
|Beech--------------- | 
|Black cherry-------- | 
|Hickory------------- | 
|Magnolia------------ | 
[Southern red oak----| 
| Sweetgum------------ | 
|Water oak----------- | 
۱ ۱ 
[Loblolly pine------- | 
|Slash pine---------- | 
| Longleaf pine------- | 
۱ ۱ 


۱ 

[Slash pine---------- | 
| Longleaf pine------- | 
[Loblolly pine------- | 
|Beech--------------- | 
|Black cherry-------- | 
|Hickory------------- | 
[Southern red oak----| 
|Sweetgum------------ | 
|Water oak----------- | 


۱ 

[Loblolly pine------- | 
[Slash pine---------- | 
| Longleaf pine------- | 
|Beech--------------- | 
|Black cherry-------- | 
|Hickory------------- | 
[Southern red oak----| 
|Sweetgum------------ | 
|Water oak----------- | 
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cu 


۱ 
ft/ac| 
| 
| 


|Slash pine, 
| loblolly pine, 
| longleaf pine 


[Loblolly pine, 
| longleaf pine, 
| slash pine 


[Loblolly pine, 
| longleaf pine, 
| slash pine 


Loblolly pine, 
slash pine 


|Slash pine, 
| loblolly pine, 
| longleaf pine 


| 
| 
| 
اہی‎ 
| 
| 
| 
[Loblolly pine, 


| longleaf pine, 
| slash pine 
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Table 7.--Forestland Productivity --Continued 


Map 


symbol and 
soil name 


Potential productivity 


Common trees 


۱ ۱ 
|Site | Volume | 
|index|of wood | 


Trees to manage 


| fiber | 


Fuquay - 


21: 
Dothan- 


Fuquay - 


Cowarts 


|Slash pine---------- | 
|Longleaf pine------- | 
[Loblolly pine------- | 
|Beech- -------------- | 
|Black cherry-------- | --- 
| Hickory------------- | --- 
[Southern red oak----| --- 
| Sweetgum------------ | --- 
|Water oak----------- e 
| | 

|Loblolly pine------- 
|Slash pine---------- | 
|Longleaf pine------- | 
|Beech--------------- | 
|Black cherry-------- | --- 
| Hickory------------- | --- 
[Southern red oak----| --- 
| Sweetgum------------ | --- 
|Water oak----------- ees 


| 

|Slash pine---------- | 
|Longleaf pine------- | 
|Loblolly pine------- | 
|Beech- -------------- | 
|Black cherry-------- | --- 
| Hickory------------- Ji iem 
[Southern red oak----| --- 
| Sweetgum- - ---------- | --- 
|Water oak----------- | --- 


| 

|Loblolly pine------- 
|Slash pine---------- | 
|Longleaf pine------- | 
|Beech- -------------- | 
|Black cherry-------- | --- 
|Hickory------------- | --- 
|Southern red oak----| --- 
| Sweetgum------------ Jie 
|Water oak----------- | --- 


۱ 

[Loblolly pine------- | 
|Slash pine---------- | 
|Longleaf pine------- | 
|Beech--------------- | 
|Black cherry-------- | --- 
| Hickory------------- | --- 
|Magnolia------------ | --- 
|Southern red oak----| --- 
| Sweetgum------------ | --- 
|Water oak----------- ese 


301 


cu 


| 
ft/ac| 
| 
| 


|Slash pine, 
| loblolly pine, 
| longleaf pine 


| 
| 
| 
sss 
| 
| 
| 
[Loblolly pine, 


| longleaf pine, 
| slash pine 


|Slash pine, 
| loblolly pine, 
| longleaf pine 


۱ 
۱ 
۱ 
إا ج‎ 
۱ 
۱ 
۱ 
[Loblolly pine, 


| longleaf pine, 
| slash pine 


| 
| 
| 
M 
| 
| 
| 
[Loblolly pine, 


| longleaf pine, 
| slash pine 
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Table 7.--Forestland Productivity --Continued 


Potential productivity 


۱ 
۱ 
Map symbol and | 


|Swamp tupelo-------- | --- 
۱ | 


| 
| 
soil name | Common trees |Site | Volume | Trees to manage 
| |index|of wood | 
| | | fiber | 
| | | | 
| | |cu ft/ac| 
| | | | 
23: | | | 
Fuquay------------------ [Loblolly pine------- | 101 | 156 |Loblolly pine, 
|Slash pine---------- | 95 | 172 | longleaf pine, 
| Longleaf pine------- | 67 | 72 | slash pine 
|Beech--------------- | --- | --- | 
|Black cherry-------- | --- | --- | 
|Hickory------------- | --- | --- | 
|Southern red oak----| --- | --- | 
| Sweetgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
| | | | 
Lucy-------------------- [Loblolly pine------- | 80 | 114 |Loblolly pine, 
|Longleaf pine------- | 70 | 86 | longleaf pine, 
[Slash pine---------- | 80 | 157 | slash pine 
| | | | 
Orangeburg-------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
[Slash pine---------- | 90 | 157 | slash pine 
|Longleaf pine------- | 75 | 100 | 
|Shortleaf pine------ | 80 | --- | 
| | | | 
24: | | | | 
Fuquay------------------ [Loblolly pine------- | 101 | 156 |Loblolly pine, 
|Slash pine---------- | 95 | 172 | longleaf pine, 
|Longleaf pine------- | 67 | 72 | slash pine 
|Beech--------------- | --- | --- | 
|Black cherry-------- | --- | --- | 
|Hickory------------- | --- | --- | 
|Southern red oak----| --- | --- | 
| Sweetgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
| | | | 
Bonifay----------------- |Slash pine---------- | 80 | 143 |Slash pine 
[Loblolly pine------- | 80 | 114 | 
|Longleaf pine------- | 65 | 72 | 
| | | | 
27: | | | | 
Goldsboro--------------- [Loblolly pine------- | 90 | 129 |Loblolly pine, 
| Longleaf pine------- | 77 | 86 | slash pine 
[Slash pine---------- | 93 | 172 | 
|Sweetgum------------ | 90 | --- | 
|Southern red oak----| --- | --- | 
|White oak----------- | --- | --- | 
|Water oak----------- | --- | --- | 
| Yellow poplar------- | --- | --- | 
| | | | 
28: | | | | 
Goldsboro--------------- [Loblolly pine------- | 90 | 129 |Loblolly pine, 
|Longleaf pine------- | 77 | 86 | slash pine 
|Slash pine---------- | 93 | 172 | 
|Sweetgum------------ | 90 | --- | 
|Southern red oak----| --- | --- | 
|White oak----------- | --- | --- | 
|Water oak----------- | --- | --- | 
| Yellow poplar------- | --- | --- | 
| | | | 
29: | | | | 
Grady------------------- |Bald cypress-------- | 108 | 100 | --- 
|Pond pine----------- | 60 | 43 | 
| | 
۱ ۱ 
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Table 7.--Forestland Productivity --Continued 


Map symbol and 


Potential productivity 


۱ 
|Site 


| 
| 
| 
soil name | Common trees | Volume | Trees to manage 
| |index|of wood | 
| | | fiber | 
| | | | 
| | |cu ft/ac| 
| | | | 
30: | | | | 
Lakeland---------------- |Slash pine---------- | 80 | 143 |Longleaf pine, 
[Loblolly pine------- | 80 | 114 | slash pine, sand 
|Longleaf pine------- | 65 | 72 | pine 
| | | | 
31: | | | 
Lakeland---------------- [Slash pine---------- | 80 | 143 |Longleaf pine, 
|Loblolly pine------- | 80 | 114 | slash pine, sand 
|Longleaf pine------- | 65 | 72 | pine 
| | | | 
32: | | | | 
Leefield---------------- [Loblolly pine------- | 84 | 114 |Loblolly pine, 
|Slash pine---------- | 84 | 157 | slash pine 
| Longleaf pine------- | 70 | 86 | 
| | | | 
Bonifay----------------- |Slash pine---------- | 80 | 143 |Slash pine 
[Loblolly pine------- | 80 | 114 | 
|Longleaf pine------- | 65 | 72 | 
| | | | 
Dothan------------------ |Slash pine---------- | 89 | 161 |Slash pine, 
| Longleaf pine------- | 79 | 79 | loblolly pine, 
[Loblolly pine------- | 94 | 140 | longleaf pine 
|Beech--------------- | --- | --- | 
|Black cherry-------- | --- | --- | 
|Hickory------------- | --- | --- | 
|Southern red oak----| --- | --- | 
| Sweetgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
| | | | 
33: | | | | 
Leon-------------------- [Loblolly pine------- | 79 | 114 |Slash pine 
|Slash pine---------- | 79 | 157 | 
|Longleaf pine------- | 65 | 86 | 
| | | | 
Chipley----------------- |Slash pine---------- | 85 | 157 |Slash pine, 
[Loblolly pine------- | 85 | 129 | loblolly pine, 
|Longleaf pine------- | 80 | 100 | longleaf pine 
| | | | 
35: | | | | 
Lucy-------------------- [Loblolly pine------- | 80 | 114 |Loblolly pine, 
|Longleaf pine------- | 70 | 86 | longleaf pine, 
|Slash pine---------- | 80 | 157 | slash pine 
| | | | 
Troup------------------- [Loblolly pine------- | 82 | 114 |Loblolly pine, 
|Longleaf pine------- | 74 | 88 | longleaf pine, 
|Slash pine---------- | 84 | 151 | slash pine 
[Blackjack oak------- | --- | --- | 
|Bluejack oak-------- | --- | --- | 
|Post oak------------ | --- | --- | 
| Turkey oak---------- | --- | --- | 
| | | | 
36: | | | | 
Lucy-------------------- [Loblolly pine------- | 80 | 114 |Loblolly pine, 
|Longleaf pine------- | 70 | 86 | longleaf pine, 
|Slash pine---------- | 80 | 157 | slash pine 
| | | | 
Orangeburg-------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
|Slash pine---------- | 90 | 157 | slash pine 
| Longleaf pine------- | 75 | 100 | 
|Shortleaf pine------ | 80 | --- | 
| | 
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Table 7.--Forestland Productivity --Continued 


Map symbol and 


Potential productivity 


۱ ۱ 
|Site | Volume | 


| 
| 
| 
soil name | Common trees Trees to manage 
| |index|of wood | 
| | | fiber | 
| | | | 
| | |cu ft/ac| 
| | | | 
36: | | | 
Cowarts----------------- [Loblolly pine------- | 86 | 123 |Loblolly pine, 
|Slash pine---------- | 86 | 155 | longleaf pine, 
|Longleaf pine------- | 67 | 72 | slash pine 
|Beech--------------- | --- | --- | 
|Black cherry-------- | --- | --- | 
|Hickory------------- | --- | --- | 
|Magnolia------------ | --- | --- | 
[Southern red oak----| --- | --- | 
| Sweetgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
| | | | 
40: | | | | 
Cowarts----------------- [Loblolly pine------- | 86 | 123 |Loblolly pine, 
|Slash pine---------- | 86 | 155 | longleaf pine, 
| Longleaf pine------- | 67 | 72 | slash pine 
|Beech--------------- | --- | --- | 
|Black cherry-------- | --- | --- | 
|Hickory------------- | --- | --- | 
|Magnolia------------ | --- | --- | 
|Southern red oak----| --- | --- | 
| Sweetgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
۱ | | | 
Dothan------------------ [Slash pine---------- | 89 | 161 |Slash pine, 
|Longleaf pine------- | 709 | 79 | loblolly pine, 
[Loblolly pine------- | 94 | 140 | longleaf pine 
|Beech--------------- | --- | --- | 
|Black cherry-------- | --- | --- | 
|Hickory------------- | --- | --- | 
|Southern red oak----| --- | --- | 
| Sweetgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
۱ ۱ | | 
Fuquay------------------ [Loblolly pine------- | 101 | 156 |Loblolly pine, 
|Slash pine---------- | 95 | 172 | longleaf pine, 
|Longleaf pine------- | 67 | 72 | slash pine 
|Beech--------------- | --- | --- | 
|Black cherry-------- | --- | --- | 
|Hickory------------- | --- | --- | 
|Southern red oak----| --- | --- | 
| Sweetgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
| | | | 
41: | | | | 
Norfolk----------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
|Longleaf pine------- | 79 | 86 | slash pine 
|Slash pine---------- | 90 | 157 | 
| | | | 
42: | | | | 
Norfolk----------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
|Longleaf pine------- | 79 | 86 | slash pine 
|Slash pine---------- | 90 | 157 | 
| | | | 
43: | | | | 
Ocilla------------------ [Loblolly pine------- | 80 | 114 |Loblolly pine, 
[Slash pine---------- | 80 | 157 | slash pine 
|Longleaf pine------- | 70 | 100 | 
۱ | 
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Table 7.--Forestland Productivity --Continued 


Map symbol and 


Potential productivity 


۱ 
|Site 


| 
| 
| 
soil name | Common trees | Volume | Trees to manage 
| |index|of wood | 
| | | fiber | 
| | | | 
| | |cu ft/ac| 
| | | | 
45: | | | 
Orangeburg-------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
|Slash pine---------- | 90 | 157 | slash pine 
|Longleaf pine------- | 75 | 100 | 
|Shortleaf pine------ | 80 | --- | 
| | | | 
46: | | | | 
Orangeburg-------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
|Slash pine---------- | 90 | 157 | slash pine 
|Longleaf pine------- | 75 | 100 | 
|Shortleaf pine------ | 80 | --- | 
| | | | 
47: | | | | 
Orangeburg-------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
[Slash pine---------- | 90 | 157 | slash pine 
| Longleaf pine------- | 75 | 100 | 
|Shortleaf pine------ | 80 | --- | 
| | | | 
Norfolk----------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
| Longleaf pine------- | 79 | 86 | slash pine 
|Slash pine---------- | 90 | 157 | 
| | | | 
Tifton------------------ [Loblolly pine------- | 90 | 129 |Loblolly pine, 
|Slash pine---------- | 90 | 157 | slash pine 
|Longleaf pine------- | 75 | 86 | 
| | | | 
48: | | | | 
Fuquay------------------ [Loblolly pine------- | 101 | 156 |Loblolly pine, 
|Slash pine---------- | 95 | 172 | longleaf pine, 
| Longleaf pine------- | 67 | 72 | slash pine 
|Beech--------------- | --- | --- | 
|Black cherry-------- | --- | --- | 
|Hickory------------- | --- | --- | 
|Southern red oak----| --- | --- | 
| Sweetgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
| | | | 
Orangeburg-------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
|Slash pine---------- | 90 | 157 | slash pine 
| Longleaf pine------- | 75 | 100 | 
|Shortleaf pine------ | 80 | --- | 
| | | | 
Norfolk----------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
| Longleaf pine------- | 79 | 86 | slash pine 
|Slash pine---------- | 90 | 157 | 
| | | | 
49: | | | | 
Orangeburg-------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
|Slash pine---------- | 90 | 157 | slash pine 
|Longleaf pine------- | 75 | 100 | 
|Shortleaf pine------ | 80 | --- | 
| | | | 
Norfolk----------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
| Longleaf pine------- | 709 | 86 | slash pine 
|Slash pine---------- | 90 | 157 | 
| | | | 
51: | | | | 
Plummer----------------- [Loblolly pine------- | 91 | 129 |Slash pine 
|Slash pine---------- | 88 | 157 | 
|Longleaf pine------- | 70 | 86 | 
| | 
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Table 7.--Forestland Productivity --Continued 


Map symbol and 


Potential productivity 


۱ ۱ 
|Site | Volume | 


[Blackjack oak------ 
|Bluejack oak------- 
|Post oak----------- 
|Turkey oak--------- 


| 
| 
| 
soil name | Common trees Trees to manage 
| |index|of wood | 
| | | fiber | 
| | | | 
| | |cu ft/ac| 
| | | | 
52: | | | 
Rains- ------------------ [Loblolly pine------ | 94 | 140 |Slash pine 
[Slash pine--------- | 91 | 165 | 
| Sweetgum----------- | 90 | 100 | 
|Blackgum----------- | --- | --- | 
۱ | | | 
58: | | | | 
Tifton------------------ [Loblolly pine------ | 90 | 129 |Loblolly pine, 
|Slash pine--------- | 90 | 157 | slash pine 
| Longleaf pine------ | 75 | 86 | 
| | | | 
59: | | | | 
Troup------------------- [Loblolly pine------ | 82 | 114 |Loblolly pine, 
|Longleaf pine------ | 74 | 88 | longleaf pine, 
|Slash pine--------- | 84 | 151 | slash pine 
|Blackjack oak------ | --- | --- | 
|Bluejack oak------- | --- | --- | 
|Post oak----------- | --- | --- | 
| Turkey oak--------- | --- | --- | 
۱ | | | 
Lakeland---------------- |Slash pine--------- | 80 | 143 |Longleaf pine, 
|Loblolly pine------ | 80 | 114 | slash pine, sand 
|Longleaf pine------ | 65 | 72 | pine 
| | | | 
Lucy-------------------- [Loblolly pine------ | 80 | 114 |Loblolly pine, 
|Longleaf pine------ | 70 | 86 | longleaf pine, 
|Slash pine--------- | 80 | 157 | slash pine 
| | | | 
60: | | | | 
Troup------------------- [Loblolly pine------ | 82 | 114 |Loblolly pine, 
[Longleaf pine------ | 74 | 88 | longleaf pine, 
|Slash pine--------- | 84 | 151 | slash pine 
|Blackjack oak------ | --- | --- | 
|Bluejack oak------- | --- | --- | 
|Post oak----------- | --- | --- | 
| Turkey oak--------- | --- | --- | 
| | | | 
61: | | | | 
Troup------------------- [Loblolly pine------ | 82 | 114 |Loblolly pine, 
|Longleaf pine------ | 74 | 88 | longleaf pine, 
|Slash pine--------- | 84 | 151 | slash pine 
[Blackjack oak------ | --- | --- | 
|Bluejack oak------- | --- | --- | 
|Post oak----------- | --- | --- | 
| Turkey oak--------- | --- | --- | 
| | | | 
Nankin------------------ [Loblolly pine------ | 80 | 114 |Loblolly pine, 
[Slash pine--------- | 80 | 143 | slash pine 
|Longleaf pine------ | 70 | 86 | 
| | | | 
63: | | | | 
Troup------------------- [Loblolly pine------ | 82 | 114 |Loblolly pine, 
| Longleaf pine------ | 74 | 88 | longleaf pine, 
[Slash pine--------- | 84 | 151 | slash pine 
| 
| 
| 
| 
۱ 
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Table 7.--Forestland Productivity --Continued 


Potential productivity 


۱ 
۱ 
Map symbol and | 


| Yellow poplar------- | --- 
۱ | 


| 
| 
soil name | Common trees |Site | Volume | Trees to manage 
| |index|of wood | 
| | | fiber | 
| | | | 
| | |cu ft/ac| 
| | | | 
63: | | | 
Nankin------------------ [Loblolly pine------- | 80 | 114 |Loblolly pine, 
|Slash pine---------- | 80 | 143 | slash pine 
|Longleaf pine------- | 70 | 86 | 
| | | | 
65: | | | | 
Udorthents. | | | | 
| | | | 
66: | | | 
Pickney----------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
| Sweetgum------------ | 90 | 100 | slash pine 
|Slash pine---------- | 90 | 157 | 
| | | | 
Dorovan----------------- |Blackgum------------ | 79 | 100 |Pond pine 
|Sweetbay------------ | --- | --- | 
۱ ۱ | | 
Bibb-------------------- [Loblolly pine------- | 90 | 129 |Eastern cottonwood, 
| Sweetgum------------ | 90 | 100 | loblolly pine, 
|Water oak----------- | 90 | 86 | sweetgum, yellow 
| | | | poplar 
| | | | 
69: | | | | 
Lucy-------------------- [Loblolly pine------- | 80 | 114 |Loblolly pine, 
|Longleaf pine------- | 70 | 86 | longleaf pine, 
[Slash pine---------- | 80 | 157 | slash pine 
| | | 
Bonifay----------------- |Slash pine---------- | 80 | 143 |Longleaf pine, 
[Loblolly pine------- | 80 | 114 | slash pine 
|Longleaf pine------- | 65 | 72 | 
| | | | 
Orangeburg-------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
|Slash pine---------- | 90 | 157 | slash pine 
| Longleaf pine------- | 75 | 100 | 
|Shortleaf pine------ | 80 | --- | 
| | | | 
71: | | | | 
Cowarts----------------- [Loblolly pine------- | 86 | 123 |Loblolly pine, 
|Slash pine---------- | 86 | 155 | longleaf pine, 
|Longleaf pine------- | 67 | 72 | slash pine 
|Beech--------------- | --- | --- | 
|Black cherry-------- | --- | --- | 
|Hickory------------- | --- | --- | 
|Magnolia------------ | --- | --- | 
|Southern red oak----| --- | --- | 
| Sweetgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
| | | | 
Nankin------------------ [Loblolly pine------- | 80 | 114 |Loblolly pine, 
[Slash pine---------- | 80 | 143 | slash pine 
|Longleaf pine------- | 70 | 86 | 
| | | | 
72: | | | | 
Goldsboro--------------- [Loblolly pine------- | 90 | 129 |Loblolly pine, 
|Longleaf pine------- | 77 | 86 | slash pine 
|Slash pine---------- | 93 | 172 | 
| Sweetgum------------ | 90 | --- | 
|Southern red oak----| --- | --- | 
|White oak----------- | --- | --- | 
|Water oak----------- | --- | --- | 
| | 
| | 
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Table 7.--Forestland Productivity --Continued 


Potential productivity 


| 
| 
Map symbol and | | | 
soil name | Common trees |Site | Volume | Trees to manage 
| |index|of wood | 
| | | fiber | 
| | | | 
| | |cu ft/ac| 
| | | | 
72: | | | 
Ocilla------------------ [Loblolly pine------ | 80 | 114 |Loblolly pine, 
|Slash pine--------- | 80 | 157 | slash pine 
|Longleaf pine------ | 70 | 100 | 
| | | | 
73: | | | | 
Norfolk----------------- [Loblolly pine------ | 90 | 114 |Loblolly pine, 
| Longleaf pine------ | 709 | 86 | slash pine 
|Slash pine--------- | 90 | 157 | 
| | | | 
77: | | | | 
Bonifay----------------- |Slash pine--------- | 80 | 143 |Longleaf pine, 
[Loblolly pine------ | 80 | 114 | slash pine 
|Longleaf pine------ | 65 | 72 | 
| | | | 
Fuquay------------------ |Loblolly pine------ | 101 | 156 |Loblolly pine, 
|Slash pine--------- | 95 | 172 | longleaf pine, 
|Longleaf pine------ | 67 | 72 | slash pine 
|Beech-------------- | --- | --- | 
[Black cherry------- | --- | --- | 
|Hickory------------ | --- | --- | 
|Southern red oak----| --- | --- | 
| Sweetgum----------- | --- | --- | 
[Water oak---------- | --- | --- | 
| | | | 
78: | | | | 
Chipley----------------- |Slash pine--------- | 85 | 157 |Slash pine, 
[Loblolly pine------ | 85 | 129 | loblolly pine, 
| Longleaf pine------ | 80 | 100 | longleaf pine 
| | | | 
Leon-------------------- [Loblolly pine------ | 79 | 114 |Slash pine 
|Slash pine--------- | 79 | 157 | 
|Longleaf pine------ | 65 | 86 | 
| | | | 
Foxworth---------------- |Slash pine--------- | 80 | 143 |Loblolly pine, 
|Longleaf pine------ | 65 | 72 | slash pine 
[Loblolly pine------ | 80 | 114 | 
| | | | 
79: | | | | 
Hurricane--------------- |Slash pine--------- | 85 | 157 |Slash pine, 
[Loblolly pine------ | 90 | 129 | longleaf pine 
| Longleaf pine------ | 75 | 86 | 
| | | | 
Chipley----------------- |Slash pine--------- | 85 | 157 |Slash pine, 
[Loblolly pine------ | 85 | 129 | loblolly pine, 
| Longleaf pine------ | 80 | 100 | longleaf pine 
| | | | 
80: | | | | 
Foxworth---------------- |Slash pine--------- | 80 | 143 |Loblolly pine, 
|Longleaf pine------ | 65 | 72 | slash pine 
[Loblolly pine------ | 80 | 114 | 
| | | | 
Lakeland---------------- [Slash pine--------- | 80 | 143 |Longleaf pine, 
[Loblolly pine------ | 80 | 114 | slash pine, sand 
|Longleaf pine------ | 65 | 72 | pine 
| | | | 
82: | | | | 
Chipley----------------- |Slash pine--------- | 85 | 157 |Slash pine, 
[Loblolly pine------ | 85 | 129 | loblolly pine, 
| Longleaf pine------ | 80 | 100 | longleaf pine 
۱ 
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Table 7.--Forestland Productivity --Continued 


Potential productivity 


| 
| 
Map symbol and | 
soil name | Common trees |Site | Volume | Trees to manage 
| |index|of wood | 
| | | fiber | 
| | | | 
| | |cu ft/ac| 
۱ ۱ | | 
82: | | | | 
Foxworth---------------- |Slash pine---------- | 80 | 143 |Loblolly pine, 
|Longleaf pine------- | 65 | 72 | slash pine 
[Loblolly pine------- | 80 | 114 | 
| | | | 
83: | | | | 
Foxworth---------------- |Slash pine---------- | 80 | 143 |Loblolly pine, 
|Longleaf pine------- | 65 | 72 | slash pine 
[Loblolly pine------- | 80 | 114 | 
| | | 
Lakeland---------------- |Slash pine---------- | 80 | 143 |Longleaf pine, 
[Loblolly pine------- | 80 | 114 | slash pine, sand 
|Longleaf pine------- | 65 | 72 | pine 
| | | | 
85: | | | | 
Bonifay----------------- |Slash pine---------- | 80 | 143 |Longleaf pine, 
[Loblolly pine------- | 80 | 114 | slash pine 
|Longleaf pine------- | 65 | 72 | 
| | | | 
Leon-------------------- [Loblolly pine------- | 79 | 114 |Slash pine 
[Slash pine---------- | 709 | 157 | 
|Longleaf pine------- | 65 | 86 | 
| | | | 
Chipley----------------- |Slash pine---------- | 85 | 157 |Slash pine, 
[Loblolly pine------- | 85 | 129 | loblolly pine, 
| Longleaf pine------- | 80 | 100 | longleaf pine 
| | | | 
86: | | | | 
Leon-------------------- [Loblolly pine------- | 79 | 114 |Slash pine 
|Slash pine---------- | 709 | 157 | 
|Longleaf pine------- | 65 | 86 | 
| | | | 
Clara------------------- [Slash pine---------- | --- | 157 |Loblolly pine, 
[Loblolly pine------- | --- | 129 | slash pine 
|Longleaf pine------- | 69 | --- | 
|Water oak----------- | --- | --- | 
|Cabbage palmetto----| --- | --- | 
| | | | 
Pickney----------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
|Sweetgum------------ | 90 | 100 | slash pine 
[Slash pine---------- | 90 | 157 | 
۱ ۱ | | 
87: | | | | 
Ousley------------------ |Longleaf pine------- | 65 | 72 |Slash pine, 
|Sand live oak------- | --- | --- | loblolly pine, 
|Sand pine----------- | 60 | 43 | longleaf pine 
|Slash pine---------- | 79 | 114 | 
| | | | 
Rutlege----------------- [Slash pine---------- | 75 | 72  |Loblolly pine, 
[Loblolly pine------- | 80 | 129 | slash pine 
| Sweetgum------------ | 90 | 100 | 
| | | | 
Pickney----------------- [Loblolly pine------- | 90 | 114 |Loblolly pine, 
| Sweetgum------------ | 90 | 100 | slash pine 
[Slash pine---------- | 90 | 157 | 
| | | | 
88: | | | | 
Rutlege----------------- |Slash pine---------- | 75 | 72  |Loblolly pine, 
[Loblolly pine------- | 80 | 129 | slash pine 
|Sweetgum------------ | 90 | 100 | 
۱ ۱ 
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Table 7.--Forestland Productivity --Continued 


Potential productivity 


| 
| 
Map symbol and | 
soil name | Common trees |Site | Volume | Trees to manage 
| |index|of wood | 
| | | fiber | 
| | | | 
| | |cu ft/ac| 
۱ | | | 
88: | | | 
Bibb-------------------- |Loblolly pine------- | 90 | 129 |Eastern cottonwood, 
| Sweetgum------------ | 90 | 100 | loblolly pine, 
|Water oak----------- | 90 | 86 | sweetgum, yellow 
| BE us 
Surrency---------------- [Loblolly pine------- | 95 | 143 |Loblolly pine, 
|Slash pine---------- | 90 | 157 | slash pine, 
| Sweetgum------------ | 90 | 100 | sweetgum 
|Blackgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
|Bald cypress-------- | --- | --- | 
|Water tupelo-------- | --- | --- | 
۱ | | | 
89: | | | | 
Bibb-------------------- [Loblolly pine------- | 90 | 129 |Eastern cottonwood, 
| Sweetgum------------ | 90 | 100 | loblolly pine, 
|Water oak----------- | 90 | 86 | sweetgum, yellow 
| | poplar 
Rains------------------- [Loblolly pine------- | 94 | 140 |Loblolly pine, 
[Slash pine---------- | 91 | 165 | slash pine 
| Sweetgum------------ | 90 | 100 | 
|Blackgum------------ | --- | --- | 
| | | | 
Garcon------------------ |Slash pine---------- | 80 | 143 |Slash pine, 
| Longleaf pine------- | 70 | 86 | longleaf pine 
| | | | 
90: | | | | 
Hosford----------------- |Bald cypress-------- | 100 | 86 |Loblolly pine 
| Sweetgum------------ | 90 | 100 | 
[Loblolly pine------- | 90 | 129 | 
|Pin oak------------- | 85 | 72 | 
| | | | 
Plummer----------------- [Loblolly pine------- | 91 | 129 |Loblolly pine, 
|Slash pine---------- | 88 | 157 | slash pine 
|Longleaf pine------- | 70 | 86 | 
| | | | 
91: | | | | 
Pits. | | | | 
| | | | 
92: | | | | 
Telogia----------------- |Eastern redcedar----| 45 | 57 Eastern redcedar, 
|Loblolly pine------- | 65 | 86 | loblolly pine, 
|Shortleaf pine------ | 60 | 86 | shortleaf pine 
| | | | 
93: | | | | 
Foxworth---------------- |Slash pine---------- | 80 | 143 |Loblolly pine, 
|Longleaf pine------- | 65 | 72 | slash pine 
[Loblolly pine------- | 80 | 114 | 
| | | | 
Blanton----------------- |Bluejack oak-------- | --- | --- [Slash pine, 
|Live oak------------ | --- | --- | longleaf pine, 
[Loblolly pine------- | 80 | 114 | loblolly pine 
|Longleaf pine------- | 70 | 86 | 
|Slash pine---------- | 90 | 157 | 
[Southern red oak----| --- | --- | 
| Turkey oak---------- | --- | --- | 
۱ ۱ 
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Table 7.--Forestland Productivity --Continued 


Potential productivity 


۱ 
۱ 
Map symbol and | 


| 
| 
soil name | Common trees |Site | Volume | Trees to manage 
| |index|of wood | 
| | | fiber | 
| | | | 
| | |cu ft/ac| 
| | | | 
93: | | | | 
Chipley----------------- |Slash pine---------- | 85 | 157 |Slash pine, 
[Loblolly pine------- | 85 | 129 | loblolly pine, 
| Longleaf pine------- | 8° | 100 | longleaf pine 
| | | | 
94: | | | | 
Albany------------------ [Loblolly pine------- | 95 | 143 |Loblolly pine, 
|Longleaf pine------- | 80 | 100 | slash pine 
|Slash pine---------- | 85 | 157 | 
| | | 
Garcon------------------ [Slash pine---------- | 80 | 143 |Slash pine, 
| Longleaf pine------- | 70 | 86 | longleaf pine 
| | | | 
Bibb-------------------- [Loblolly pine------- | 90 | 129 |Eastern cottonwood, 
| Sweetgum------------ | 90 | 100 | loblolly pine, 
|Water oak----------- | 90 | 86 | sweetgum, yellow 
| | | | poplar 
| | | | 
96: | | | | 
Pelham------------------ [Loblolly pine------- | 92 | 130 |Slash pine 
|Slash pine---------- | 90 | 157 | 
|Longleaf pine------- | 75 | 86 | 
| | | | 
97: | | | | 
Eunola------------------ |Slash pine---------- | 95 | 172 |Slash pine, 
[Loblolly pine------- | 95 | 143 | loblolly pine 
| | | | 
Garcon------------------ |Slash pine---------- | 80 | 143 |Slash pine, 
|Longleaf pine------- | 70 | 86 | longleaf pine 
| | | | 
Ousley------------------ |Longleaf pine------- | 65 | 72 |Slash pine, 
|Sand live oak------- | --- | --- | loblolly pine, 
|Sand pine----------- | 60 | 43 | longleaf pine 
|Slash pine---------- | 79 | 114 | 
| | | | 
98: | | | | 
Rutlege, depressional---|Pond cypress-------- | 75 | 25 | --- 
[Loblolly pine------- | 90 | 131 | 
| Sweetgum------------ | 90 | 106 | 
|Pin oak------------- | 85 | 80 | 
|Blackgum------------ | --- | --- | 
[Carolina ash-------- | --- | --- | 
|Red maple----------- | --- | --- | 
| Sweetbay------------ | --- | --- | 
| | | | 
Plummer, depressional---|Bald cypress-------- | 108 | 100 | --- 
[Pond pine----------- | 60 | 43 | 
|Swamp tupelo-------- | --- | --- | 
| | | | 
99: | | | | 
Water. | | | | 
| | | | 
101: | | | 
Albany------------------ [Loblolly pine------- | 95 | 143 |Loblolly pine, 
|Longleaf pine------- | 80 | 100 | slash pine 
|Slash pine---------- | 85 | 157 | 
| | | | 
Ocilla------------------ [Loblolly pine------- | 80 | 114 |Loblolly pine, 
|Slash pine---------- | 80 | 157 | slash pine 
|Longleaf pine------- | 70 | 100 | 
۱ 
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Table 7.--Forestland Productivity --Continued 


Map symbol and 


Potential productivity 


۱ ۱ 
|Site | Volume | 


| 
| 
| 
soil name | Common trees Trees to manage 
| |index|of wood | 
| | | fiber | 
| | | | 
| | |cu ft/ac| 
| | | | 
101: | | | | 
Chipley-------------- |Slash pine------- | 85 | 157 |Slash pine, 
[Loblolly pine---- | 85 | 129 | loblolly pine, 
| Longleaf pine---- | 8° | 100 | longleaf pine 
| | | | 
104: | | | | 
Urban land. | | | | 
| | | 
Orangeburg----------- [Loblolly pine---- | 90 | 114 |Loblolly pine, 
|Slash pine------- | 90 | 157 | slash pine 
|Longleaf pine---- | 75 | 100 
|Shortleaf pine | 80 | --- | 
| | | | 
Norfolk-------------- [Loblolly pine---- | 90 | 114 |Loblolly pine, 
|Longleaf pine---- | 79 | 86 | slash pine 
|Slash pine------- | 90 | 157 | 
| | | | 
105: | | | | 
Urban land. | | | | 
۱ | | 
Orangeburg----------- [Loblolly pine---- | 90 | 114 |Loblolly pine, 
[Slash pine------- | 90 | 157 | slash pine 
| Longleaf pine---- | 75 | 100 
|Shortleaf pine | 80 | --- | 
| | | | 
Norfolk-------------- [Loblolly pine---- | 90 | 114 |Loblolly pine, 
| Longleaf pine---- | 70 | 86 | slash pine 
|Slash pine------- | 90 | 157 | 
| | | | 
106: | | | | 
Plummer -- ------------ [Loblolly pine---- | 91 | 129 |Slash pine 
|Slash pine------- | 88 | 157 | 
|Longleaf pine---- | 70 | 86 
| | | | 
Leon----------------- [Loblolly pine---- | 79 | 114 |Slash pine 
|Slash pine------- | 79 | 157 | 
|Longleaf pine---- | 65 | 86 
۱ | | | 
Sapelo--------------- [Loblolly pine---- | 80 | 100 |Loblolly pine, 
|Slash pine------- | 80 | 143 | slash pine 
|Longleaf pine---- | 65 | 72 
| | | | 
107: | | | | 
Fuquay--------------- [Loblolly pine---- | 101 | 156 |Longleaf pine, 
|Slash pine------- | 95 | 172 | slash pine, 
|Longleaf pine---- | 67 | 72 | loblolly pine 
|Beech------------ | --- | --- | 
|Black cherry----- | --- | --- | 
|Hickory---------- | --- | --- | 
|Southern red oak----| --- | --- | 
| Sweetgum--------- | --- | --- | 
|Water oak-------- | --- | --- | 
| | | | 
Bonifay-------------- |Slash pine------- | 80 | 143 |Longleaf pine, 
[Loblolly pine---- | 80 | 114 | slash pine 
|Longleaf pine---- | 65 | 72 
۱ ۱ 
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Table 7.--Forestland Productivity --Continued 


Map symbol and 


Potential productivity 


۱ ۱ 
|Site | Volume | 


| 
| 
| 
soil name | Common trees Trees to manage 
| |index|of wood | 
| | | fiber | 
| | | | 
| | |cu ft/ac| 
۱ ۱ | | 
108: | | | 
Troup------------------- [Loblolly pine------- | 82 | 114 |Loblolly pine, 
|Longleaf pine------- | 74 | 88 | longleaf pine, 
[Slash pine---------- | 84 | 151 | slash pine 
[Blackjack oak------- | --- | --- | 
|Bluejack oak-------- | --- | --- | 
|Post oak------------ | --- | --- | 
| Turkey oak---------- | --- | --- | 
| | | | 
Lakeland---------------- |Slash pine---------- | 80 | 143 |Longleaf pine, 
[Loblolly pine------- | 80 | 114 | slash pine, sand 
|Longleaf pine------- | 65 | 72 | pine 
| | | | 
109: | | | | 
Dothan------------------ |Slash pine---------- | 89 | 161 |Slash pine, 
|Longleaf pine------- | 79 | 79 | loblolly pine, 
[Loblolly pine------- | 94 | 140 | longleaf pine 
|Beech--------------- | --- | --- | 
|Black cherry-------- | --- | --- | 
|Hickory------------- | --- | --- | 
[Southern red oak----| --- | --- | 
| Sweetgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
| | | | 
Cowarts----------------- [Loblolly pine------- | 86 | 123 |Loblolly pine, 
|Slash pine---------- | 86 | 155 | longleaf pine, 
|Longleaf pine------- | 67 | 72 | slash pine 
|Beech--------------- | --- | --- | 
|Black cherry-------- | --- | --- | 
|Hickory------------- | --- | --- | 
|Magnolia------------ | --- | --- | 
|Southern red oak----| --- | --- | 
| Sweetgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
| | | | 
Fuquay------------------ [Loblolly pine------- | 101 | 156 |Longleaf pine, 
|Slash pine---------- | 95 | 172 | slash pine, 
|Longleaf pine------- | 67 | 72 | loblolly pine 
|Beech--------------- | --- | --- | 
|Black cherry-------- | --- | --- | 
|Hickory------------- | --- | --- | 
[Southern red oak----| --- | --- | 
| Sweetgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
| | | | 
113: | | | | 
Leefield---------------- [Loblolly pine------- | 84 | 114 |Loblolly pine, 
[Slash pine---------- | 84 | 157 | slash pine 
| Longleaf pine------- | 70 | 86 | 
| | | | 
115: | | | | 
Faceville--------------- [Loblolly pine------- | 82 | 114 |Loblolly pine, 
|Longleaf pine------- | 65 | 72 | slash pine 
[Slash pine---------- | 80 | 143 | 
| | | | 
116: | | | | 
Faceville--------------- [Loblolly pine------- | 82 | 114 |Loblolly pine, 
|Longleaf pine------- | 65 | 72 | slash pine 
|Slash pine---------- | 80 | 143 | 
۱ | 
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Table 7.--Forestland Productivity --Continued 


Potential productivity 


۱ 
۱ 
Map symbol and | | | 
soil name | Common trees |Site | Volume | Trees to manage 
| |index|of wood | 
| | | fiber | 
| | | | 
| | |cu ft/ac| 
| | | | 
117: | | | 
Cowarts----------------- [Loblolly pine------- | 86 | 123 |Loblolly pine, 
|Slash pine---------- | 86 | 155 | longleaf pine, 
|Longleaf pine------- | 67 | 72 | slash pine 
|Beech--------------- | --- | --- | 
|Black cherry-------- | --- | --- | 
|Hickory------------- | --- | --- | 
|Magnolia------------ | --- | --- | 
|Southern red oak----| --- | --- | 
| Sweetgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
| | | | 
Hosford----------------- |Bald cypress-------- | 100 | 86 |Loblolly pine 
|Sweetgum------------ | 90 | 100 | 
[Loblolly pine------- | 90 | 129 | 
|Pin oak------------- | 85 | 72 | 
| | | | 
118: | | | | 
Cowarts----------------- [Loblolly pine------- | 86 | 123 |Loblolly pine, 
|Slash pine---------- | 86 | 155 | longleaf pine, 
| Longleaf pine------- | 67 | 72 | slash pine 
|Beech--------------- | --- | --- | 
|Black cherry-------- | --- | --- | 
|Hickory------------- | --- | --- | 
|Magnolia------------ | --- | --- | 
[Southern red oak----| --- | --- | 
| Sweetgum------------ | --- | --- | 
|Water oak----------- | --- | --- | 
۱ ۱ ۱ | 
Nankin------------------ [Loblolly pine------- | 80 | 114 |Loblolly pine, 
[Slash pine---------- | 80 | 143 | slash pine 
|Longleaf pine------- | 70 | 86 | 
| | | | 
119: | | | | 
Wahee------------------- |Sweetgum- ----------- | 90 | --- [Loblolly pine, 
[Loblolly pine------- | 86 | --- | slash pine 
|Slash pine---------- | 86 | --- | 
| | | 
Ochlockonee------------- |Yellow poplar------- | 110 | --- [Loblolly pine, 
[Loblolly pine------- | 100 | --- | slash pine 
|Slash pine---------- | 100 | --- | 
۱ | | | 
120: | | | | 
Hardin Heights---------- |Eastern redcedar----| 45 | 57 Eastern redcedar, 
[Loblolly pine------- | 65 | 86 | loblolly pine, 
|Shortleaf pine------ | 60 | 86 | shortleaf pine 
| | | | 
Telogia----------------- |Eastern redcedar----| 45 | 57 |Eastern redcedar, 
[Loblolly pine------- | 65 | 86 | loblolly pine, 
|Shortleaf pine------ | 60 | 86 | shortleaf pine 
| 
۱ 
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Table 8a.--Forestland Management (Part 1) 


[The information in this table indicates the dominant soil condition but does not eliminate the need 


for onsite investigation. 


The numbers in the value columns range from 0.01 to 1.00. The larger the 


value, the greater the limitation. See text for further explanation of ratings in this table] 
| | | | 
Map symbol |Pct.| Limitations affecting | Suitability for | Soil rutting 
and soil name | of | construction of haul | log landings | hazard 
|map | roads and log landings | 
[unit | | | 
| | Rating class and |Value| Rating class and |Value| Rating class and _ |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
2: | | | | | | | 
Albany-------------- | 50 [Moderate | |Moderately suited | [Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength [0.50 
| | | | | | | 
Blanton------------- | 38 |Slight | |Moderately suited | |Moderate 
| | | | Sandiness [0.50 | Low strength [0.50 
| | | | | | | 
3: | | | | | | | 
Albany-------------- | 39 |Severe | |Poorly suited | |Moderate 
| | Flooding [1.00 | Flooding [1.00 | Low strength [0.50 
| | Sandiness [0.50 | Sandiness [0.50 | 
| | | | | | | 
Ousley-------------- | 30 |Severe | |Poorly suited | |Moderate 
| | Flooding [1.00 | Flooding [1.00 | Low strength [0.50 
| | Sandiness [0.50 | Sandiness [0.50 | 
| | | | | | | 
Pelham-------------- | 16 [Severe | |Poorly suited | |Moderate 
| | Flooding [1.00 | Flooding [1.00 | Low strength [0.50 
| | Wetness 10.50 | Wetness 10.50 | 
| | | | | | | 
5: | | | | | | | 
Blanton------------- | 80 [Moderate | |Moderately suited | [Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength [0.50 
| | | | | | | 
6: | | | | | | | 
Blanton------------- | 85 |Moderate | |Moderately suited | [Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength [0.50 
| | | | Slope 10.50 | 
| | | | | | | 
9: | | | | | | | 
Bonifay------------- | 52 |Slight | |Moderately suited | [Moderate 
| | | | Sandiness [0.50 | Low strength 10.50 
| | | | | | | 
Alpin--------------- | 38 [Moderate | |Moderately suited | [Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength [0.50 
| | | | | | | 
10: | | | | | | | 
Bonifay------------- | 40 |Moderate | |Moderately suited | [Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength 10.50 
| | | | | | | 
Albany-------------- | 25 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength [0.50 
| | | | | | | 
Centenary----------- | 20 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength 10.50 
| | | | | | | 
11: | | | | | | | 
Troup--------------- | 35 |Slight | |Moderately suited | |Moderate 
| | | | Slope [0.50 | Low strength 10.50 
| | | | | | | 
Bonifay------------- | 30 [Moderate | |Moderately suited | |Moderate 
| Sandiness [0.50 | Slope [0.50 | Low strength 10.50 
| | | Sandiness 10.50 | 
| | | | | | 
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| | | | 
Map symbol |Pct.| Limitations affecting | Suitability for | Soil rutting 
and soil name | of | construction of haul | log landings | hazard 
|map | roads and log landings | 
Junit | | | 
| | Rating class and |Value| Rating class and |Value| Rating class and _ |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
11: | | | | | | | 
Fuquay------------ | 25 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Slope [0.50 | Low strength |0.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
12: | | | | | | | 
Bonneau----------- | 32 |Slight | |Moderately suited | |Moderate 
| | | | Sandiness [0.50 | Low strength 10.50 
| | | | | | | 
Leefield---------- | 29 |Slight | |Moderately suited | |Moderate 
| | | | Sandiness [0.50 | Low strength |0.50 
| | | | | | | 
Norfolk----------- | 27 |Slight | |Well suited | |Moderate 
| | | | | | Low strength 10.50 
| | | | | | | 
14: | | | | | | | 
Cowarts----------- | 33 |Slight | |Moderately suited | |Moderate 
| | | | Slope [0.50 | Low strength 10.50 
| | | | | | | 
Dothan------------ | 30 |Slight | |Moderately suited | |Moderate 
| | | | Slope |0.50 | Low strength |0.50 
| | | | | | | 
Fuquay------------ | 28 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength |0.50 
| | | | Slope [0.50 | | 
| | | | | | | 
16: | | | | | | | 
Cowarts----------- | 48 |Slight | |Moderately suited | |Moderate 
| | | | Slope |0.50 | Low strength |0.50 
| | | | | | | 
Nankin------------ | 40 |Slight | |Moderately suited | |Moderate 
| | | | Slope |0.50 | Low strength 10.50 
| | | | | | | 
18: | | | | | | | 
Dothan------------ | 47 |Slight | [well suited | |Moderate 
| | | | | | Low strength |0.50 
| | | | | | | 
Fuquay------------ | 41 |Slight | |Moderately suited | |Moderate 
| | | | Sandiness |0.50 | Low strength |0.50 
| | | | | | | 
19: | | | | | | | 
Dothan------------ | 49 |Slight | |Well suited | |Moderate 
| | | | | | Low strength |0.50 
| | | | | | | 
Fuquay------------ | 39 |Slight | |Moderately suited | |Moderate 
| | | | Sandiness [0.50 | Low strength |0.50 
| | | | | | | 
21: | | | | | | | 
Dothan------------ | 49 |Slight | |Moderately suited | |Moderate 
| | | | Slope [0.50 | Low strength 10.50 
| | | | | | | 
Fuquay------------ | 20 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Slope [0.50 | Low strength 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Cowarts----------- | 19 |Slight | |Moderately suited | |Moderate 
| | | | Slope [0.50 | Low strength 10.50 
| | | | | | 
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| | | | 
Map symbol |Pct.| Limitations affecting | Suitability for | Soil rutting 
and soil name | of | construction of haul | log landings | hazard 
|map | roads and log landings | 
Junit | | | 
| | Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
23: | | | | | | | 
Fuquay------------ | 40 |Slight | |Moderately suited | |Moderate 
| | | | Sandiness [0.50 | Low strength |0.50 
| | | | | | | 
Lucy-------------- | 30 |Slight | |Moderately suited | |Moderate 
| | | | Sandiness [0.50 | Low strength 10.50 
| | | | | | | 
Orangeburg-------- | 20 |Slight | |Well suited | |Moderate 
| | | | | | Low strength 10.50 
| | | | | | | 
24: | | | | | | | 
Fuquay------------ | 55 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Slope [0.50 | Low strength |0.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Bonifay----------- | 38 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Slope [0.50 | Low strength 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
27: | | | | | | | 
Goldsboro--------- | 87 |Slight | |Well suited | |Moderate 
| | | | | | Low strength 10.50 
| | | | | | | 
28: | | | | | | | 
Goldsboro--------- | 91 |Slight | |Well suited | |Moderate 
| | | | | | Low strength 10.50 
| | | | | | | 
29: | | | | | | | 
Grady------------- | 85 |Severe | |Poorly suited | |Moderate 
| | Wetness |1.00 | Ponding |1.00 | Wetness |0.50 
| | Low strength [0.50 | Wetness |1.00 | Low strength |0.50 
| | | | | | | 
30: | | | | | | | 
Lakeland---------- | 89 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength 10.50 
| | | | | | | 
31: | | | | | | | 
Lakeland---------- | 90 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Slope [0.50 | Low strength |0.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
32: | | | | | | | 
Leefield---------- | 44 |Slight | |Moderately suited | |Moderate 
| | | | Sandiness [0.50 | Low strength |0.50 
| | | | | | | 
Bonifay----------- | 26 |Slight | |Moderately suited | |Moderate 
| | | | Sandiness [0.50 | Low strength |0.50 
| | | | | | | 
Dothan------------ | 23 |Slight | [well suited | |Moderate 
| | | | | | Low strength 10.50 
| | | | | | | 
33: | | | | | | | 
Leon-------------- | 48 [Moderate | |Moderately suited | |Moderate 
| | Sandiness |0.50 | Wetness [0.50 | Low strength 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Chipley----------- | 42 |Moderate | |Moderately suited | |Moderate 
| | Sandiness |0.50 | Sandiness [0.50 | Low strength 10.50 
۱ ۱ ۱ ۱ | | 
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| | | | 
Map symbol |Pct.| Limitations affecting | Suitability for | Soil rutting 
and soil name | of | construction of haul | log landings | hazard 
|map | roads and log landings | 
Junit | | | 
| | Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
35: | | | | | | | 
Lucy-------------- | 45 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Slope [0.50 | Low strength 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Troup------------- | 42 |Slight | |Moderately suited | |Moderate 
| | | | Slope [0.50 | Low strength 10.50 
| | | | | | | 
36: | | | | | | | 
Lucy-------------- | 49 [Moderate | |Poorly suited | |Moderate 
| | Slope |0.50 | Slope |1.00 | Low strength |0.50 
| | Sandiness [0.50 | Sandiness 10.50 | 
| | | | | | | 
Orangeburg-------- | 21 [Moderate | |Poorly suited | |Moderate 
| | Slope [0.50 | Slope |1.00 | Low strength 10.50 
۱ | | | | | | 
Cowarts----------- | 19 [Moderate | |Poorly suited | |Moderate 
| | Slope |0.50 | Slope |1.00 | Low strength |0.50 
| | | | | | | 
40: | | | | | | | 
Cowarts----------- | 50 [Moderate | |Poorly suited | |Moderate 
| | Slope |0.50 | Slope |1.00 | Low strength 10.50 
| | | | | | | 
Dothan------------ | 25 [Moderate | |Poorly suited | |Moderate 
| | Slope |0.50 | Slope |1.00 | Low strength 10.50 
| | | | | | | 
Fuquay------------ | 17 [Moderate | |Poorly suited | |Moderate 
| | Slope [0.50 | Slope |1.00 | Low strength |0.50 
| | Sandiness |0.50 | Sandiness 10.50 | 
| | | | | | | 
41: | | | | | | | 
Norfolk----------- | 89 |Slight | |Well suited | |Moderate 
| | | | | | Low strength 10.50 
| | | | | | | 
42: | | | | | | | 
Norfolk----------- | 89 |Slight | |Well suited | |Moderate 
| | | | | | Low strength 10.50 
| | | | | | | 
43: | | | | | | | 
Ocilla------------ | 90 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength |0.50 
| | | | Wetness 10.50 | | 
| | | | | | | 
45: | | | | | | | 
Orangeburg-------- | 91 |Slight | |Well suited | |Moderate 
| | | | | | Low strength 10.50 
| | | | | | | 
46: | | | | | | | 
Orangeburg-------- | 92 |Slight | |Well suited | |Moderate 
| | | | | | Low strength |0.50 
| | | | | | | 
47: | | | | | | | 
Orangeburg-------- | 48 |Slight | |Moderately suited | |Moderate 
| | | | Slope |0.50 | Low strength 10.50 
| | | | | | | 
Norfolk----------- | 19 |Slight | |Moderately suited | |Moderate 
| | | | Slope |0.50 | Low strength |0.50 
| | | | | | | 
Tifton------------ | 18 |Slight | |Moderately suited | |Moderate 
| | | | Slope |0.50 | Low strength |0.50 
۱ ۱ ۱ ۱ ۱ ۱ 
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| | | | 
Map symbol |Pct.| Limitations affecting | Suitability for | Soil rutting 
and soil name | of | construction of haul | log landings | hazard 
|map | roads and log landings | 
| unit | | | 
| | Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
48: | | | | | | | 
Fuquay-------------- | 45 |Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Slope [0.50 | Low strength 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Orangeburg---------- | 25 |Slight | |Moderately suited | |Moderate 
| | | | Slope [0.50 | Low strength |0.50 
| | | | | | | 
Norfolk------------- | 21 |Slight | |Moderately suited | |Moderate 
| | | | Slope |0.50 | Low strength |0.50 
| | | | | | | 
49: | | | | | | | 
Orangeburg---------- | 50 |Slight | |Well suited | |Moderate 
| | | | | | Low strength 10.50 
| | | | | | | 
Norfolk------------- | 36 |Slight | |Well suited | |Moderate 
| | | | | | Low strength |0.50 
| | | | | | | 
51: | | | | | | | 
Plummer------------- | 85 [Moderate | |Poorly suited | |Moderate 
| | Sandiness [0.50 | Wetness |1.00 | Low strength 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
52: | | | | | | | 
Rains--------------- | 86 |Slight | |Poorly suited | |Moderate 
| | | | Wetness |1.00 | Low strength 10.50 
| | | | | | | 
58: | | | | | | | 
Tifton-------------- | 92 |Slight | |Well suited | |Moderate 
| | | | | | Low strength 10.50 
| | | | | | | 
59: | | | | | | | 
Troup--------------- | 50 |Slight | |Well suited | |Moderate 
| | | | | | Low strength 10.50 
| | | | | | | 
Lakeland------------ | 21 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength 10.50 
| | | | | | | 
Lucy---------------- | 16 |Slight | |Moderately suited | |Moderate 
| | | | Sandiness [0.50 | Low strength |0.50 
| | | | | | | 
60: | | | | | | | 
Troup--------------- | 85 |Slight | |Moderately suited | |Moderate 
| | | | Slope |0.50 | Low strength |0.50 
| | | | | | | 
61: | | | | | | | 
Troup--------------- | 48 |Slight | |Moderately suited | |Moderate 
| | | | Slope |0.50 | Low strength |0.50 
| | | | | | | 
Nankin-------------- | 37 |Slight | |Moderately suited | |Moderate 
| | | | Slope [0.50 | Low strength 10.50 
| | | | | | | 
63: | | | | | | | 
Troup--------------- | 50 [Moderate | |Poorly suited | |Moderate 
| | Slope [0.50 | Slope |1.00 | Low strength |0.50 
| | | | | | | 
Nankin-------------- | 35 [Moderate | |Poorly suited | |Moderate 
| | Slope |0.50 | Slope |1.00 | Low strength 10.50 
| | | | | | 
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| | | | 
Map symbol |Pct.| Limitations affecting | Suitability for | Soil rutting 
and soil name | of | construction of haul | log landings | hazard 
|map | roads and log landings | 
Junit | | | 
| | Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
65: | | | | | | | 
Udorthents-------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
66: | | | | | | | 
Pickney----------- | 32 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Flooding |1.00 | Wetness 10.50 
| | Wetness |1.00 | Wetness |1.00 | Low strength |0.50 
| | | | | | | 
Dorovan----------- | 29 |Severe | |Poorly suited | |Severe 
| | Flooding |1.00 | Flooding |1.00 | Low strength |1.00 
| | Wetness |1.00 | Low strength |1.00 | Wetness |0.50 
| | Sandiness [0.50 | Wetness |1.00 | 
| | | | | | | 
Bibb-------------- | 25 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Flooding |1.00 | Low strength 10.50 
| | Wetness |0.50 | Wetness 10.50 | 
| | Sandiness 10.50 | | | 
| | | | | | | 
69: | | | | | | | 
Lucy-------------- | 38 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength 10.50 
| | | | Slope [0.50 | | 
| | | | | | | 
Bonifay----------- | 28 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength 10.50 
| | | | Slope [0.50 | | 
| | | | | | | 
Orangeburg-------- | 22 |Slight | |Moderately suited | |Moderate 
| | | | Slope |0.50 | Low strength |0.50 
| | | | | | | 
71: | | | | | | | 
Cowarts----------- | 45 |Slight | |Well suited | |Moderate 
| | | | | | Low strength 10.50 
۱ | | | | | | 
Nankin------------ | 40 |Slight | [well suited | |Moderate 
| | | | | | Low strength 10.50 
| | | | | | | 
72: | | | | | | | 
Goldsboro--------- | 48 |Slight | |Moderately suited | |Moderate 
| | | | Slope |0.50 | Low strength |0.50 
| | | | | | | 
Ocilla------------ | 39 |Moderate | |Moderately suited | |Moderate 
| | Sandiness |0.50 | Sandiness [0.50 | Low strength |0.50 
| | | | Slope 10.50 | 
| | | | Wetness 10.50 | 
| | | | | | | 
73: | | | | | | | 
Norfolk----------- | 86 |Slight | |Moderately suited | |Moderate 
| | | | Slope [0.50 | Low strength 10.50 
| | | | | | | 
77: | | | | | | | 
Bonifay----------- | 49 |Slight | |Moderately suited | |Moderate 
| | | | Sandiness [0.50 | Low strength 10.50 
۱ | | | | | | 
Fuquay------------ | 40 |Slight | |Moderately suited | |Moderate 
| | | | Sandiness [0.50 | Low strength 10.50 
۱ | | | | | 
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| | | | 
Map symbol |Pct.| Limitations affecting | Suitability for | Soil rutting 
and soil name | of | construction of haul | log landings | hazard 
|map | roads and log landings | 
| unit | | | 
| | Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
78: | | | | | | | 
Chipley----------- | 35 [Moderate | |Moderately suited | |Moderate 
| | Sandiness |0.50 | Sandiness [0.50 | Low strength |0.50 
| | | | | | | 
Leon-------------- | 30 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Wetness [0.50 | Low strength |0.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Foxworth---------- | 26 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength 10.50 
| | | | | | | 
79: | | | | | | | 
Hurricane--------- | 50 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength 10.50 
| | | | | | | 
Chipley----------- | 41 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength 10.50 
| | | | | | | 
80: | | | | | | | 
Foxworth---------- | 53 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength |0.50 
| | | | | | | 
Lakeland---------- | 32 |Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength 10.50 
| | | | | | | 
82: | | | | | | | 
Chipley----------- | 46 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength 10.50 
| | | | | | | 
Foxworth---------- | 40 [Moderate | |Moderately suited | |Moderate 
| | Sandiness |0.50 | Sandiness [0.50 | Low strength 10.50 
| | | | | | | 
83: | | | | | | | 
Foxworth---------- | 47 |Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Slope [0.50 | Low strength 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Lakeland---------- | 41 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Slope [0.50 | Low strength |0.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
85: | | | | | | | 
Bonifay----------- | 38 |Slight | |Moderately suited | |Moderate 
| | | | Sandiness [0.50 | Low strength |0.50 
| | | | | | | 
Leon-------------- | 27 |Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Wetness [0.50 | Low strength |0.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Chipley----------- | 25 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength 10.50 
| | | | | | | 
86: | | | | | | | 
Leon-------------- | 31 [Moderate | |Moderately suited | |Moderate 
| | Flooding |0.50 | Wetness |0.50 | Low strength |0.50 
| | Sandiness [0.50 | Flooding 10.50 | 
| | | | Sandiness 10.50 | 
| | | | | | | 
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| | | | 
Map symbol |Pct.| Limitations affecting | Suitability for | Soil rutting 
and soil name | of | construction of haul | log landings | hazard 
|map | roads and log landings | 
| unit | | | 
| | Rating class and |Value| Rating class and |Value| Rating class and _ |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
86: | | | | | | | 
Clara--------------- | 30 |Severe | |Poorly suited | |Severe 
| | Flooding |1.00 | Flooding |1.00 | Low strength |1.00 
| | Sandiness [0.50 | Low strength |1.00 | 
| | | | Wetness |1.00 | 
| | | | Sandiness 10.50 | 
| | | | | | | 
Pickney------------- | 29 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Flooding |1.00 | Low strength |0.50 
| | | | Wetness |1.00 | 
| | | | | | | 
87: | | | | | | | 
Ousley-------------- | 35 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Flooding |1.00 | Low strength 10.50 
| | Sandiness |0.50 | Sandiness 10.50 | 
| | | | | | | 
Rutlege------------- | 30 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Ponding |1.00 | Wetness 10.50 
| | Wetness |1.00 | Flooding |1.00 | Low strength |0.50 
| | Sandiness [0.50 | Wetness |1.00 | 
| | | | Sandiness 10.50 | 
| | | | | | | 
Pickney------------- | 26 |Severe | |Poorly suited | |Moderate 
| | Flooding ۱1.0۵ | Ponding |1.00 | Wetness 10.50 
| | Wetness |1.00 | Flooding |1.00 | Low strength |0.50 
| | | | Wetness |1.00 | 
| | | | | | | 
88: | | | | | | | 
Rutlege------------- | 38 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Ponding |1.00 | Wetness 10.50 
| | Wetness |1.00 | Flooding |1.00 | Low strength |0.50 
| | Sandiness [0.50 | Wetness |1.00 | 
| | | | Sandiness 10.50 | 
| | | | | | | 
Bibb---------------- | 27 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Flooding |1.00 | Low strength 10.50 
| | Wetness |0.50 | Wetness 10.50 | 
| | Sandiness 10.50 | | | 
| | | | | | | 
Surrency------------ | 25 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Flooding |1.00 | Wetness 10.50 
| | Wetness |1.00 | Wetness |1.00 | Low strength |0.50 
| | | | | | | 
89: | | | | | | | 
Bibb---------------- | 40 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Flooding |1.00 | Low strength 10.50 
| | Sandiness [0.50 | Wetness 10.50 | 
| | | | | | | 
Rains--------------- | 25 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Flooding |1.00 | Low strength |0.50 
| | | | Wetness |1.00 | 
| | | | | | | 
Garcon-------------- | 24 |Severe | |Poorly suited | |Moderate 
| Flooding |1.00 | Flooding |1.00 | Low strength 10.50 
| | | Sandiness 10.50 | 
| | | | | | 
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| | | | 
Map symbol |Pct.| Limitations affecting | Suitability for | Soil rutting 
and soil name | of | construction of haul | log landings | hazard 
|map | roads and log landings | 
Junit | | | 
| | Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
90: | | | | | | | 
Hosford----------- | 50 |Severe | |Poorly suited | |Moderate 
| | Wetness |1.00 | Wetness |1.00 | Wetness |0.50 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength |0.50 
| | | | | | | 
Plummer----------- | 41 [Moderate | |Poorly suited | |Moderate 
| | Sandiness [0.50 | Wetness |1.00 | Low strength 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
91: | | | | | | | 
Pits-------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
92: | | | | | | | 
Telogia----------- | 90 [Moderate | |Moderately suited | |Severe 
| | Low strength [0.50 | Low strength [0.50 | Low strength |1.00 
| | | | | | | 
93: | | | | | | | 
Foxworth---------- | 45 |Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength |0.50 
| | | | | | | 
Blanton----------- | 24 |Slight | |Moderately suited | |Moderate 
| | | | Sandiness [0.50 | Low strength 10.50 
| | | | | | | 
Chipley----------- | 20 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness |0.50 | Low strength 10.50 
| | | | | | | 
94: | | | | | | | 
Albany------------ | 33 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Flooding |1.00 | Low strength |0.50 
| | Sandiness |0.50 | Sandiness 10.50 | 
| | | | | | | 
Garcon------------ | 28 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Flooding |1.00 | Low strength |0.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Bibb-------------- | 26 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Flooding |1.00 | Low strength 10.50 
| | | | Wetness 10.50 | 
| | | | | | | 
96: | | | | | | | 
Pelham------------ | 87 |Slight | |Moderately suited | |Moderate 
| | | | Wetness |0.50 | Low strength 10.50 
| | | | | | | 
97: | | | | | | | 
Eunola------------ | 45 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Flooding |1.00 | Low strength |0.50 
| | | | | | | 
Garcon------------ | 25 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Flooding |1.00 | Low strength |0.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Ousley------------ | 20 |Severe | |Poorly suited | |Moderate 
| Flooding |1.00 | Flooding |1.00 | Low strength 10.50 
| Sandiness [0.50 | Sandiness 10.50 | 
| | | | | | 
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Table 8a.--Forestland Management (Part 1) --Continued 


| | | | 
Map symbol |Pct.| Limitations affecting | Suitability for | Soil rutting 
and soil name | of | construction of haul | log landings | hazard 
|map | roads and log landings | 
Junit | | | 
| | Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
98: | | | | | | | 
Rutlege, | | | | | | | 
depressional------- | 50 |Severe | |Poorly suited | |Moderate 
| | Wetness |1.00 | Ponding |1.00 | Wetness |0.50 
| | Sandiness |0.50 | Wetness |1.00 | Low strength |0.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Plummer, | | | | | | | 
depressional------- | 38 |Severe | |Poorly suited | |Moderate 
| | Wetness |1.00 | Ponding |1.00 | Wetness 10.50 
| | Sandiness [0.50 | Wetness |1.00 | Low strength 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
99: | | | | | | | 
Water--------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
101: | | | | | | | 
Albany-------------- | 48 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength |0.50 
۱ | | | | | | 
Ocilla-------------- | 25 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength 10.50 
| | | | Wetness 10.50 | 
| | | | | | | 
Chipley------------- | 16 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength |0.50 
| | | | | | | 
104: | | | | | | | 
Urban land---------- | 50 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 20 |Slight | |Well suited | |Moderate 
| | | | | | Low strength |0.50 
| | | | | | | 
Norfolk------------- | 18 |Slight | |Well suited | |Moderate 
| | | | | | Low strength 10.50 
| | | | | | | 
105: | | | | | | | 
Urban land---------- | 46 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 25 |Slight | |Moderately suited | |Moderate 
| | | | Slope [0.50 | Low strength 10.50 
| | | | | | | 
Norfolk------------- | 17 |Slight | |Moderately suited | |Moderate 
| | | | Slope |0.50 | Low strength |0.50 
| | | | | | | 
106: | | | | | | | 
Plummer------------- | 49 |Moderate | |Poorly suited | |Moderate 
| | Sandiness |0.50 | Wetness |1.00 | Low strength |0.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Leon---------------- | 19 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Wetness [0.50 | Low strength |0.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Sapelo-------------- | 18 [Moderate | |Moderately suited | |Moderate 
| Sandiness |0.50 | Sandiness [0.50 | Low strength |0.50 
| | | Wetness 10.50 | 
۱ ۱ ۱ ۱ ۱ ۱ 
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Table 8a.--Forestland Management (Part 1) --Continued 


| | | | 
Map symbol |Pct.| Limitations affecting | Suitability for | Soil rutting 
and soil name | of | construction of haul | log landings | hazard 
|map | roads and log landings | 
Junit | | | 
| | Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
107: | | | | | | | 
Fuquay------------ | 50 [Moderate | |Moderately suited | |Moderate 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength |0.50 
| | | | | | | 
Bonifay----------- | 38 |Slight | |Moderately suited | |Moderate 
| | | | Sandiness [0.50 | Low strength |0.50 
| | | | | | | 
108: | | | | | | | 
Troup--------------- | 50 [Moderate | |Poorly suited | |Moderate 
| | Slope [0.50 | Slope |1.00 | Low strength |0.50 
| | | | | | | 
Lakeland---------- | 38 [Moderate | |Poorly suited | |Moderate 
| | Slope [0.50 | Slope |1.00 | Low strength |0.50 
| | Sandiness |0.50 | Sandiness 10.50 | 
| | | | | | | 
109: | | | | | | | 
Dothan------------ | 35 [Moderate | |Poorly suited | |Moderate 
| | Slope |0.50 | Slope |1.00 | Low strength |0.50 
| | | | | | | 
Cowarts----------- | 28 [Moderate | |Poorly suited | |Moderate 
| | Slope |0.50 | Slope |1.00 | Low strength 10.50 
| | | | | | | 
Fuquay------------ | 25 [Moderate | |Poorly suited | |Moderate 
| | Slope [0.50 | Slope |1.00 | Low strength 10.50 
| | Sandiness [0.50 | Sandiness 10.50 | 
| | | | | | | 
113: | | | | | | | 
Leefield---------- | 88 |Slight | |Moderately suited | |Moderate 
| | | | Sandiness [0.50 | Low strength |0.50 
| | | | | | | 
115: | | | | | | | 
Faceville--------- | 85 |Slight | |Well suited | |Moderate 
| | | | | | Low strength 10.50 
| | | | | | | 
116: | | | | | | | 
Faceville--------- | 85 |Slight | |Moderately suited | |Moderate 
| | | | Slope [0.50 | Low strength 10.50 
| | | | | | | 
117: | | | | | | | 
Cowarts----------- | 50 [Moderate | |Poorly suited | |Moderate 
| | Slope |0.50 | Slope |1.00 | Low strength |0.50 
| | | | | | | 
Hosford----------- | 30 |Severe | |Poorly suited | |Moderate 
| | Wetness |1.00 | Wetness |1.00 | Wetness |0.50 
| | Sandiness [0.50 | Slope [0.50 | Low strength 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
118: | | | | | | | 
Cowarts----------- | 48 [Moderate | |Poorly suited | |Moderate 
| | Slope [0.50 | Slope |1.00 | Low strength 10.50 
| | | | | | | 
Nankin------------ | 40 [Moderate | |Poorly suited | |Moderate 
| | Slope |0.50 | Slope |1.00 | Low strength 10.50 
| | | | | | 
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Table 8a.--Forestland Management (Part 1) --Continued 


| | | | 
Map symbol |Pct.| Limitations affecting | Suitability for | Soil rutting 
and soil name | of | construction of haul | log landings | hazard 
|map | roads and log landings | 
Junit | | | 
| | Rating class and |Value| Rating class and |Value| Rating class and _ |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
119: | | | | | | | 
Wahee--------------- | 55 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Flooding |1.00 | Low strength 0 
۱ | | | | | | 
Ochlockonee--------- | 33 |Severe | |Poorly suited | |Moderate 
| | Flooding |1.00 | Flooding |1.00 | Low strength |0.50 
| | | | | | | 
120: | | | | | | | 
Hardin Heights------ | 70 |Severe | |Poorly suited | |Moderate 
| | Restrictive layer|1.00 | Slope |1.00 | Low strength |0.50 
| | Slope 10.50 | | | 
| | | | | | | 
Telogia------------- | 20 [Moderate |Moderately suited | |Severe 
| Low strength 0.50 | Low strength [0.50 | Low strength |1.00 
| | Slope 10.50 | 
| | | | | 
| | | | | 
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Table 8b.--Forestland Management (Part 2) 


[The information in this table indicates the dominant soil condition but does not eliminate the need 


for onsite investigation. 


The numbers in the value columns range from 0.01 to 1.00. The larger the 


value, the greater the limitation. See text for further explanation of ratings in this table] 
| | | | 
Map symbol |Pct. | Hazard of off-road | Hazard of erosion | Suitability for roads 
and soil name | of | or off-trail erosion | on roads and trails | (natural surface) 
[map | | | 
|unit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
2: | | | | | | | 
Albany-------------- | 50 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness [0.50 
| | | | | | | 
Blanton------------- | 38 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
3: | | | | | | | 
Albany-------------- | 39 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Sandiness [0.50 
| | | | | | | 
Ousley-------------- | 30 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Sandiness [0.50 
| | | | | | | 
Pelham-------------- | 16 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Wetness [0.50 
| | | | | | | 
5: | | | | | | | 
Blanton------------- | 80 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness [0.50 
| | | | | | | 
6: | | | | | | | 
Blanton------------- | 85 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Sandiness [0.50 
| | | | | | Slope [0.50 
| | | | | | | 
9: — ] ۱. | | | | | 
Bonifay------------- | 52 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness [0.50 
| | | | | | | 
Alpin--------------- | 38 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness [0.50 
| | | | | | | 
10: | | | | | | | 
Bonifay------------- | 40 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness [0.50 
| | | | | | | 
Albany-------------- | 25 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
Centenary----------- | 20 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
11: | | | | | | | 
Troup--------------- | 35 |Slight | |Moderate |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
Bonifay------------- | 30 |Slight | |Moderate | |Moderately suited | 
| | | Slope/erodibility|0.50 | Slope [0.50 
| | | | | Sandiness 10.50 
۱ | | | | 
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Table 8b.--Forestland Management (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Hazard of off-road | Hazard of erosion | Suitability for roads 
and soil name | of | or off-trail erosion | on roads and trails | (natural surface) 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
11: | | | | | | | 
Fuquay-------------- | 25 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope 10.50 
| | | | | | Sandiness |0.50 
| | | | | | | 
12: | | | | | | | 
Bonneau------------- | 32 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness |0.50 
| | | | | | | 
Leefield------------ | 29 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
Norfolk------------- | 27 |Slight | | Slight | |Well suited 
| | | | | | | 
14: | | | | | | | 
Cowarts------------- | 33 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope 10.50 
| | | | | | | 
Dothan-------------- | 30 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
Fuquay-------------- | 28 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Sandiness |0.50 
| | | | | | Slope 10.50 
| | | | | | | 
16: | | | | | | | 
Cowarts------------- | 48 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
Nankin-------------- | 40 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
18: | | | | | | | 
Dothan-------------- | 47 |Slight | | Slight | |Well suited 
| | | | | | | 
Fuquay-------------- | 41 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
19: | | | | | | | 
Dothan-------------- | 49 |Slight | | Slight | |Well suited 
| | | | | | | 
Fuquay-------------- | 39 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
21: | | | | | | | 
Dothan-------------- | 49 |Slight | |Moderate |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
Fuquay-------------- | 20 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | Sandiness 10.50 
| | | | | | | 
Cowarts------------- | 19 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
23: | | | | | | | 
Fuquay-------------- | 40 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
Lucy---------------- | 30 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
۱ ۱ | | | | 
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Table 8b.--Forestland Management (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Hazard of off-road | Hazard of erosion | Suitability for roads 
and soil name | of | or off-trail erosion | on roads and trails | (natural surface) 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
23: | | | | | | | 
Orangeburg---------- | 20 |Slight | | Slight | |Well suited 
| | | | | | | 
24: | | | | | | | 
Fuquay-------------- | 55 |Slight | |Moderate |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | Sandiness |0.50 
| | | | | | | 
Bonifay------------- | 38 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope 10.50 
| | | | | | Sandiness 10.50 
| | | | | | | 
27: | | | | | | | 
Goldsboro----------- | 87 |Slight | | Slight | |Well suited 
| | | | | | | 
28: | | | | | | | 
Goldsboro----------- | 91 |Slight | | Slight | |Well suited 
| | | | | | | 
29: | | | | | | | 
Grady--------------- | 85 |Slight | | Slight | |Poorly suited 
| | | | | | Ponding |1.00 
| | | | | | Wetness |1.00 
| | | | | | | 
30: | | | | | | | 
Lakeland------------ | 89 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness |0.50 
| | | | | | | 
31: | | | | | | | 
Lakeland------------ | 90 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | Sandiness 10.50 
| | | | | | | 
32: | | | | | | | 
Leefield------------ | 44 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
Bonifay------------- | 26 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
Dothan-------------- | 23 |Slight | | Slight | |Well suited 
| | | | | | | 
33: | | | | | | | 
Leon---------------- | 48 |Slight | | Slight | |Moderately suited | 
| | | | | | Wetness 10.50 
| | | | | | Sandiness 10.50 
| | | | | | | 
Chipley------------- | 42 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
35: | | | | | | | 
Lucy---------------- | 45 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | Sandiness 10.50 
| | | | | | | 
Troup--------------- | 42 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
36: | | | | | | | 
Lucy---------------- | 49 |Moderate | |Severe | |Poorly suited 
| Slope/erodibility|0.50 | Slope/erodibility|0.95 | Slope |1.00 
| | | | | Sandiness 10.50 
۱ ۱ ۱ ۱ ۱ 
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Table 8b.--Forestland Management (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Hazard of off-road | Hazard of erosion | Suitability for roads 
and soil name | of | or off-trail erosion | on roads and trails | (natural surface) 
[map | | | 
|unit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
36: | | | | | | | 
Orangeburg---------- | 21 [Moderate | |Severe | |Poorly suited 
| | Slope/erodibility|0.50 | Slope/erodibility|0.95 | Slope |1.00 
| | | | | | | 
Cowarts------------- | 19 [Moderate | |Severe | |Poorly suited 
| | Slope/erodibility|0.50 | Slope/erodibility|0.95 | Slope |1.00 
| | | | | | | 
40: | | | | | | | 
Cowarts------------- | 50 [Moderate | |Severe | |Poorly suited 
| | Slope/erodibility|0.50 | Slope/erodibility|0.95 | Slope |1.00 
| | | | | | | 
Dothan-------------- | 25 [Moderate | |Severe | |Poorly suited 
| | Slope/erodibility|0.50 | Slope/erodibility|0.95 | Slope |1.00 
| | | | | | | 
Fuquay-------------- | 17 [Moderate | |Severe | |Poorly suited 
| | Slope/erodibility|0.50 | Slope/erodibility|0.95 | Slope |1.00 
| | | | | | Sandiness |0.50 
| | | | | | | 
41: | | | | | | | 
Norfolk------------- | 89 |Slight | | Slight | [well suited 
| | | | | | | 
42: | | | | | | | 
Norfolk------------- | 89 |Slight | | Slight | [well suited 
| | | | | | | 
43: | | | | | | | 
Ocilla-------------- | 90 |Slight | | Slight | |Moderately suited 7 
۱ ۱ ۱ ۱ ۱ | Sandiness 
| | | | | | Wetness 
| | | | | | I 
45: | | | | | | | 
Orangeburg---------- | 91 |Slight | | Slight | [well suited 
| | | | | | | 
46: | | | | | | | 
Orangeburg---------- | 92 |Slight | | Slight | |Well suited 
| | | | | | | 
47: | | | | | | | 
Orangeburg---------- | 48 |Slight | |Moderate | |Moderately suited 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
Norfolk------------- | 19 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
Tifton-------------- | 18 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
48: | | | | | | | 
Fuquay-------------- | 45 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | Sandiness |0.50 
| | | | | | | 
Orangeburg---------- | 25 |Slight | |Moderate | |Moderately suited 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
Norfolk------------- | 21 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope 10.50 
| | | | | | | 
49: | | | | | | | 
Orangeburg---------- | 50 |Slight | | Slight | |Well suited 
| | | | | | | 
Norfolk------------- | 36 |Slight | | Slight | |Well suited 
| ۱ ۱ ۱ ۱ ۱ 
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| | | | 
Map symbol |Pct. | Hazard of off-road | Hazard of erosion | Suitability for roads 
and soil name | of | or off-trail erosion | on roads and trails | (natural surface) 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
51: | | | | | | | 
Plummer------------- | 85 |Slight | | Slight | |Poorly suited 
| | | | | | Wetness 
| | | | | | Sandiness 
| | | | | | | 
52: | | | | | | | 
Rains--------------- | 86 |Slight | | Slight | |Poorly suited 
| | | | | | Wetness |1.00 
| | | | | | | 
58: | | | | | | | 
Tifton-------------- | 92 |Slight | | Slight | |Well suited 
| | | | | | | 
59: | | | | | | | 
Troup--------------- | 50 |Slight | |Moderate | |Well suited 
| | | | Slope/erodibility|0.50 | 
| | | | | | | 
Lakeland------------ | 21 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Sandiness 10.50 
| | | | | | | 
Lucy---------------- | 16 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Sandiness 10.50 
| | | | | | | 
60: | | | | | | | 
Troup--------------- | 85 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope 10.50 
| | | | | | | 
61: | | | | | | | 
Troup--------------- | 48 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
Nankin-------------- | 37 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
63: | | | | | | | 
Troup--------------- | 50 [Moderate | Severe | |Poorly suited 
| | Slope/erodibility|0.50 | Slope/erodibility|0.95 | Slope |1.00 
| | | | | | | 
Nankin-------------- | 35 [Moderate | |Severe | |Poorly suited 
| | Slope/erodibility|0.50 | Slope/erodibility|0.95 | Slope |1.00 
| | | | | | | 
65: | | | | | | | 
Udorthents---------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
66: | | | | | | | 
Pickney------------- | 32 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Wetness |1.00 
| | | | | | | 
Dorovan------------- | 29 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Low strength |1.00 
| | | | | | Wetness |1.00 
| | | | | | | 
Bibb---------------- | 25 |Slight | | Slight | |Poorly suited 
| | | | | Flooding |1.00 
| | | | | Wetness |0.50 
| | | | | | 
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Table 8b.--Forestland Management (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Hazard of off-road | Hazard of erosion | Suitability for roads 
and soil name | of | or off-trail erosion | on roads and trails | (natural surface) 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
69: | | | | | | | 
Lucy---------------- | 38 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Sandiness 10.50 
| | | | | | Slope Ns 
Bonifay------------- | 28 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Sandiness 10.50 
| | | | | | Slope 10.50 
| | | | | | | 
Orangeburg---------- | 22 |Slight | |Moderate | |Moderately suited 
| | | | Slope/erodibility|0.50 | Slope 10.50 
| | | | | | | 
71: | | | | | | | 
Cowarts------------- | 45 |Slight | | Slight | |Well suited 
| | | | | | | 
Nankin-------------- | 40 |Slight | | Slight | |Well suited 
| | | | | | | 
72: | | | | | | | 
Goldsboro----------- | 48 |Slight | |Moderate | |Moderately suited 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
Ocilla-------------- | 39 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Sandiness |0.50 
| | | | | | Slope [0.50 
| | | | | | Wetness |0.50 
| | | | | | | 
73: | | | | | | | 
Norfolk------------- | 86 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
77: | | | | | | | 
Bonifay------------- | 49 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness |0.50 
| | | | | | | 
Fuquay-------------- | 40 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness |0.50 
| | | | | | | 
78: | | | | | | | 
Chipley------------- | 35 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
۱ | | | | | | 
Leon---------------- | 30 |Slight | | Slight | |Moderately suited | 
| | | | | | Wetness 10.50 
| | | | | | Sandiness |0.50 
| | | | | | | 
Foxworth------------ | 26 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
79: | | | | | | | 
Hurricane----------- | 50 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness |0.50 
| | | | | | | 
Chipley------------- | 41 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
۱ | | | | | | 
80: | | | | | | | 
Foxworth------------ | 53 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
Lakeland------------ | 32 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | 
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Table 8b.--Forestland Management (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Hazard of off-road | Hazard of erosion | Suitability for roads 
and soil name | of | or off-trail erosion | on roads and trails | (natural surface) 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
82: | | | | | | | 
Chipley------------- | 46 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
Foxworth------------ | 40 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness |0.50 
| | | | | | | 
83: | | | | | | | 
Foxworth------------ | 47 |Slight | |Moderate |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope 10.50 
| | | | | | Sandiness 10.50 
| | | | | | | 
Lakeland------------ | 41 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope 10.50 
| | | | | | Sandiness 10.50 
| | | | | | | 
85: | | | | | | | 
Bonifay------------- | 38 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
Leon---------------- | 27 |Slight | | Slight | |Moderately suited | 
| | | | | | Wetness 10.50 
| | | | | | Sandiness 10.50 
| | | | | | | 
Chipley------------- | 25 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
86: | | | | | | | 
Leon---------------- | 31 |Slight | | Slight | |Moderately suited | 
| | | | | | Wetness 10.50 
| | | | | | Flooding |0.50 
| | | | | | Sandiness |0.50 
| | | | | | | 
Clara--------------- | 30 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Low strength |1.00 
| | | | | | Wetness |1.00 
| | | | | | Sandiness 10.50 
| | | | | | | 
Pickney------------- | 29 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Wetness |1.00 
| | | | | | | 
87: | | | | | | | 
Ousley-------------- | 35 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Sandiness 10.50 
| | | | | | | 
Rutlege------------- | 30 |Slight | | Slight | |Poorly suited 
| | | | | | Ponding |1.00 
| | | | | | Flooding |1.00 
| | | | | | Wetness |1.00 
| | | | | | Sandiness 10.50 
| | | | | | | 
Pickney------------- | 26 |Slight | | Slight | |Poorly suited 
| | | | | | Ponding |1.00 
| | | | | | Flooding |1.00 
| | | | | | Wetness |1.00 
۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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Table 8b.--Forestland Management (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Hazard of off-road | Hazard of erosion | Suitability for roads 
and soil name | of | or off-trail erosion | on roads and trails | (natural surface) 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
88: | | | | | | | 
Rutlege------------- | 38 |Slight | | Slight | |Poorly suited 
| | | | | | Ponding |1.00 
| | | | | | Flooding |1.00 
| | | | | | Wetness |1.00 
| | | | | | Sandiness 10.50 
| | | | | | | 
Bibb---------------- | 27 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Wetness |0.50 
| | | | | | | 
Surrency------------ | 25 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Wetness |1.00 
| | | | | | | 
89: | | | | | | | 
Bibb---------------- | 40 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Wetness |0.50 
| | | | | | | 
Rains--------------- | 25 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Wetness |1.00 
| | | | | | | 
Garcon-------------- | 24 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Sandiness 10.50 
| | | | | | | 
90: | | | | | | | 
Hosford------------- | 50 |Slight | |Moderate | |Poorly suited 
| | | | Slope/erodibility|0.50 | Wetness |1.00 
| | | | | | Sandiness 10.50 
| | | | | | | 
Plummer------------- | 41 |Slight | | Slight | |Poorly suited 
| | | | | | Wetness |1.00 
| | | | | | Sandiness |0.50 
| | | | | | | 
91: | | | | | | | 
Pits---------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
92: | | | | | | | 
Telogia------------- | 90 |Slight | | Slight | |Moderately suited | 
| | | | | | Low strength 10.50 
| | | | | | | 
93: | | | | | | | 
Foxworth------------ | 45 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
Blanton------------- | 24 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
Chipley------------- | 20 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
94: | | | | | | | 
Albany-------------- | 33 |Slight | | Slight | |Poorly suited 
| | | | | Flooding |1.00 
| | | | | Sandiness 10.50 
۱ ۱ ۱ ۱ ۱ ۱ 
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Table 8b.--Forestland Management (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Hazard of off-road | Hazard of erosion | Suitability for roads 
and soil name | of | or off-trail erosion | on roads and trails | (natural surface) 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
94: | | | | | | | 
Garcon-------------- | 28 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Sandiness |0.50 
| | | | | | | 
Bibb---------------- | 26 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Wetness |0.50 
| | | | | | | 
96: | | | | | | | 
Pelham-------------- | 87 |Slight | | Slight | |Moderately suited | 
| | | | | | Wetness |0.50 
| | | | | | | 
97: | | | | | | | 
Eunola-------------- | 45 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | | 
Garcon-------------- | 25 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Sandiness |0.50 
| | | | | | | 
Ousley-------------- | 20 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | Sandiness |0.50 
| | | | | | | 
98: | | | | | | | 
Rutlege, | | | | | | | 
depressional------- | 50 |Slight | | Slight | |Poorly suited 
| | | | | | Ponding |1.00 
| | | | | | Wetness |1.00 
| | | | | | Sandiness 10.50 
| | | | | | | 
Plummer, | | | | | | | 
depressional------- | 38 |Slight | | Slight | |Poorly suited 
| | | | | | Ponding |1.00 
| | | | | | Wetness |1.00 
| | | | | | Sandiness |0.50 
| | | | | | | 
99: | | | | | | | 
Water--------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
101: | | | | | | | 
Albany-------------- | 48 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
Ocilla-------------- | 25 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | Wetness 10.50 
| | | | | | | 
Chipley------------- | 16 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness 10.50 
| | | | | | | 
104: | | | | | | | 
Urban land---------- | 50 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 20 |Slight | | Slight | |Well suited 
| | | | | | | 
Norfolk------------- | 18 |Slight | | Slight | [well suited 
۱ ۱ ۱ ۱ ۱ ۱ 


335 


Soil Survey of Gadsden County, Florida 


Table 8b.--Forestland Management (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Hazard of off-road | Hazard of erosion | Suitability for roads 
and soil name | of | or off-trail erosion | on roads and trails | (natural surface) 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
105: | | | | | | | 
Urban land---------- | 46 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 25 |Slight | |Moderate |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
Norfolk------------- | 17 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope |0.50 
| | | | | | | 
106: | | | | | | | 
Plummer------------- | 49 |Slight | | Slight | |Poorly suited 
| | | | | | Wetness |1.00 
| | | | | | Sandiness 10.50 
| | | | | | | 
Leon---------------- | 19 |Slight | | Slight | |Moderately suited | 
| | | | | | Wetness |0.50 
| | | | | | Sandiness |0.50 
| | | | | | | 
Sapelo-------------- | 18 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness |0.50 
| | | | | | Wetness |0.50 
| | | | | | | 
107: | | | | | | | 
Fuquay-------------- | 50 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness |0.50 
| | | | | | | 
Bonifay------------- | 38 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness |0.50 
| | | | | | | 
108: | | | | | | | 
Troup--------------- | 50 [Moderate | |Severe | |Poorly suited 
| | Slope/erodibility|0.50 | Slope/erodibility|0.95 | Slope |1.00 
| | | | | | | 
Lakeland------------ | 38 [Moderate | |Severe | |Poorly suited 
| | Slope/erodibility|0.50 | Slope/erodibility|0.95 | Slope |1.00 
| | | | | | Sandiness |0.50 
| | | | | | | 
109: | | | | | | | 
Dothan-------------- | 35 [Moderate | |Severe | |Poorly suited 
| | Slope/erodibility|0.50 | Slope/erodibility|0.95 | Slope |1.00 
| | | | | | | 
Cowarts------------- | 28 [Moderate | |Severe | |Poorly suited 
| | Slope/erodibility|0.50 | Slope/erodibility|0.95 | Slope |1.00 
| | | | | | | 
Fuquay-------------- | 25 [Moderate | |Severe | |Poorly suited 
| | Slope/erodibility|0.50 | Slope/erodibility|0.95 | Slope |1.00 
| | | | | | Sandiness 10.50 
| | | | | | | 
113: — | | | | | | | 
Leefield------------ | 88 |Slight | | Slight | |Moderately suited | 
| | | | | | Sandiness |0.50 
| | | | | | | 
115: — | | | | | | | 
Faceville----------- | 85 |Slight | | Slight | |Well suited 
| | | | | | | 
116: | | | | | | | 
Faceville----------- | 85 |Slight | |Moderate | |Moderately suited | 
| | | | Slope/erodibility|0.50 | Slope 10.50 
۱ ۱ | | | | 
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Table 8b.--Forestland Management (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Hazard of off-road | Hazard of erosion | Suitability for roads 
and soil name | of | or off-trail erosion | on roads and trails | (natural surface) 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
117: | | | | | | | 
Cowarts------------- | 50 [Moderate | |Moderate |Poorly suited 
| | Slope/erodibility|0.50 | Slope/erodibility|0.50 | Slope |1.00 
| | | | | | | 
Hosford------------- | 30 |Slight | |Moderate | |Poorly suited 
| | | | Slope/erodibility|0.50 | Wetness |1.00 
۱ ۱ | | | | Slope [0.50 
| | | | | | Sandiness 10.50 
| | | | | | | 
118: | | | | | | | 
Cowarts------------- | 48 [Moderate | Severe |Poorly suited 
| | Slope/erodibility|0.50 | Slope/erodibility|0.95 | Slope |1.00 
| | | | | | | 
Nankin-------------- | 40 [Moderate | |Severe | |Poorly suited 
| | Slope/erodibility|0.50 | Slope/erodibility|0.95 | Slope |1.00 
| | | | | | | 
119: | ۶ | | | | | 
Wahee--------------- | 55 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | | 
Ochlockonee--------- | 33 |Slight | | Slight | |Poorly suited 
| | | | | | Flooding |1.00 
| | | | | | | 
120: | | | | | | | 
Hardin Heights------ | 70 |Moderate | |Severe |Poorly suited 
| | Slope/erodibility|0.50 | Slope/erodibility|0.95 | Slope |1.00 
| | | | | | | 
Telogia------------- | 20 |Slight | |Moderate | |Moderately suited | 
| | | Slope/erodibility|0.50 | Low strength 10.50 
| | | | | Slope |0.50 
| | | | | 
| | | | | 
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Table 8c.--Forestland Management (Part 3) 


[The information in this table indicates the dominant soil condition but does not eliminate the need 


for onsite investigation. 


The numbers in the value columns range from 0.01 to 1.00. The larger the 


value, the greater the limitation. See text for further explanation of ratings in this table] 
| | | | 
Map symbol |Pct. | Suitability for | Suitability for | Suitability for use of 
and soil name | of | hand planting | mechanical planting | harvesting equipment 
|map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
2: | | | | | | | 
Albany-------------- | 50 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness [0.50 
| | | | | | | 
Blanton------------- | 38 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
3: | | | | | | | 
Albany-------------- | 39 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness |0.50 | Sandiness 10.50 
| | | | | | | 
Ousley-------------- | 30 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness |0.50 | Sandiness 10.50 
| | | | | | | 
Pelham-------------- | 16 |Well suited | |Well suited | |Moderately suited 
| | | | | | Wetness [0.50 
| | | | | | | 
5: | | | | | | | 
Blanton------------- | 80 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness [0.50 
| | | | | | | 
6: | | | | | | | 
Blanton------------- | 85 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness 10.50 | Slope [0.50 | Sandiness [0.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
9: | | | | | | | 
Bonifay------------- | 52 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness |0.50 | Sandiness 10.50 
| | | | | | | 
Alpin--------------- | 38 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness [0.50 
| | | | | | | 
10: | | | | | | | 
Bonifay------------- | 40 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness [0.50 
| | | | | | | 
Albany-------------- | 25 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness [0.50 
| | | | | | | 
Centenary----------- | 20 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
11: | | | | | | | 
Troup--------------- | 35 |Well suited | |Moderately suited | [well suited 
| | | | Slope 10.50 | 
| | | | | | | 
Bonifay------------- | 30 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Slope [0.50 | Sandiness 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Fuquay-------------- | 25 |Moderately suited | |Moderately suited | |Moderately suited 
| Sandiness [0.50 | Slope [0.50 | Sandiness 10.50 
| | | Sandiness 10.50 | 
| | | | | | 
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Table 8c.--Forestland Management (Part 3) --Continued 


| | | | 
Map symbol |Pct. | Suitability for | Suitability for | Suitability for use of 
and soil name | of | hand planting | mechanical planting | harvesting equipment 
|map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
12: | | | | | | ۱ | 
Bonneau------------- | 32 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness |0.50 | Sandiness 10.50 
| | | | | | | 
Leefield------------ | 29 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
Norfolk------------- | 27 |Well suited | |Well suited | |Well suited 
| | | | | | | 
14: | | | | | | | 
Cowarts------------- | 33 |Well suited | |Moderately suited | |Well suited 
| | | | Slope 10.50 | 
| | | | | | ۱ | 
Dothan-------------- | 30 |Well suited | |Moderately suited | |Well suited 
| | | | Slope 10.50 | 
| | | | | | | 
Fuquay-------------- | 28 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Slope [0.50 | Sandiness 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
16: | | | | | | | 
Cowarts------------- | 48 |Well suited | |Moderately suited | |Well suited 
| | | | Slope 10.50 | 
| | | | | | | 
Nankin-------------- | 40 |Well suited | |Moderately suited | |Well suited 
| | | | Slope 10.50 | 
| | | | | | | 
18: | | | | | | | 
Dothan-------------- | 47 |Well suited | |Well suited | |Well suited 
| | | | | | | 
Fuquay-------------- | 41 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
19: | | | | | | | 
Dothan-------------- | 49 |Well suited | |Well suited | |Well suited 
| | | | | | | 
Fuquay-------------- | 39 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness |0.50 | Sandiness 10.50 
| | | | | | | 
21: | | | | | | | 
Dothan-------------- | 49 |Well suited | |Moderately suited | |Well suited 
| | | | Slope [0.50 | | 
| | | | | | ۱ | 
Fuquay-------------- | 20 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Slope |0.50 | Sandiness 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Cowarts------------- | 19 |Well suited | |Moderately suited | |Well suited 
| | | | Slope 10.50 | 
| | | | | | | 
23: | | | | | | | 
Fuquay-------------- | 40 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness |0.50 | Sandiness |0.50 
| | | | | | | 
Lucy---------------- | 30 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
Orangeburg---------- | 20 |Well suited | |Well suited | |Well suited 
۱ ۱ ۱ ۱ ۱ ۱ 
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| | | | 
Map symbol |Pct. | Suitability for | Suitability for | Suitability for use of 
and soil name | of | hand planting | mechanical planting | harvesting equipment 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
24: | | | | | | | 
Fuquay------------ | 55 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Slope [0.50 | Sandiness 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Bonifay----------- | 38 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Slope |0.50 | Sandiness 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
27: | | | | | | | 
Goldsboro--------- | 87 |Well suited | |Well suited | |Well suited 
| | | | | | | 
28: | | | | | | | 
Goldsboro--------- | 91 |Well suited | |Well suited | |Well suited 
| | | | | | | 
29: | | | | | | | 
Grady------------- | 85 |Poorly suited | |Poorly suited | |Poorly suited 
| | Wetness |9.75 | Wetness |9.75 | Wetness |1.00 
| | | | | | | 
30: | | | | | | | 
Lakeland---------- | 89 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness [0.50 | Sandiness 10.50 
۱ | | | | | | 
31: | | | | | | | 
Lakeland---------- | 90 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Slope [0.50 | Sandiness 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
32: | | | | | | | 
Leefield---------- | 44 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness |0.50 | Sandiness 10.50 
| | | | | | | 
Bonifay----------- | 26 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
Dothan------------ | 23 |Well suited | |Well suited | |Well suited 
| | | | | | | 
33: | | | | | | | 
Leon-------------- | 48 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
Chipley----------- | 42 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness |0.50 | Sandiness 10.50 
| | | | | | | 
35: | | | | | | | 
Lucy-------------- | 45 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Slope [0.50 | Sandiness 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Troup------------- | 42 |Well suited | |Moderately suited | |Well suited 
| | | | Slope 10.50 | 
| | | | | | | 
36: | | | | | | | 
Lucy-------------- | 49 |Moderately suited | |Poorly suited | |Moderately suited 
| | Sandiness [0.50 | Slope [0.75 | Slope |0.50 
| | | | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
Orangeburg-------- | 21 |Well suited | |Poorly suited | |Moderately suited 
| | | | Slope [0.75 | Slope 10.50 
| | | | | | 
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| | | | 
Map symbol |Pct. | Suitability for | Suitability for | Suitability for use of 
and soil name | of | hand planting | mechanical planting | harvesting equipment 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
36: | | | | | | | 
Cowarts----------- | 19 |Well suited | |Poorly suited | |Moderately suited 
| | | | Slope |0.75 | Slope 10.50 
| | | | | | | 
40: | | | | | | | 
Cowarts----------- | 50 |Well suited | | Unsuited | |Moderately suited | 
| | | | Slope |1.00 | Slope 10.50 
| | | | | | | 
Dothan------------ | 25 |Well suited | | Unsuited | |Moderately suited | 
| | | | Slope |1.00 | Slope 10.50 
| | | | | | | 
Fuquay------------ | 17 |Moderately suited | | Unsuited | |Moderately suited 
| | Sandiness [0.50 | Slope |1.00 | Slope 10.50 
| | | | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
41: | | | | | | | 
Norfolk----------- | 89 |Well suited | |Well suited | |Well suited 
| | | | | | | 
42: | | | | | | | 
Norfolk----------- | 89 |Well suited | |Well suited | [well suited 
| | | | | | | 
43: | | | | | | | 
Ocilla------------ | 90 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
45: | | | | | | | 
Orangeburg-------- | 91 |Well suited | |Well suited | |Well suited 
| | | | | | | 
46: | | | | | | | 
Orangeburg-------- | 92 |Well suited | |Well suited | |Well suited 
| | | | | | | 
47: | | | | | | | 
Orangeburg-------- | 48 |Well suited | |Moderately suited | |Well suited 
| | | | Slope 10.50 | 
| | | | | | | 
Norfolk----------- | 19 |Well suited | |Moderately suited | |Well suited 
| | | | Slope 10.50 | 
| | | | | | | 
Tifton------------ | 18 |Well suited | |Moderately suited | [well suited 
| | | | Slope 10.50 | 
| | | | | | | 
48: | | | | | | | 
Fuquay------------ | 45 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Slope |0.50 | Sandiness 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Orangeburg-------- | 25 |Well suited | |Moderately suited | |Well suited 
| | | | Slope 10.50 | 
| | | | | | | 
Norfolk----------- | 21 |Well suited | |Moderately suited | |Well suited 
| | | | Slope [0.50 | | 
| | | | | | | 
49: | | | | | | | 
Orangeburg-------- | 50 |Well suited | |Well suited | |Well suited 
| | | | | | | 
Norfolk----------- | 36 |Well suited | |Well suited | |Well suited 
| | | | | | | 
51: | | | | | | | 
Plummer----------- | 85 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness |0.50 | Sandiness 10.5 
| ۱ ۱ ۱ ۱ ۱ 
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| | | | 
Map symbol |Pct. | Suitability for | Suitability for | Suitability for use of 
and soil name | of | hand planting | mechanical planting | harvesting equipment 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
52: | | | | | | | 
Rains--------------- | 86 |Well suited | [well suited | |Well suited 
| | | | | | | 
58: | | | | | | | 
Tifton-------------- | 92 |Well suited | |Well suited | |Well suited 
| | | | | | | 
59: | | | | | | | 
Troup--------------- | 50 |Well suited | |Moderately suited | |Well suited 
| | | | Slope 10.50 | 
| | | | | | | 
Lakeland------------ | 21 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness [0.50 | Sandiness 10.50 
۱ | | | Slope [0.50 | | 
| | | | | | | 
Lucy---------------- | 16 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | Slope [0.50 | | 
| | | | | | | 
60: | | | | | | | 
Troup--------------- | 85 |Well suited | |Moderately suited | [well suited 
| | | | Slope 10.50 | 
| | | | | | | 
61: | | | | | | | 
Troup--------------- | 48 |Well suited | |Moderately suited | [well suited 
| | | | Slope 10.50 | 
| | | | | | | 
Nankin-------------- | 37 |Well suited | |Moderately suited | [well suited 
| | | | Slope 10.50 | 
| | | | | | | 
63: | | | | | | | 
Troup--------------- | 50 |Well suited | | Unsuited | |Moderately suited | 
| | | | Slope |1.00 | Slope |0.50 
| | | | | | | 
Nankin-------------- | 35 |Well suited | | Unsuited | |Moderately suited | 
| | | | Slope |1.00 | Slope 10.50 
| | | | | | | 
65: | | | | | | | 
Udorthents---------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
66: | | | | | | | 
Pickney------------- | 32 |Moderately suited | |Poorly suited | |Poorly suited 
| | Wetness |0.50 | Wetness |9.75 | Wetness |1.00 
| | | | | | | 
Dorovan------------- | 29 |Moderately suited | |Poorly suited | |Poorly suited 
| | Wetness |0.50 | Wetness |0.75 | Low strength |1.00 
| | Sandiness |0.50 | Sandiness |0.50 | Wetness |1.00 
| | | | | | | 
Bibb---------------- | 25 |Well suited | [well suited | |Moderately suited | 
| | | | | | Wetness |0.50 
| | | | | | | 
69: | | | | | | | 
Lucy---------------- | 38 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Slope [0.50 | Sandiness |0.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Bonifay------------- | 28 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Slope [0.50 | Sandiness |0.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
Orangeburg---------- | 22 |Well suited | |Moderately suited | |Well suited 
| | | | Slope 10.50 | 
| | | | | | 
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| | | | 
Map symbol |Pct. | Suitability for | Suitability for | Suitability for use of 
and soil name | of | hand planting | mechanical planting | harvesting equipment 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
71: | | | | | | | 
Cowarts------------- | 45 |Well suited | |Well suited | |Well suited 
| | | | | | | 
Nankin-------------- | 40 |Well suited | |Well suited | |Well suited 
| | | | | | | 
72: | | | | | | | 
Goldsboro----------- | 48 |Well suited | |Moderately suited | |Well suited 
| | | | Slope 10.50 | 
| | | | | | | 
Ocilla-------------- | 39 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Slope |0.50 | Sandiness 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
73: | | | | | | | 
Norfolk------------- | 86 |Well suited | |Moderately suited | [well suited 
| | | | Slope 10.50 | 
| | | | | | | 
77: | | | | | | | 
Bonifay------------- | 49 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness |0.50 | Sandiness |0.50 
| | | | | | | 
Fuquay-------------- | 40 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
78: | | | | | | | 
Chipley------------- | 35 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
Leon---------------- | 30 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness |0.50 | Sandiness 10.50 
| | | | | | | 
Foxworth------------ | 26 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness |0.50 | Sandiness |0.50 
| | | | | | | 
79: | | | | | | | 
Hurricane----------- | 50 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
Chipley------------- | 41 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
80: | | | | | | | 
Foxworth------------ | 53 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness |0.50 | Sandiness 10.50 
| | | | | | | 
Lakeland------------ | 32 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
82: | | | | | | | 
Chipley------------- | 46 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
Foxworth------------ | 40 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
83: | | | | | | | 
Foxworth------------ | 47 |Moderately suited | |Moderately suited | |Moderately suited 
| Sandiness [0.50 | Slope |0.50 | Sandiness 10.50 
| | | Sandiness 10.50 | 
| | | | | | 
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| | | | 
Map symbol |Pct. | Suitability for | Suitability for | Suitability for use of 
and soil name | of | hand planting | mechanical planting | harvesting equipment 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
83: | | | | | | ۱ | 
Lakeland- --------- | 41 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Slope |0.50 | Sandiness 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
85: | | | | | | | 
Bonifay----------- | 38 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
Leon-------------- | 27 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness |0.50 | Sandiness 10.50 
| | | | | | | 
Chipley----------- | 25 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness |0.50 | Sandiness |0.50 
| | | | | | | 
86: | | | | | | | 
Leon-------------- | 31 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness |0.50 | Sandiness 10.50 
| | | | | | | 
Clara------------- | 30 |Moderately suited | |Moderately suited | |Poorly suited 
| | Sandiness [0.50 | Sandiness [0.50 | Low strength |1.00 
| | | | | | Sandiness 10.50 
۱ | | | | | | 
Pickney----------- | 29 |Well suited | |Well suited | |Well suited 
| | | | | | | 
87: | | | | | | | 
Ousley------------ | 35 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
Rutlege----------- | 30 |Moderately suited | |Poorly suited | [Poorly suited 
| | Wetness |0.50 | Wetness |9.75 | Wetness |1.00 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness |0.50 
۱ | | | | | | 
Pickney----------- | 26 |Moderately suited | |Poorly suited | |Poorly suited 
| | Wetness |0.50 | Wetness |0.75 | Wetness |1.00 
| | | | | | | 
88: | | | | | | ۱ | 
Rutlege----------- | 38 |Moderately suited | |Poorly suited | |Poorly suited 
| | Wetness |0.50 | Wetness |0.75 | Wetness |1.00 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
Bibb-------------- | 27 |Well suited | |Well suited | |Moderately suited | 
| | | | | | Wetness 10.50 
| | | | | | | 
Surrency---------- | 25 |Moderately suited | |Poorly suited | |Poorly suited 
| | Wetness |0.50 | Wetness |0.75 | Wetness |1.00 
| | | | | | | 
89: | | | | | | | 
Bibb-------------- | 40 |Well suited | |Well suited | |Well suited 
| | | | | | | 
Rains------------- | 25 |Well suited | [well suited | [well suited 
| | | | | | | 
Garcon------------ | 24 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
90: | | | | | | | 
Hosford----------- | 50 |Moderately suited | |Poorly suited | |Poorly suited 
| | Wetness |0.50 | Wetness |9.75 | Wetness |1.00 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | Slope 10.50 | 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Suitability for | Suitability for | Suitability for use of 
and soil name | of | hand planting | mechanical planting | harvesting equipment 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
90: | | | | | | | 
Plummer------------- | 41 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
91: | | | | | | | 
Pits---------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
92: | | | | | | | 
Telogia------------- | 90 |Moderately suited | |Moderately suited | |Moderately suited 
| | Stickiness; high |0.50 | Stickiness; high |0.50 | Low strength 10.50 
| | plasticity index| | plasticity index | | 
| | | | | | | 
93: | | | | | | | 
Foxworth------------ | 45 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
Blanton------------- | 24 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness |0.50 | Sandiness 10.50 
| | | | | | | 
Chipley------------- | 20 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
94: | | | | | | | 
Albany-------------- | 33 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
Garcon-------------- | 28 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
Bibb---------------- | 26 |Well suited | |Well suited | |Well suited 
| | | | | | | 
96: | | | | | | | 
Pelham-------------- | 87 |Well suited | |Well suited | |Well suited 
| | | | | | | 
97: | | | | | | | 
Eunola-------------- | 45 |Well suited | |Well suited | |Well suited 
| | | | | | | 
Garcon-------------- | 25 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
Ousley-------------- | 20 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
98: | | | | | | | 
Rutlege, | | | | | | | 
depressional------- | 50 |Moderately suited | |Poorly suited | |Poorly suited 
| | Wetness |0.50 | Wetness |0.75 | Wetness |1.00 
| | Sandiness |0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
Plummer, | | | | | | | 
depressional----- | 38 |Moderately suited | |Poorly suited | |Poorly suited 
| | Wetness |0.50 | Wetness |9.75 | Wetness |1.00 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
99: | | | | | | | 
Water------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
101: | | | | | | | 
Albany------------ | 48 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness [0.50 | Sandiness 10.50 
۱ ۱ ۱ ۱ ۱ ۱ 


345 


Soil Survey of Gadsden County, Florida 


Table 8c.--Forestland Management (Part 3) --Continued 


| | | | 
Map symbol |Pct. | Suitability for | Suitability for | Suitability for use of 
and soil name | of | hand planting | mechanical planting | harvesting equipment 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
101: | | | | | | ۱ | 
Ocilla-------------- | 25 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
Chipley------------- | 16 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness |0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
104: | | | | | | | 
Urban land---------- | 50 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 20 |Well suited | |Well suited | |Well suited 
| | | | | | | 
Norfolk------------- | 18 |Well suited | |Well suited | |Well suited 
| | | | | | | 
105: | | | | | | | 
Urban land---------- | 46 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 25 |Well suited | |Moderately suited | |Well suited 
| | | | Slope 10.50 | 
| | | | | | | 
Norfolk------------- | 17 |Well suited | |Moderately suited | |Well suited 
| | | | Slope 10.50 | 
| | | | | | | 
106: | | | | | | | 
Plummer------------- | 49 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness 10.50 
۱ | | | | | | 
Leon---------------- | 19 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
Sapelo-------------- | 18 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness 10.50 
| | | | | | | 
107: | | | | | | | 
Fuquay-------------- | 50 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness |0.50 | Sandiness |0.50 
| | | | | | | 
Bonifay------------- | 38 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness [0.50 | Sandiness |0.50 
| | | | | | | 
108: | | | | | | | 
Troup--------------- | 50 |Well suited | |Poorly suited | |Moderately suited 
| | | | Slope |0.75 | Slope |0.50 
| | | | | | | 
Lakeland------------ | 38 |Moderately suited | |Poorly suited | |Moderately suited 
| | Sandiness [0.50 | Slope [0.75 | Slope 10.50 
| | | | Sandiness |0.50 | Sandiness |0.50 
| | | | | | | 
109: | | | | | | | 
Dothan-------------- | 35 |Well suited | | Unsuited | |Moderately suited | 
| | | | Slope |1.00 | Slope |0.50 
| | | | | | | 
Cowarts------------- | 28 |Well suited | | Unsuited | |Moderately suited | 
| | | | Slope |1.00 | Slope 10.50 
| | | | | | | 
Fuquay-------------- | 25 |Moderately suited | | Unsuited | |Moderately suited 
| Sandiness [0.50 | Slope |1.00 | Slope 10.50 
| | | Sandiness [0.50 | Sandiness 10.50 
۱ ۱ ۱ ۱ ۱ ۱ 
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plasticity index plasticity index 


Slope 0.50 


| | | | 
Map symbol |Pct. | Suitability for | Suitability for | Suitability for use of 
and soil name | of | hand planting | mechanical planting | harvesting equipment 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
113: | | | | | | | 
Leefield---------- | 88 |Moderately suited | |Moderately suited | |Moderately suited 
| | Sandiness [0.50 | Sandiness |0.50 | Sandiness 10.50 
| | | | | | | 
115: | | | | | | | 
Faceville--------- | 85 |Well suited | |Well suited | [well suited 
| | | | | | | 
116: | | | | | | | 
Faceville--------- | 85 |Well suited | |Moderately suited | [well suited 
| | | | Slope 10.50 | 
| | | | | | | 
117: | | | | | | | 
Cowarts----------- | 50 |Well suited | |Moderately suited | |Well suited 
| | | | Slope 10.50 | 
| | | | | | | 
Hosford----------- | 30 |Moderately suited | |Poorly suited | |Poorly suited 
| | Wetness |0.50 | Wetness |0.75 | Wetness |1.00 
| | Sandiness [0.50 | Slope [0.50 | Sandiness 10.50 
| | | | Sandiness 10.50 | 
| | | | | | | 
118: | | | | | | | 
Cowarts------------- | 48 |Well suited | |Poorly suited | |Moderately suited 
| | | | Slope |0.75 | Slope |0.50 
| | | | | | | 
Nankin-------------- | 40 |Well suited | |Poorly suited | |Moderately suited 
| | | | Slope |0.75 | Slope |0.50 
| | | | | | | 
119: | | | | | | | 
Wahee--------------- | 55 |Well suited | |Well suited | [well suited 
| | | | | | | 
Ochlockonee--------- | 33 |Well suited | [well suited | |Well suited 
| | | | | | | 
120: | | | | | | | 
Hardin Heights------ | 70 |Well suited | |Poorly suited | |Moderately suited 
| | | | Slope [0.75 | Slope 10.50 
| | | | | | | 
Telogia------------- | 20 |Moderately suited | |Moderately suited | |Moderately suited 
| Stickiness; high |0.50 | Stickiness; high |0.50 | Low strength 10.50 
| | | | | | 
| | | | | | 
| | | | | | 
۱ ۱ ۱ | | | 
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[The information in this table indicates the dominant soil condition but does 
not eliminate the need for onsite investigation. The numbers in the value 
columns range from 0.01 to 1.00. The larger the value, the greater the 
limitation. See text for further explanation of ratings in this table] 


| | | 
Map symbol |Pct.| Suitability for | Suitability for 
and soil name | of | mechanical site | mechanical site 
|map | preparation (surface) | preparation (deep) 
| unit | | 
| | Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
2: | | | | | 
Albany-------------- | 50 [Well suited | |Well suited | 
| | | | | 
Blanton------------- | 38 |Well suited | |Well suited | 
| | | | | 
3: | | | | | 
Albany-------------- | 39 |Well suited | [well suited | 
| | | | | 
Ousley-------------- | 30 |Well suited | |Well suited | 
| | | | | 
Pelham-------------- | 16 |Well suited | |Unsuited | 
| | | | Wetness |1.00 
| | | | | 
5: | | | | | 
Blanton------------- | 89 |Well suited | |Well suited | 
| | | | | 
6: | | | | | 
Blanton------------- | 85 |Well suited | |Well suited | 
| | | | | 
9: | | | | | 
Bonifay------------- | 52 |Well suited | |Well suited | 
| | | | | 
Alpin--------------- | 38 |Well suited | [Well suited | 
| | | | | 
10: | | | | | 
Bonifay------------- | 40 [Well suited | |Well suited | 
| | | | | 
Albany-------------- | 25 |Well suited | [well suited | 
| | | | | 
Centenary----------- | 20 [Well suited | |Well suited | 
| | | | | 
11: | | | | | 
Troup--------------- | 35 |Well suited | |Well suited | 
| | | | | 
Bonifay------------- | 30 |Well suited | |Well suited | 
| | | | | 
Fuquay-------------- | 25 |Well suited | |Well suited | 
| | | | | 
12: | | | | | 
Bonneau------------- | 32 |Well suited | |Well suited | 
| | | | | 
Leefield------------ | 29 |Well suited | |Well suited | 
| | | | | 
Norfolk------------- | 27 |Well suited | |Well suited | 
| | | | | 
14: | | | | | 
Cowarts------------- | 33 |Well suited | |Well suited | 
| | | | | 
Dothan-------------- | 30 [Well suited | |Well suited | 
| | | | | 
Fuquay-------------- | 28 |Well suited | |Well suited | 
۱ | | | 
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Table 8d.--Forestland Management (Part 4) --Continued 


| | | 
Map symbol |Pct.| Suitability for | Suitability for 
and soil name | of | mechanical site | mechanical site 
[map | preparation (surface) | preparation (deep) 
| unit | | 
| | Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
16: | | | | | 
Cowarts------------- | 48 |Well suited | |Well suited | 
| | | | | 
Nankin- ------------- | 40 |Well suited | |Well suited | 
| | | | | 
18: | | ۱ | | | 
Dothan- ------------- | 47 |Well suited | |Well suited | 
| | | | | 
Fuquay-------------- | 41 |Well suited | |Well suited | 
| | | | | 
19: | | | | | 
Dothan-------------- | 49 |Well suited | |Well suited | 
| | | | | 
Fuquay-------------- | 39 |Well suited | |Well suited | 
| | | | | 
21: | | ۱ | | | 
Dothan- ------------- | 49 |Well suited | |Well suited | 
| | | | | 
Fuquay-------------- | 20 |Well suited | |Well suited | 
| | | | | 
Cowarts------------- | 19 |Well suited | |Well suited | 
| | | | | 
23: | | | | | 
Fuquay-------------- | 49 |Well suited | [Well suited | 
| | | | | 
Lucy---------------- | 30 |Well suited | |Well suited | 
| | | | | 
Orangeburg---------- | 20 |Well suited | |Well suited | 
| | | | | 
24: [ia] ۱ | | | 
Fuquay-------------- | 55 |Well suited | |Well suited | 
| | | | | 
Bonifay------------- | 38 |Well suited | [Well suited | 
| | | | | 
27: | | | | | 
Goldsboro----------- | 87 |Well suited | |Well suited | 
| | | | | 
28: | | | | | 
Goldsboro----------- | 91 |Well suited | |Well suited | 
| | | | | 
29: | | | | | 
Grady--------------- | 85 |Poorly suited | | Unsuited | 
| | Wetness |0.75 | Wetness |1.00 
| | | | | 
30: | | | | | 
Lakeland------------ | 89 |Well suited | [Well suited | 
| | | | | 
31: ۰. ۱ | | | 
Lakeland------------ | 99 |Well suited | |Well suited | 
| | | | | 
32: | | | | | 
Leefield------------ | 44 |Well suited | [Well suited | 
| | | | | 
Bonifay------------- | 26 |Well suited | |Well suited | 
| | | | | 
Dothan- ------------- | 23 |Well suited | [Well suited | 
| | | | | 
33: | | | | | 
Leon- --------------- | 48 |Well suited | |Well suited | 
| | | | 
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| | | 
Map symbol |Pct.| Suitability for | Suitability for 
and soil name | of | mechanical site | mechanical site 
[map | preparation (surface) | preparation (deep) 
| unit | | 
| | Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
33: | | | | | 
Chipley------------- | 42 |Well suited | |Well suited | 
| | | | | 
35: | | | | | 
Lucy---------------- | 45 |Well suited | [Well suited | 
| | | | | 
Troup--------------- | 42 |Well suited | |Well suited | 
| | | | | 
36: | | | | | 
Lucy---------------- | 49 |Poorly suited | [Poorly suited | 
| | Slope 10.50 | Slope 10.50 
l | | | | 
Orangeburg---------- | 21 |Poorly suited | |Poorly suited | 
| | Slope 10.50 | Slope 10.50 
l l | | | 
Cowarts------------- | 19 |Poorly suited | |Poorly suited | 
| | Slope 10.50 | Slope 10.50 
l | | | | 
40: | | | | | 
Cowarts------------- | 50 |Poorly suited | |Poorly suited | 
| | Slope 10.50 | Slope 10.50 
| | | | | 
Dothan-------------- | 25 |Poorly suited | |Poorly suited | 
| | Slope 10.50 | Slope 10.50 
l | | | | 
Fuquay-------------- | 17 |Poorly suited | |Poorly suited | 
| | Slope [0.50 | Slope 10.50 
| | | | | 
41: | | | | | 
Norfolk------------- | 89 |Well suited | |Well suited | 
| | | | | 
42: | | | | | 
Norfolk------------- | 89 |Well suited | [Well suited | 
| | | | | 
43: | | | | | 
Ocilla-------------- | 90 |Well suited | |Well suited | 
| | | | | 
45: | | | | | 
Orangeburg---------- | 91 |Well suited | [Well suited | 
| | | | | 
46: | | | | | 
Orangeburg---------- | 92 |Well suited | |Well suited | 
| | | | | 
47: | | | | | 
Orangeburg---------- | 48 |Well suited | |Well suited | 
| | | | | 
Norfolk------------- | 19 |Well suited | [Well suited | 
| | | | | 
Tifton-------------- | 18 |Well suited | [Well suited | 
| | | | | 
48: | | | | | 
Fuquay-------------- | 45 |Well suited | [Well suited | 
| | | | | 
Orangeburg---------- | 25 |Well suited | |Well suited | 
| | | | | 
Norfolk------------- | 21 |Well suited | [Well suited | 
| | | | | 
49: | | | | | 
Orangeburg---------- | 50 |Well suited | |Well suited | 
| | | | 
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| | | 
Map symbol |Pct.| Suitability for | Suitability for 
and soil name | of | mechanical site | mechanical site 
|map | preparation (surface) | preparation (deep) 
| unit | | 
| | Rating class and |Value| Rating class and  |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
49: | | | | | 
Norfolk------------- | 36 |Well suited | [Well suited | 
| | | | | 
51: 1 | ۱ | | | 
Plummer ------------- | 85 |Well suited | |Well suited | 
| | | | | 
52: | | | | | 
Rains--------------- | 86 |Well suited | [Well suited | 
| | | | | 
58: ] si] | | | 
Tifton-------------- | 92 |Well suited | |Well suited | 
| | | | | 
59: | | | | | 
Troup--------------- | 50 |Well suited | [Well suited | 
| | | | | 
Lakeland------------ | 21 |Well suited | |Well suited | 
| | | | | 
Lucy---------------- | 16 |Well suited | [Well suited | 
| | | | | 
60: | | | | | 
Troup--------------- | 85 |Well suited | [Well suited | 
| | | | | 
61: | | | | | 
Troup--------------- | 48 |Well suited | |Well suited | 
| | | | | 
Nankin- ------------- | 37 |Well suited | [Well suited | 
| | | | | 
63: | | | | | 
Troup--------------- | 50 |Poorly suited | |Poorly suited | 
| | Slope 10.50 | Slope 10.50 
| | | | | 
Nankin- ------------- | 35 |Poorly suited | |Poorly suited | 
| | Slope 10.50 | Slope 10.50 
| | | | | 
65: | | | | | 
Udorthents---------- |100 [Not rated | [Not rated 
| | | | | 
66: | | | =. | 
Pickney------------- | 32 |Poorly suited | |Unsuited 
| | Wetness |0.50 | Wetness |1.00 
| | | | | 
Dorovan------------- | 29 |Poorly suited | | Unsuited | 
| | Wetness |0.50 | Wetness |1.00 
| | | | | 
Bibb---------------- | 25 |Well suited | |Unsuited | 
| | | | Wetness |1.00 
| | | | | 
69: | | | | | 
Lucy---------------- | 38 |Well suited | |Well suited | 
| | | | | 
Bonifay------------- | 28 |Well suited | |Well suited | 
| | | | | 
Orangeburg---------- | 22 |Well suited | |Well suited | 
| | | | | 
71: | | | | | 
Cowarts------------- | 45 |Well suited | [Well suited | 
| | | | | 
Nankin- ------------- | 40 |Well suited | [Well suited | 
| | | | 
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۱ ۱ ۱ 
Map symbol |Pct. | Suitability for | Suitability for 
and soil name | of | mechanical site | mechanical site 
|map | preparation (surface) | preparation (deep) 
Junit | | 
| | Rating class and |Value| Rating class and  |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
72: | | | | | 
Goldsboro--------- | 48 |Well suited | |Well suited | 
| | | | | 
Ocilla------------ | 39 |Well suited | |Well suited | 
| | | | | 
73: | | | | | 
Norfolk----------- | 86 |Well suited | |Well suited | 
۱ | | | | 
77: | | | | | 
Bonifay----------- | 49 |Well suited | |Well suited | 
۱ | | | | 
Fuquay------------ | 49 |Well suited | [Well suited | 
| | | | | 
78: | | | | | 
Chipley----------- | 35 |Well suited | |Well suited | 
۱ ۱ ۱ ۱ ۱ 
Leon-------------- | 30 |Well suited | [Well suited | 
۱ ۱ ۱ ۱ ۱ 
Foxworth---------- | 26 |Well suited | |Well suited | 
۱ | | | | 
79: | | | | | 
Hurricane--------- | 50 |Well suited | |Well suited | 
| | | | | 
Chipley----------- | 41 |Well suited | [Well suited | 
| | | | | 
80: | | | | | 
Foxworth---------- | 53 |Well suited | |Well suited | 
۱ | | | | 
Lakeland---------- | 32 |Well suited | |Well suited | 
| | | | | 
82: | | | | | 
Chipley----------- | 46 |Well suited | [Well suited | 
۱ | | | | 
Foxworth---------- | 49 |Well suited | [Well suited | 
| | | | | 
83: | | | | | 
Foxworth---------- | 47 |Well suited | [Well suited | 
۱ ۱ | | | 
Lakeland---------- | 41 |Well suited | [Well suited | 
۱ | | | | 
85: | | | | | 
Bonifay----------- | 38 |Well suited | [Well suited | 
| | | | | 
Leon-------------- | 27 |Well suited | |Well suited | 
| | | | | 
Chipley----------- | 25 |Well suited | [Well suited | 
۱ | | | | 
86: | | | | | 
Leon-------------- | 31 |Well suited | [Well suited | 
۱ ۱ ۱ ۱ ۱ 
Clara------------- | 30 |Well suited | |Well suited | 
| | | | | 
Pickney----------- | 29 |Well suited | |Well suited | 
| | | | | 
87: | | | | | 
Ousley------------ | 35 |Well suited | |Well suited | 
| | | | | 
Rutlege----------- | 30 |Poorly suited | | Unsuited | 
| | Wetness |0.50 | Wetness |1.00 
۱ ۱ ۱ ۱ 
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Table 8d.--Forestland Management (Part 4) --Continued 


| | | 
Map symbol |Pct.| Suitability for | Suitability for 
and soil name | of | mechanical site | mechanical site 
|map | preparation (surface) | preparation (deep) 
| unit | | 
| | Rating class and |Value| Rating class and  |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
87: | | | | | 
Pickney------------- | 26 |Poorly suited | |Unsuited | 
| | Wetness |0.50 | Wetness |1.00 
| | | | | 
88: | | | | | 
Rutlege------------- | 38 |Poorly suited | | Unsuited | 
| | Wetness |0.50 | Wetness |1.00 
| | | | | 
Bibb---------------- | 27 |Well suited | |Unsuited | 
| | | | Wetness |1.00 
| | | | | 
Surrency------------ | 25 |Poorly suited | | Unsuited | 
| | Wetness |0.50 | Wetness |1.00 
| | | | | 
89: | | | | | 
Bibb---------------- | 49 |Well suited | |Well suited | 
| | | | | 
Rains--------------- | 25 |Well suited | [Well suited | 
| | | | | 
Garcon-------------- | 24 |Well suited | |Well suited | 
| | | | | 
90: | | | MEN | 
Hosford------------- | 50 |Poorly suited | |Unsuited 
| | Wetness |0.50 | Wetness |1.00 
| | | | | 
Plummer------------- | 41 |Well suited | [Well suited | 
| | | | | 
91: PER | | | 
Pits---------------- ۱100 |Not rated | [Not rated 
| | | | | 
92: | | | | | 
Telogia------------- | 90 |Well suited | |Well suited | 
| | | | | 
93: | | | | | 
Foxworth------------ | 45 |Well suited | |Well suited | 
| | | | | 
Blanton------------- | 24 |Well suited | [Well suited | 
| | | | | 
Chipley------------- | 20 |Well suited | |Well suited | 
| | | | | 
94: | | | | | 
Albany-------------- | 33 |Well suited | [Well suited | 
| | | | | 
Garcon-------------- | 28 |Well suited | |Well suited | 
| | | | | 
Bibb---------------- | 26 |Well suited | [Well suited | 
| | | | | 
96: | | | | | 
Pelham- ------------- | 87 |Well suited | |Well suited | 
| | | | | 
97: | | | | | 
Eunola- ------------- | 45 |Well suited | [Well suited | 
| | | | | 
Garcon-------------- | 25 |Well suited | |Well suited | 
| | | | | 
Ousley-------------- | 20 |Well suited | |Well suited | 
| | | | 
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| | | 
Map symbol |Pct.| Suitability for | Suitability for 
and soil name | of | mechanical site | mechanical site 
|map | preparation (surface) | preparation (deep) 
| unit | | 
| | Rating class and |Value| Rating class and  |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
98: | | | | | 
Rutlege, | | | | | 
depressional----- | 50 |Poorly suited | | Unsuited 
| | Wetness |0.50 | Wetness |1.00 
| | | | | 
Plummer, | | | | | 
depressional----- | 38 |Poorly suited | |Unsuited 
| | Wetness |0.50 | Wetness |1.00 
| | | | | 
99: | | | | | 
Water------------- ۱100 |Not rated | |Not rated 
| | | | | 
101: | | | | | 
Albany------------ | 48 |Well suited | [Well suited | 
| | | | | 
Ocilla------------ | 25 |Well suited | |Well suited | 
| | | | | 
Chipley----------- | 16 |Well suited | |Well suited | 
| | | | | 
104: | | | | | 
Urban land-------- | 50 [Not rated | [Not rated 
| | | | | 
Orangeburg-------- | 20 |Well suited | |Well suited | 
| | | | | 
Norfolk----------- | 18 |Well suited | |Well suited | 
| | | | | 
105: | | | | | 
Urban land-------- | 46 [Not rated | |Not rated 
| | | | | 
Orangeburg-------- | 25 |Well suited | [Well suited | 
| | | | | 
Norfolk----------- | 17 |Well suited | [Well suited | 
| | | | | 
106: | | | | | 
Plummer - ---------- | 49 |Well suited | |Well suited | 
| | | | | 
Leon-------------- | 19 |Well suited | [Well suited | 
| | | | | 
Sapelo------------ | 18 |Well suited | |Well suited | 
| | | | | 
107: | | | | | 
Fuquay------------ | 50 |Well suited | [Well suited | 
| | | | | 
Bonifay----------- | 38 |Well suited | |Well suited | 
| | | | | 
108: ١ | ۱ | | | 
Troup------------- | 50 |Poorly suited | [Poorly suited | 
| | Slope 10.50 | Slope 10.50 
l | | | | 
Lakeland---------- | 38 |Poorly suited | |Poorly suited | 
| | Slope 10.50 | Slope 10.50 
| | | | | 
109: | | | | | 
Dothan------------ | 35 |Poorly suited | [Poorly suited | 
| | Slope 10.50 | Slope |0.50 
| | | | | 
Cowarts----------- | 28 |Poorly suited | |Poorly suited | 
| | Slope 10.50 | Slope 10.50 
l l | | 
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| | | 
Map symbol [Pct.] Suitability for | Suitability for 
and soil name | of | mechanical site | mechanical site 
|map | preparation (surface) | preparation (deep) 
| unit | | 
| | Rating class and |Value| Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
109: | | | | | 
Fuquay-------------- | 25 |Poorly suited | |Poorly suited | 
| | Slope 10.50 | Slope 10.50 
| | | | | 
113: | | | | | 
Leefield------------ | 88 ۱۷۲11 suited | [Well suited | 
| | | | | 
115: | | | | | 
Faceville----------- | 85 |Well suited | [Well suited | 
| | | | | 
116: | | | | | 
Faceville----------- | 85 |Well suited | |Well suited | 
| | | | | 
117: | | | | | 
Cowarts------------- | 50 |Poorly suited | |Poorly suited | 
| | Slope 10.50 | Slope 10.50 
| | | | | 
Hosford------------- | 30 |Poorly suited | | Unsuited | 
| | Wetness |0.50 | Wetness |1.00 
| | | | | 
118: | | | | | 
Cowarts------------- | 48 |Poorly suited | [Poorly suited | 
| | Slope 10.50 | Slope 0 
| | | | | 
Nankin- ------------- | 40 |Poorly suited | [Poorly suited | 
| | Slope 10.50 | Slope 10.50 
| | | | | 
119: | | | | | 
Wahee--------------- | 55 |Well suited | |Well suited | 
| | | | | 
Ochlockonee--------- | 33 |Well suited | |Well suited | 
| | | | | 
120: | | | | | 
Hardin Heights------ | 79 |Poorly suited | |Unsuited | 
| | Slope [0.50 | Restrictive layer|1.00 
| | | | Slope 10.50 
۱ | | | | 
Telogia------------- | 20 |Well suited | |Well suited | 
| | | | 
l ۱ ۱ l 


355 


Soil Survey of Gadsden County, Florida 


Table 8e.--Forestland Management (Part 5) 


[The information in this table indicates the dominant soil condition but does 
not eliminate the need for onsite investigation. The numbers in the value 


columns range from 0.01 to 1.00. The larger the value, the greater the 


limitation. The criteria for rating potential for seedling mortality are 
specific to Florida. The primary difference between the ratings in this 


table and the standard national ratings is in the way the limits are 


evaluated for available water capacity (in the upper 20 inches) of soils 
with sandy surface layers that are moderately well drained to excessively 


drained. The ratings in this table more accurately reflect local 


conditions than the national ratings. See text for further explanation of 
ratings in this table] 


| | 
Map symbol |Pct.| Potential for damage | Potential for 
and soil name | of | to soil by fire | seedling mortality (FL) 
[map | | 
Junit| Rating class and |Value| Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
2: | | | | | 
Albany-------------- | 50 |High | | Low | 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
Blanton------------- | 38 [Moderate | |Moderate 
| | Texture/rock 10.50 | Droughty 10.50 
| | fragments | | 
| | | | | 
3: | | | | | 
Albany-------------- | 39 |High | | Low | 
| | Texture/rock |1.00 | | 
| | fragments | | 
| | | | | 
Ousley-------------- | 30 |High | | Low | 
| | Texture/surface [1.00 | | 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
Pelham-------------- | 16 [Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | 
| | | | | 
5: | | | | | 
Blanton------------- | 89 [Moderate | |Moderate 
| | Texture/rock 10.50 | Droughty 10.50 
| | fragments | | 
| | | | | 
6: | | | | | 
Blanton------------- | 85 |High | |Moderate 
| | Texture/surface |1.00 | Droughty 10.50 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
9: | | | | | 
Bonifay------------- | 52 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Alpin--------------- | 38 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
10: | | | | | 
Bonifay------------- | 40 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
l ۱ ۱ ۱ ۱ 
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Table 8e.--Forestland Management (Part 5) --Continued 


Map symbol 
and soil name 


۱ 
|Pct. | 


| of | to soil by fire 


[map | 
Junit| Rating class and 


Potential for damage 


Potential for 
seedling mortality (FL) 


| limiting features | 


| Value 


Rating class and |Value 
limiting features | 
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Table 8e.--Forestland Management (Part 5) --Continued 


۱ 
|Pct. | 


| 
Map symbol Potential for damage | Potential for 
and soil name | of | to soil by fire | seedling mortality (FL) 
|map | | 
|unit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
18: | | | | | 
Dothan-------------- | 47 |High | | Low | 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
Fuquay-------------- | 41 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 0 
| | fragments | | 
| | | | | 
19: | | | | | 
Dothan-------------- | 49 |High | | Low | 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
Fuquay-------------- | 39 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
21: | | | | | 
Dothan-------------- | 49 |High | | Low | 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
Fuquay-------------- | 20 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Cowarts------------- | 19 |High | | Low | 
| | Texture/surface |1.00 | | 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
23: | | | | | 
Fuquay-------------- | 49 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Lucy---------------- | 30 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Orangeburg---------- | 20 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
24: | | | | | 
Fuquay-------------- | 55 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 0 
| | fragments | | 
| | | | | 
Bonifay------------- | 38 |High | |Moderate | 
| | Texture/surface |1.00 | Droughty 10.50 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
27: | | | | | 
Goldsboro----------- | 87 |Moderate | | Low 
| | Texture/rock 10.50 | | 
| | fragments | | 
| | | | | 
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Table 8e.--Forestland Management (Part 5) --Continued 


۱ 
|Pct. | 


| 
Map symbol Potential for damage | Potential for 
and soil name | of | to soil by fire | seedling mortality (FL) 
|map | | 
|unit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
28: | | | | | 
Goldsboro--------- | 91 |Moderate | | Low | 
| | Texture/rock 10.50 | | 
| | fragments | | 
| | | | | 
29: | | | | | 
Grady------------- | 85 |Low | | High | 
| | Texture/rock |0.10 | Wetness |1.00 
| | fragments | | 
| | | | | 
30: | | | | | 
Lakeland---------- | 89 |High | |Moderate 
| | Texture/surface [1.00 | Droughty 0 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
31: | | | | | 
Lakeland---------- | 90 |High | |Moderate 
| | Texture/surface [1.00 | Droughty 0 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
32: | | | | | 
Leefield---------- | 44 |High | | Low | 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
Bonifay----------- | 26 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Dothan------------ | 23 |High | | Low | 
| | Texture/rock ۱1.00 | | 
| | fragments | | 
| | | | | 
33: | | | | | 
Leon-------------- | 48 |High | | High | 
| | Texture/surface |1.00 | Wetness |1.00 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
Chipley----------- | 42 |High | | Low | 
| | Texture/rock |1.00 | | 
| | fragments | | 
| | | | | 
35: | | | | | 
Lucy-------------- | 45 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Troup------------- | 42 |High | |Moderate 
| | Texture/surface |1.00 | Droughty 10.50 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
36: | | | | | 
Lucy-------------- | 49 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 0 
| | fragments | | 
| | | | | 
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Table 8e.--Forestland Management (Part 5) --Continued 


۱ 
|Pct. | 


| 
Map symbol Potential for damage | Potential for 
and soil name | of | to soil by fire | seedling mortality (FL) 
|map | | 
Junit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
36: | | | | | 
Orangeburg---------- | 21 |High | | Low | 
| | Texture/surface |1.00 | | 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
Cowarts------------- | 19 |High | | Low | 
| | Texture/surface |1.00 | | 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
40: | | | | | 
Cowarts------------- | 50 |High | | Low | 
| | Texture/slope/ 11.00 | | 
| | surface depth | | 
| | | | | 
Dothan-------------- | 25 |High | | Low | 
| | Texture/slope/ 11.00 | | 
| | rock fragments | | 
| | | | | 
Fuquay-------------- | 17 |High | |Moderate | 
| | Texture/slope/ |1.00 | Droughty 10.50 
| | surface depth | | 
| | | | | 
41: | | | | | 
Norfolk------------- | 89 |Moderate | | Low | 
| | Texture/rock 10.50 | | 
| | fragments | | 
| | | | | 
42: | | | | | 
Norfolk------------- | 89 |Moderate | | Low | 
| | Texture/rock 10.50 | | 
| | fragments | | 
| | | | | 
43: | | | | | 
Ocilla-------------- | 90 |High | | Low 
| | Texture/surface |1.00 | | 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
45: | | | | | 
Orangeburg---------- | 91 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
46: | | | | | 
Orangeburg---------- | 92 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 0 
| | fragments | | 
| | | | | 
47: | | | | | 
Orangeburg---------- | 48 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Norfolk------------- | 19 [Moderate | | Low | 
| | Texture/rock 10.50 | | 
| | fragments | | 
| | | | | 
Tifton-------------- | 18 |High | | Low 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
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Table 8e.--Forestland Management (Part 5) --Continued 


۱ 
|Pct. | 


| 
Map symbol Potential for damage | Potential for 
and soil name | of | to soil by fire | seedling mortality (FL) 
|map | | 
|unit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
48: | | | | | 
Fuquay------------ | 45 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Orangeburg-------- | 25 |High | |Moderate 
| | Texture/surface |1.00 | Droughty 10.50 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
Norfolk----------- | 21 |High | | Low | 
| | Texture/surface |1.00 | | 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
49: | | | | | 
Orangeburg-------- | 50 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Norfolk----------- | 36 |Moderate | | Low | 
| | Texture/rock 10.50 | | 
| | fragments | | 
| | | | | 
51: | | | | | 
Plummer----------- | 85 [Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | 
| | | | | 
52: | | | | | 
Rains------------- | 86 |Low | | High | 
| | Texture/rock |0.10 | Wetness |1.00 
| | fragments | | 
| | | | | 
58: | | | | | 
Tifton------------ | 92 |High | | Low 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
59: | | | | | 
Troup------------- | 50 |High | |Moderate 
| | Texture/surface |1.00 | Droughty 10.50 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
Lakeland---------- | 21 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Lucy-------------- | 16 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
60: | | | | | 
Troup------------- | 85 |High | |Moderate 
| | Texture/surface |1.00 | Droughty 10.50 
| | depth/rock | | | 
| | fragments | | 
۱ ۱ ۱ | | 
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Table 8e.--Forestland Management (Part 5) --Continued 


۱ 
|Pct. | 


| 
Map symbol Potential for damage | Potential for 
and soil name | of | to soil by fire | seedling mortality (FL) 
|map | | 
|unit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
61: | | | | | 
Troup--------------- | 48 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Nankin-------------- | 37 |Moderate | | Low | 
| | Texture/rock 10.50 | | 
| | fragments | | 
| | | | | 
63: | | | | | 
Troup--------------- | 50 |High | |Moderate 
| | Texture/slope/ |1.00 | Droughty 10.50 
| | surface depth | | 
| | | | | 
Nankin- ------------- | 35 |High | | Low | 
| | Texture/slope/ 11.00 | | 
| | surface depth/ | | 
| | rock fragments | | 
| | | | | 
65: | | | | | 
Udorthents---------- |100 [Not rated | [Not Rated 
| | | | | 
66: | | | | | 
Pickney------------- | 32 [Moderate | | High | 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | Droughty 10.50 
| | | | | 
Dorovan------------- | 29 |Low | | High | 
| | | | Wetness |1.00 
| | | | | 
Bibb---------------- | 25 [Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | 
| | | | | 
69: | | | | | 
Lucy---------------- | 38 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Bonifay------------- | 28 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Orangeburg---------- | 22 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 0 
| | fragments | | 
| | | | | 
71: | | | | | 
Cowarts------------- | 45 |High | | Low | 
| | Texture/surface |1.00 | | 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
Nankin-------------- | 49 [Moderate | | Low 
| | Texture/rock 10.50 | | 
| | fragments | | 
| | | | | 
72: | | | | | 
Goldsboro----------- | 48 |Moderate | | Low | 
| | Texture/rock 10.50 | | 
| | fragments | | 
۱ ۱ ۱ ۱ | 
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Table 8e.--Forestland Management (Part 5) --Continued 


۱ 
|Pct. | 


| 
Map symbol Potential for damage | Potential for 
and soil name | of | to soil by fire | seedling mortality (FL) 
|map | | 
Junit| Rating class and [Value] Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
72: | | | | | 
Ocilla------------ | 39 |High | | Low | 
| | Texture/surface |1.00 | | 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
73: | | | | | 
Norfolk----------- | 86 |High | | Low | 
| | Texture/surface |1.00 | | 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
77: | | | | | 
Bonifay----------- | 49 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Fuquay------------ | 49 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
78: | | | | | 
Chipley----------- | 35 |High | | Low | 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
Leon-------------- | 30 [Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | 
| | | | | 
Foxworth---------- | 26 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
79: | | | | | 
Hurricane--------- | 50 |High | | Low 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
Chipley----------- | 41 |High | | Low | 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
80: | | | | | 
Foxworth---------- | 53 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Lakeland---------- | 32 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
82: | | | | | 
Chipley----------- | 46 |High | | Low | 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
Foxworth---------- | 40 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
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Table 8e.--Forestland Management (Part 5) --Continued 


۱ 
|Pct. | 


| 
Map symbol Potential for damage | Potential for 
and soil name | of | to soil by fire | seedling mortality (FL) 
|map | | 
|unit| Rating class and [Value] Rating class and [Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
83: | | | | | 
Foxworth------------ | 47 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Lakeland------------ | 41 |High | |Moderate 
| | Texture/surface |1.00 | Droughty 10.50 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
85: | | | | | 
Bonifay------------- | 38 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Leon---------------- | 27 |Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | 
| | | | | 
Chipley------------- | 25 |High | | Low | 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
86: | | | | | 
Leon- --------------- | 31 [Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | 
| | | | | 
Clara--------------- | 30 |High | | High | 
| | Texture/rock |1.00 | Wetness |1.00 
| | fragments | | 
| | | | | 
Pickney------------- | 29 [Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | Droughty 0 
| | | | | 
87: | | | | | 
Ousley-------------- | 35 |High | | Low | 
| | Texture/surface |1.00 | | 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
Rutlege------------- | 30 [Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | Droughty 0 
| | | | | 
Pickney------------- | 26 [Moderate | | High | 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | Droughty |0.50 
| | | | | 
88: | | | | | 
Rutlege------------- | 38 [Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | Droughty 10.50 
| | | | | 
Bibb---------------- | 27 |Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | 
| | | | | 
Surrency------------ | 25 [Moderate | | High | 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | Droughty 10.50 
| | | | | 
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Table 8e.--Forestland Management (Part 5) --Continued 


Map symbol |Pct.| Potential for damage Potential for 
and soil name | of | to soil by fire seedling mortality (FL) 
|map | 


|unit| Rating class and [Value 
| limiting features | 


Rating class and  |Value 
limiting features | 


| 
| 
| 
| 
| 
| 
| 
| | | | 
89: | | | | 
Bibb---------------- | 49 [Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | 
| | | | | 
Rains--------------- | 25 |Low | | High | 
| | Texture/rock |0.10 | Wetness |1.00 
| | fragments | | 
| | | | | 
Garcon-------------- | 24 |Moderate | | Low | 
| | Texture/rock 10.50 | | 
| | fragments | | 
| | | | | 
90: | | | | | 
Hosford------------- | 50 |High | | High | 
| | Texture/surface |1.00 | Wetness |1.00 
| | depth/rock | | Droughty 10.50 
| | fragments | | 
| | | | | 
Plummer------------- | 41 [Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | Droughty 10.50 
| | | | | 
91: | | | | | 
Pits---------------- |100 |Not rated | [Not rated 
| | | | | 
92: | | | | | 
Telogia------------- | 90 |Moderate | | Low | 
| | Texture/rock 10.50 | | 
| | fragments | | 
| | | | | 
93: | | | | | 
Foxworth------------ | 45 |High | |Moderate | 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Blanton------------- | 24 |Moderate | |Moderate 
| | Texture/rock 10.50 | Droughty 10.50 
| | fragments | | 
| | | | | 
Chipley------------- | 20 |High | | Low | 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
94: | | | | | 
Albany-------------- | 33 |High | | Low | 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
Garcon-------------- | 28 [Moderate | | Low | 
| | Texture/rock 10.50 | | 
| | fragments | | 
| | | | | 
Bibb---------------- | 26 [Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | 
| | | | | 
96: | | | | | 
Pelham-------------- | 87 [Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | 
l ۱ | | | 
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Table 8e.--Forestland Management (Part 5) --Continued 


Map symbol |Pct.| Potential for damage Potential for 
and soil name | of | to soil by fire seedling mortality (FL) 
|map | 


|unit| Rating class and [Value 
| limiting features | 


Rating class and  |Value 
limiting features | 


| 
| 
| 
| 
| 
| 
| 
| | | | 
97: | | | | 
Eunola-------------- | 45 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Garcon-------------- | 25 [Moderate | | Low | 
| | Texture/rock 10.50 | | 
| | fragments | | 
| | | | | 
Ousley-------------- | 20 |High | | Low | 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
98: | | | | | 
Rutlege, | | | | | 
depressional------- | 50 |Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | Droughty 0 
| | | | | 
Plummer, | | | | | 
depressional------- | 38 [Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | Droughty 10.50 
| | | | | 
99: | | | | | 
Water--------------- ۱100 |Not rated | [Not rated 
| | | | | 
101: | | | | | 
Albany-------------- | 48 |High | | Low | 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
Ocilla-------------- | 25 |High | | Low | 
| | Texture/surface |1.00 | | 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
Chipley------------- | 16 |High | | Low | 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
104: | | | | | 
Urban land---------- | 50 [Not rated | [Not rated 
| | | | | 
Orangeburg---------- | 20 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Norfolk------------- | 18 [Moderate | | Low | 
| | Texture/rock 10.50 | | 
| | fragments | | 
| | | | | 
105: | | | | | 
Urban land---------- | 46 [Not rated | [Not rated 
| | | | | 
Orangeburg---------- | 25 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
۱ ۱ ۱ | | 


366 


Soil Survey of Gadsden County, Florida 


Table 8e.--Forestland Management (Part 5) --Continued 


| 
Map symbol |Pct.| Potential for damage | Potential for 
and soil name | of | to soil by fire | seedling mortality (FL) 
|map | | 
Junit| Rating class and [Value] Rating class and |Value 
| | limiting features | | limiting features | 
| | | | | 
| | | | | 
105: | | | | | 
Norfolk------------- | 17 [Moderate | | Low | 
| | Texture/rock 10.50 | | 
| | fragments | | 
| | | | | 
106: | | | | | 
Plummer------------- | 49 |Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | 
| | | | | 
Leon- --------------- | 19 |Moderate | | High 
| | Texture/rock |0.50 | Wetness |1.00 
| | fragments | | 
| | | | | 
Sapelo-------------- | 18 |High | | Low | 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
107: | | | | | 
Fuquay-------------- | 50 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
Bonifay------------- | 38 |High | |Moderate 
| | Texture/rock |1.00 | Droughty 10.50 
| | fragments | | 
| | | | | 
108: | | | | | 
Troup--------------- | 50 |High | |Moderate 
| | Texture/surface |1.00 | Droughty 10.50 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
Lakeland------------ | 38 |High | |Moderate 
| | Texture/surface |1.00 | Droughty 10.50 
| | depth/rock | | | 
| | fragments | | 
| | | | | 
109: | | | | | 
Dothan-------------- | 35 |High | | Low | 
| | Texture/slope/ 11.00 | | 
| | rock fragments | | 
| | | | | 
Cowarts------------- | 28 |High | | Low | 
| | Texture/slope/ 11.00 | | 
| | surface depth | | 
| | | | | 
Fuquay-------------- | 25 |High | |Moderate | 
| | Texture/slope/ |1.00 | Droughty 10.50 
| | surface depth | | 
| | | | | 
113: | | | | | 
Leefield------------ | 88 |High | | Low | 
| | Texture/rock 11.00 | | 
| | fragments | | 
| | | | | 
115: | | | | | 
Faceville----------- | 85 |High | | Low | 
| | Texture/surface |1.00 | | 
| | depth/rock | | | 
| | fragments | | 
l ۱ ۱ | | 
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Table 8e.--Forestland Management (Part 5) --Continued 


Map symbol 
and soil name 


| 

|Pct.| 
| of | 
|map | 


Potential for damage 
to soil by fire 


Potential for 
seedling mortality (FL) 


Junit| Rating class and 


| limiting features 


Value 


Rating class and  |Value 
limiting features | 


116: 


Faceville----------- 


117: 


Cowarts------------- 


Hosford------------- 


118: 


Cowarts------------- 


120: 


Hardin Heights------ 


Telogia------------- 


85 


50 


30 


48 


40 


55 


33 


70 


20 


High 
Texture/surface 
depth/rock 
fragments 


High 
Texture/rock 
fragments 


High 
Texture/surface 
depth/rock 
fragments 


High 
Texture/surface 
depth/rock 
fragments 


High 
Texture/surface 
depth/rock 
fragments 


Low 
Texture/rock 
fragments 


High 
Texture/rock 
fragments 


High 
Texture/surface 
depth/rock 
fragments 


Moderate 
Texture/rock 
fragments 


.00 


.00 


.00 


.00 


.00 


.10 


.00 


.00 


.50 


High 
Wetness 
Droughty 


onu 
ue 
ہہ‎ 


Moderate 
Wetness 
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Table 9a.--Recreational Development (Part 1) 


[The information in this table indicates the dominant soil condition but does not eliminate the need for 
onsite investigation. The numbers in the value columns range from 0.01 to 1.00. The larger the 
value, the greater the limitation. See text for further explanation of ratings in this table] 


| | | | 
Map symbol |Pct. | Camp areas | Picnic areas | Playgrounds 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
2: | | | | | | | 
Albany-------------- | 50 |Very limited | |Very limited | |Very limited | 
| | Too sandy [1.00 | Too sandy [1.00 | Too sandy [1.00 
| | Depth to [0.39 | Depth to [0.19 | Depth to [0.39 
| | saturated zone | | saturated zone | | saturated zone | 
| | | | | | Slope [0.12 
| | | | | | | 
Blanton------------- | 38 |Very limited | |Very limited | |Very limited | 
| | Too sandy [1.00 | Too sandy [1.00 | Too sandy [1.00 
| | | | | | Slope |0.12 
| | | | | | | 
3: ١ | | | | | | 
Albany-------------- | 39 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Too sandy [1.00 | Depth to [0.19 | Flooding [0.60 
| | Depth to [0.39 | saturated zone | | Depth to [0.39 
| | saturated zone | | | | saturated zone | 
| | | | | | Slope [0.12 
| | | | | | | 
Ousley-------------- | 30 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Too sandy [1.00 | Too sandy [1.00 
| | ۲۱۱9 ۱1.00 | Ponding ۱1.00 | Ponding [1.00 
| | Too sandy [1.00 | Depth to [0.03 | Flooding 10.60 
| | Depth to [0.07 | saturated zone | | Slope [0.12 
| | saturated zone | | | | Depth to [0.07 
| | | | | | saturated zone | 
| | | | | | | 
Pelham-------------- | 16 |Very limited | |Somewhat limited | |Very limited | 
| | Depth to [1.00 | Depth to [0.99 | Depth to [1.00 
| | saturated zone | | saturated zone | | saturated zone | 
| | Flooding |1.00 | Too sandy [0.99 | Too sandy 10.99 
| | Too sandy 10.99 | | | Flooding [0.60 
| | | | | | Slope [0.12 
| | | | | | | 
5: | | | | | | | 
Blanton------------- | 80 |Very limited | |Very limited | |Very limited | 
| | Too sandy [1.00 | Too sandy [1.00 | Too sandy [1.00 
| | | | | | Slope 10.12 
| | | | | | | 
6: | | | | | | | 
Blanton------------- | 85 |Very limited | |Very limited | |Very limited | 
| | Too sandy [1.00 | Too sandy [1.00 | Too sandy [1.00 
| | | | | | Slope |1.00 
| | | | | | | 
9: | | | | | | | 
Bonifay------------- | 52 |Somewhat limited | |Somewhat limited | |Somewhat limited | 
| | Too sandy [0.95 | Too sandy [0.95 | Too sandy [0.95 
| | | | | | Slope [0.12 
| | | | | | | 
Alpin--------------- | 38 |Very limited | |Very limited | |Very limited | 
| | Too sandy [1.00 | Too sandy [1.00 | Too sandy [1.00 
| | | | | | Slope [0.12 
| | | | | | | 
10: | | | | | | | 
Bonifay------------- | 40 |Somewhat limited | |Somewhat limited | |Somewhat limited | 
| | Too sandy [0.95 | Too sandy [0.95 | Too sandy [0.95 
| | | | | | Slope [0.12 
| | | | | | | 
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Table 9a.--Recreational Development (Part 1) --Continued 


| | | | 
Map symbol |Pct. | Camp areas | Picnic areas | Playgrounds 
and soil name | of | | 
[map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
10: | | | | | | | 
Albany-------------- | 25 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Depth to |0.39 | Depth to |0.19 | Depth to 10.39 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | Slope |0.12 
| | | | | | | 
Centenary----------- | 20 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope 10.12 
| | | | | | | 
11: | | | | | | | 
Troup--------------- | 35 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.99 | Too sandy |0.99 | Slope |1.00 
| | Slope |0.16 | Slope |0.16 | Too sandy 10.99 
| | | | | | | 
Bonifay------------- | 30 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy |0.95 | Too sandy [0.95 | Slope |1.00 
| | Slope |0.16 | Slope |0.16 | Too sandy 10.95 
| | | | | | | 
Fuquay-------------- | 25 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Slope |1.00 
| | Slope |0.16 | Slope |0.16 | Too sandy |1.00 
| | | | | | | 
12: | | | | | | | 
Bonneau------------- | 32 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope 16.12 
| | | | | | | 
Leefield------------ | 29 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy [0.99 | Too sandy [0.99 | Too sandy 10.99 
| | Depth to 10.39 | Depth to |0.19 | Depth to 10.39 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | Slope 10.12 
| | | | | | | 
Norfolk------------- | 27 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.87 | Too sandy [0.87 | Too sandy 10.87 
۱ ۱ | | | | Slope [0.12 
| | | | | | | 
14: | | | | | | | 
Cowarts------------- | 33 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy |0.87 | Too sandy [0.87 | Slope |1.00 
| | | | | | Too sandy 10.87 
| | | | | | | 
Dothan-------------- | 30 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.87 | Too sandy |0.87 | Slope |1.00 
| | | | | | Too sandy 10.87 
| | | | | | | 
Fuquay-------------- | 28 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | | 
16: | | | | | | | 
Cowarts------------- | 48 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.87 | Too sandy |0.87 | Slope |1.00 
| | Slope |0.63 | Slope |0.63 | Too sandy |0.87 
| | Slow water |0.44 | Slow water |0.44 | Slow water |0.44 
| | movement | | movement | | movement 
۱ ۱ ۱ | | | | 


370 


Soil Survey of Gadsden County, Florida 


Table 9a.--Recreational Development (Part 1) --Continued 


| | | | 
Map symbol |Pct. | Camp areas | Picnic areas | Playgrounds 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
16: | | | | | | | 
Nankin-------------- | 40 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope [0.63 | Slope |0.63 | Slope |1.00 
| | Too sandy [0.59 | Too sandy [0.59 | Too sandy 10.59 
| | Slow water |0.26 | Slow water |0.26 | Slow water |0.26 
| | movement | | movement | | movement 
| | | | | | | 
18: | | | | | | | 
Dothan-------------- | 47 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.87 | Too sandy [0.87 | Too sandy 7 
| | | | | | | 
Fuquay-------------- | 41 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | | 
19: | | | | | | | 
Dothan-------------- | 49 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.87 | Too sandy [0.87 | Too sandy |0.87 
| | | | | | Slope [0.50 
| | | | | | | 
Fuquay-------------- | 39 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Slow water |0.96 | Slow water |0.96 | Slow water 10.96 
| | movement | | movement | | movement 
| | | | | | Slope [0.50 
| | | | | | | 
21: | | | | | | | 
Dothan-------------- | 49 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.87 | Too sandy [0.87 | Slope |1.00 
| | Slope [0.63 | Slope |0.63 | Too sandy 10.87 
| | | | | | | 
Fuquay-------------- | 20 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Slope |1.00 
| | Slow water |0.96 | Slow water |0.96 | Too sandy |1.00 
| | movement | | movement | | Slow water |0.96 
| | Slope |0.63 | Slope 10.63 | movement 
| | | | | | | 
Cowarts------------- | 19 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.87 | Too sandy |0.87 | Slope |1.00 
| | Slope |0.63 | Slope |0.63 | Too sandy |0.87 
| | Slow water |0.44 | Slow water |0.44 | Slow water |0.44 
| | movement | | movement | | movement 
| | | | | | | 
23: | | | | | | | 
Fuquay-------------- | 40 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | | 
Lucy---------------- | 30 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.95 | Too sandy [0.95 | Too sandy [0.95 
| | | | | | | 
Orangeburg---------- | 20 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy |0.80 | Too sandy [0.80 | Too sandy 10.80 
| | | | | | Slope [0.12 
| | | | | | | 
24: | | | | | | | 
Fuquay-------------- | 55 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Slope |0.16 | Slope |0.16 | Slope |1.00 
| | | | | | | 
Bonifay------------- | 38 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.95 | Too sandy [0.95 | Slope |1.00 
| | Slope |0.16 | Slope |0.16 | Too sandy 10.95 
| | | | | | | 
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Table 9a.--Recreational Development (Part 1) --Continued 


| | | | 
Map symbol |Pct. | Camp areas | Picnic areas | Playgrounds 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
27: | | | | | | | 
Goldsboro--------- | 87 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.87 | Too sandy |0.87 | Too sandy 10.87 
| | | | | | | 
28: | | | | | | | 
Goldsboro--------- | 91 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.87 | Too sandy [0.87 | Too sandy |0.87 
| | | | | | Slope [0.50 
| | | | | | | 
29: | | | | | | | 
Grady------------- | 85 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Ponding |1.00 | Depth to |1.00 
| | saturated zone | | Depth to |1.00 | saturated zone 
| | Ponding |1.00 | saturated zone | | Ponding |1.00 
| | Slow water |0.96 | Slow water |0.96 | Slow water 10.96 
| | movement | | movement | | movement 
| | | | | | | 
30: | | | | | | | 
Lakeland---------- | 89 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope 16.12 
| | | | | | | 
31: | | | | | | | 
Lakeland---------- | 90 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Slope |0.16 | Slope |0.16 | Slope |1.00 
| | | | | | | 
32: | | | | | | | 
Leefield---------- | 44 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy [0.99 | Too sandy [0.99 | Too sandy 10.99 
| | Depth to 10.39 | Slow water |0.26 | Depth to 10.39 
| | saturated zone | | movement | | saturated zone 
| | Slow water |0.26 | Depth to |0.19 | Slow water |0.26 
| | movement | | saturated zone | | movement 
| | | | | | Slope [0.12 
| | | | | | | 
Bonifay----------- | 26 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.95 | Too sandy [0.95 | Too sandy [0.95 
| | | | | | Slope [0.12 
| | | | | | | 
Dothan------------ | 23 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.87 | Too sandy [0.87 | Too sandy 7 
| | | | | | | 
33: | | | | | | | 
Leon-------------- | 48 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | Depth to 10.99 | saturated zone 
| | Too sandy |1.00 | saturated zone | | Too sandy |1.00 
| | | | | | | 
Chipley----------- | 42 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | | 
35: | | | | | | | 
Lucy-------------- | 45 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.95 | Too sandy [0.95 | Slope |1.00 
| | Slope [0.63 | Slope |0.63 | Too sandy [0.95 
| | | | | | | 
Troup------------- | 42 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.99 | Too sandy |0.99 | Slope |1.00 
| | Slope [0.63 | Slope |0.63 | Too sandy 10.99 
| | | | | | | 
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Table 9a.--Recreational Development (Part 1) --Continued 


| | | | 
Map symbol |Pct. | Camp areas | Picnic areas | Playgrounds 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
36: | | | | | | | 
Lucy-------------- | 49 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | Too sandy [0.95 | Too sandy [0.95 | Too sandy [0.95 
| | | | | | | 
Orangeburg-------- | 21 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | Too sandy |0.80 | Too sandy |0.80 | Too sandy 10.80 
| | | | | | | 
Cowarts----------- | 19 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | Too sandy [0.87 | Too sandy |0.87 | Too sandy 7 
۱ | Slow water ۱٥١۰44 | Slow water |0.44 | Slow water |0.44 
| | movement | | movement | | movement 
| | | | | | | 
40: | | | | | | | 
Cowarts----------- | 50 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | Too sandy [0.87 | Too sandy [0.87 | Too sandy 10.87 
| | Slow water |0.44 | Slow water ۱٥۰44 | Slow water 10.44 
| | movement | | movement | | movement 
| | | | | | | 
Dothan------------ | 25 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | Too sandy |0.87 | Too sandy [0.87 | Too sandy 10.87 
| | | | | | | 
Fuquay------------ | 17 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too sandy |1.00 | Slope |1.00 
| | Too sandy |1.00 | Too steep |1.00 | Too sandy |1.00 
| | Slow water |0.96 | Slow water |0.96 | Slow water 10.96 
| | movement | | movement | | movement 
| | | | | | | 
41: | | | | | | | 
Norfolk----------- | 89 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.87 | Too sandy [0.87 | Too sandy |0.87 
| | | | | | | 
42: | | | | | | | 
Norfolk----------- | 89 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy |0.87 | Too sandy |0.87 | Too sandy |0.87 
| | | | | | Slope [0.50 
| | | | | | | 
43: | | | | | | | 
Ocilla------------ | 90 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Depth to |0.81 | Depth to |0.48 | Depth to |0.81 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | Slope 10.12 
| | | | | | | 
45: | | | | | | | 
Orangeburg-------- | 91 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.80 | Too sandy |0.80 | Too sandy 10.80 
| | | | | | | 
46: | | | | | | | 
Orangeburg-------- | 92 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy |0.80 | Too sandy |0.80 | Too sandy 10.80 
| | | | | | Slope [0.50 
| | | | | | | 
47: | | | | | | | 
Orangeburg-------- | 48 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy |0.80 | Too sandy [0.80 | Slope |1.00 
| | | | | | Too sandy 10.80 
۱ ۱ ۱ | | | | 
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Table 9a.--Recreational Development (Part 1) --Continued 


| | | | 
Map symbol |Pct. | Camp areas | Picnic areas | Playgrounds 
and soil name | of | | 
[map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
47: | | | | | | | 
Norfolk----------- | 19 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.87 | Too sandy [0.87 | Slope |1.00 
| | | | | | Too sandy 10.87 
| | | | | | | 
Tifton------------ | 18 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.92 | Too sandy |0.92 | Slope |1.00 
| | Slow water |0.26 | Slow water |0.26 | Gravel 10.92 
| | movement | | movement | | Too sandy 2 
۱ ۱ ۱ ۱ ۱ | Slow water |0.26 
| | | | | | movement 
| | | | | | | 
48: | | | | | | | 
Fuquay------------ | 45 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Slope |1.00 
| | Slope |0.16 | Slope |0.16 | Too sandy |1.00 
| | | | | | | 
Orangeburg-------- | 25 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy |0.80 | Too sandy [0.80 | Slope |1.00 
| | Slope |0.16 | Slope |0.16 | Too sandy 10.80 
| | | | | | | 
Norfolk----------- | 21 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.87 | Too sandy 10.87 | Slope |1.00 
| | Slope [0.04 | Slope [0.04 | Too sandy 10.87 
| | | | | | | 
49: | | | | | | | 
Orangeburg-------- | 50 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy |0.80 | Too sandy [0.80 | Too sandy 10.80 
| | | | | | Slope [0.50 
| | | | | | | 
Norfolk----------- | 36 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.87 | Too sandy [0.87 | Too sandy 10.87 
| | | | | | Slope [0.50 
| | | | | | | 
51: | | | | | | | 
Plummer----------- | 85 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | Depth to |1.00 | saturated zone 
| | Too sandy |1.00 | saturated zone | | Too sandy |1.00 
| | | | | | Slope [0.12 
| | | | | | | 
52: | | | | | | | 
Rains------------- | 86 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Too sandy |0.50 | Too sandy |0.50 | Too sandy 10.50 
| | | | | | | 
58: | | | | | | | 
Tifton------------ | 92 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy |0.87 | Too sandy ۱٥١١١ | Gravel 2 
۱ ۱ ۱ ۱ ۱ | Too sandy 10.87 
| | | | | | Slope 2 
| | | | | | | 
59: | | | | | | | 
Troup------------- | 50 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.99 | Too sandy [0.99 | Too sandy 10.99 
| | | | | | Slope [0.88 
| | | | | | | 
Lakeland---------- | 21 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope [0.88 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Camp areas | Picnic areas | Playgrounds 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
59: | | | | | | | 
Lucy---------------- | 16 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.95 | Too sandy [0.95 | Too sandy [0.95 
| | | | | | Slope [0.88 
| | | | | | | 
60: | | | | | | | 
Troup--------------- | 85 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.99 | Too sandy |0.99 | Slope |1.00 
| | Slope |0.63 | Slope |0.63 | Too sandy 10.99 
| | | | | | | 
61: | | | | | | | 
Troup--------------- | 48 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.99 | Too sandy |0.99 | Slope |1.00 
| | | | | | Too sandy 10.99 
| | | | | | | 
Nankin-------------- | 37 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy |0.59 | Too sandy [0.59 | Slope |1.00 
| | Slow water |0.26 | Slow water |0.26 | Too sandy 10.59 
| | movement | | movement | | Slow water |0.26 
| | | | | | movement 
| | | | | | | 
63: | | | | | | | 
Troup--------------- | 50 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | Too sandy [0.99 | Too sandy [0.99 | Too sandy 10.99 
| | | | | | | 
Nankin-------------- | 35 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | Too sandy [0.59 | Too sandy |0.59 | Too sandy 10.59 
| | Slow water |0.26 | Slow water |0.26 | Slow water |0.26 
| | movement | | movement | | movement 
| | | | | | | 
65: | | | | | | | 
Udorthents---------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
66: | | | | | | | 
Pickney------------- | 32 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | Depth to |1.00 | saturated zone 
| | Flooding |1.00 | saturated zone | | Too sandy |1.00 
| | Too sandy |1.00 | Flooding |0.40 | Flooding |1.00 
| | | | | | | 
Dorovan------------- | 29 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Flooding |1.00 | Organic matter |1.00 | Organic matter |1.00 
| | Organic matter |1.00 | content | | content 
| | content | | Flooding |0.40 | Flooding |1.00 
| | | | | | | 
Bibb---------------- | 25 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |0.99 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Flooding |1.00 | Too sandy [0.41 | Flooding |1.00 
| | Too sandy [0.41 | Flooding [0.40 | Too sandy |0.41 
| | | | | | | 
69: | | | | | | | 
Lucy---------------- | 38 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.95 | Too sandy [0.95 | Slope |1.00 
| | | | | | Too sandy [0.95 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Camp areas | Picnic areas | Playgrounds 
and soil name | of | | 
[map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
69: | | | | | | | 
Bonifay------------- | 28 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.95 | Too sandy [0.95 | Slope |1.00 
| | | | | | Too sandy [0.95 
| | | | | | | 
Orangeburg---------- | 22 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy |0.80 | Too sandy [0.80 | Slope |1.00 
| | | | | | Too sandy 10.80 
| | | | | | | 
71: | | | | | | | 
Cowarts------------- | 45 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy |0.87 | Too sandy [0.87 | Too sandy 10.87 
| | | | | | Slope 10.50 
| | | | | | | 
Nankin-------------- | 40 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.59 | Too sandy [0.59 | Too sandy 10.59 
| | Slow water |0.26 | Slow water |0.26 | Slope |0.50 
| | movement | | movement | | Slow water |0.26 
| | | | | | movement 
| | | | | | | 
72: | | | | | | | 
Goldsboro----------- | 48 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.94 | Too sandy |0.94 | Slope |1.00 
| | | | | | Too sandy 10.94 
| | | | | | | 
Ocilla-------------- | 39 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Depth to |0.81 | Depth to [0.48 | Slope |1.00 
| | saturated zone | | saturated zone | | Depth to |0.81 
| | | | | | saturated zone | 
| | | | | | | 
73: | | | | | | | 
Norfolk------------- | 86 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy |0.87 | Too sandy [0.87 | Slope |1.00 
| | | | | | Too sandy 10.87 
| | | | | | | 
77: | | | | | | | 
Bonifay------------- | 49 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy |0.95 | Too sandy [0.95 | Too sandy 10.95 
| | | | | | Slope 2 
| | | | | | | 
Fuquay-------------- | 40 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope 10.12 
| | | | | | | 
78: | | | | | | | 
Chipley------------- | 35 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope 10.12 
| | | | | | | 
Leon---------------- | 30 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | Depth to 10.99 | saturated zone 
| | Too sandy |1.00 | saturated zone | | Too sandy |1.00 
| | | | | | | 
Foxworth------------ | 26 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope 2 
| | | | | | | 
79: | | | | | | | 
Hurricane----------- | 50 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | 
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| | | | 
Map symbol |Pct. | Camp areas | Picnic areas | Playgrounds 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
79: | | | | | | | 
Chipley----------- | 41 |Very limited | |Very limited | |Very limited 
| | Too sandy 11.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | | 
80: | | | | | | | 
Foxworth---------- | 53 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope 16.12 
| | | | | | | 
Lakeland---------- | 32 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope 16.12 
| | | | | | | 
82: | | | | | | | 
Chipley----------- | 46 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope [0.12 
| | | | | | | 
Foxworth---------- | 40 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope [0.12 
| | | | | | | 
83: | | | | | | | 
Foxworth---------- | 47 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Slope |0.16 | Slope |0.16 | Slope |1.00 
| | | | | | | 
Lakeland---------- | 41 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Slope |0.16 | Slope |0.16 | Slope |1.00 
| | | | | | | 
85: | | | | | | | 
Bonifay----------- | 38 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.95 | Too sandy |0.95 | Too sandy [0.95 
| | | | | | Slope [0.12 
| | | | | | | 
Leon-------------- | 27 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | Depth to 10.99 | saturated zone 
| | Too sandy |1.00 | saturated zone | | Too sandy |1.00 
| | | | | | | 
Chipley----------- | 25 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope 16.12 
| | | | | | | 
86: | | | | | | | 
Leon-------------- | 31 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | Depth to 10.99 | saturated zone 
| | Flooding |1.00 | saturated zone | | Too sandy |1.00 
| | Too sandy |1.00 | | | Flooding | 0.60 
| | | | | | | 
Clara------------- | 30 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Flooding |1.00 | Flooding |0.40 | Flooding |1.00 
| | | | | | | 
Pickney----------- | 29 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | Depth to |1.00 | saturated zone 
| | Flooding |1.00 | saturated zone | | Too sandy |1.00 
| | Too sandy |1.00 | Flooding [0.40 | Flooding |1.00 
۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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| | | | 
Map symbol |Pct. | Camp areas | Picnic areas | Playgrounds 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
87: | | | | | | | 
Ousley-------------- | 35 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Too sandy |1.00 | Depth to [0.03 | Flooding | 0.60 
| | Depth to 10.07 | saturated zone | | Slope |0.12 
| | saturated zone | | | | Depth to 10.07 
| | | | | | saturated zone | 
| | | | | | | 
Rutlege------------- | 30 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | Ponding ۱1.00 | saturated zone 
| | Flooding |1.00 | Depth to |1.00 | Too sandy |1.00 
| | Ponding |1.00 | saturated zone | | Flooding |1.00 
| | Too sandy |1.00 | Flooding [0.40 | Ponding |1.00 
| | | | | | | 
Pickney------------- | 26 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | Ponding |1.00 | saturated zone 
| | Flooding |1.00 | Depth to |1.00 | Too sandy |1.00 
| | Ponding |1.00 | saturated zone | | Flooding |1.00 
| | Too sandy |1.00 | Flooding ۱٥١4١ | Ponding |1.00 
| | | | | | | 
88: | | | | | | | 
Rutlege------------- | 38 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | Ponding |1.00 | saturated zone 
| | Flooding |1.00 | Depth to |1.00 | Too sandy |1.00 
| | Ponding |1.00 | saturated zone | | Flooding |1.00 
| | Too sandy |1.00 | Flooding ۱٥١4١ | Ponding |1.00 
| | | | | | | 
Bibb---------------- | 27 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |0.99 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Flooding |1.00 | Too sandy |0.41 | Flooding |1.00 
| | Too sandy [0.41 | Flooding [0.40 | Too sandy |0.41 
| | | | | | | 
Surrency------------ | 25 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | Depth to |1.00 | saturated zone 
| | Flooding |1.00 | saturated zone | | Too sandy |1.00 
| | Too sandy |1.00 | Flooding [0.40 | Flooding |1.00 
| | | | | | | 
89: | | | | | | | 
Bibb---------------- | 40 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |0.99 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Flooding |1.00 | Too sandy |0.41 | Flooding | 0.60 
| | Too sandy 10.41 | | | Too sandy [0.41 
| | | | | | | 
Rains--------------- | 25 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Flooding |1.00 | Too sandy |0.50 | Flooding | 0.60 
| | Too sandy 10.50 | | | Too sandy 10.50 
| | | | | | | 
Garcon-------------- | 24 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Too sandy |1.00 | Depth to [0.03 | Flooding | 0.60 
| | Depth to 10.07 | saturated zone | | Depth to 10.07 
| | saturated zone | | | | saturated zone | 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Camp areas | Picnic areas | Playgrounds 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
90: | | | | | | | 
Hosford------------- | 50 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | Depth to |1.00 | saturated zone 
| | Too sandy |1.00 | saturated zone | | Too sandy |1.00 
| | | | | | Slope 10.88 
| | | | | | | 
Plummer------------- | 41 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | Depth to |1.00 | saturated zone 
| | Too sandy |1.00 | saturated zone | | Too sandy |1.00 
| | | | | | Slope [0.28 
| | | | | | | 
91: | | | | | | | 
Pits---------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
92: | | | | | | | 
Telogia------------- | 90 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Slow water |0.96 | Slow water |0.96 | Slow water |0.96 
| | movement | | movement | | movement 
| | Depth to [0.07 | Depth to [0.03 | Slope |0.28 
| | saturated zone | | saturated zone | | Depth to 10.07 
| | | | | | saturated zone | 
| | | | | | | 
93: | | | | | | | 
Foxworth------------ | 45 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope 16.12 
| | | | | | | 
Blanton------------- | 24 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope 16.12 
| | | | | | | 
Chipley------------- | 20 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope [0.12 
| | | | | | | 
94: | | | | | | | 
Albany-------------- | 33 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Too sandy |1.00 | Depth to [0.19 | Flooding | 0.60 
| | Depth to 10.39 | saturated zone | | Depth to 10.39 
| | saturated zone | | | | saturated zone | 
| | | | | | Slope 16.12 
| | | | | | | 
Garcon-------------- | 28 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Too sandy |1.00 | Depth to [0.03 | Flooding | 0.60 
| | Depth to 10.07 | saturated zone | | Slope |0.12 
| | saturated zone | | | | Depth to 7 
۱ ۱ ۱ ۱ ۱ ۱ saturated zone | 
| | | | | | | 
Bibb---------------- | 26 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |0.99 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Flooding |1.00 | Too sandy |0.41 | Flooding | 0.60 
| | Too sandy 10.41 | | | Too sandy |0.41 
| | | | | | Slope 10.12 
۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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| | | | 
Map symbol |Pct. | Camp areas | Picnic areas | Playgrounds 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
96: | | | | | | | 
Pelham-------------- | 87 |Very limited | |Somewhat limited | |Very limited 
| | Depth to |1.00 | Depth to |0.99 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Too sandy [0.99 | Too sandy [0.99 | Too sandy 10.99 
| | | | | | Slope 2 
| | | | | | | 
97: | | | | | | | 
Eunola-------------- | 45 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Too sandy |1.00 | Depth to [0.19 | Flooding | 0.60 
| | Depth to 10.39 | saturated zone | | Depth to 10.39 
| | saturated zone | | | | saturated zone | 
| | | | | | | 
Garcon-------------- | 25 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Too sandy |1.00 | Depth to [0.03 | Flooding | 0.60 
| | Depth to 10.07 | saturated zone | | Depth to 10.07 
| | saturated zone | | | | saturated zone | 
| | | | | | | 
Ousley-------------- | 20 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Ponding |1.00 | Ponding |1.00 | Ponding |1.00 
| | Too sandy |1.00 | Depth to [0.03 | Flooding | 0.60 
| | Depth to 10.07 | saturated zone | | Depth to 10.07 
| | saturated zone | | | | saturated zone | 
| | | | | | | 
98: | | | | | | | 
Rutlege, | | | | | | | 
depressional------- | 50 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | Ponding |1.00 | saturated zone 
| | Ponding |1.00 | Depth to |1.00 | Too sandy |1.00 
| | Too sandy |1.00 | saturated zone | | Ponding |1.00 
| | | | | | | 
Plummer, | | | | | | | 
depressional------- | 38 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | Ponding |1.00 | saturated zone 
| | Ponding |1.00 | Depth to |1.00 | Too sandy |1.00 
| | Too sandy |1.00 | saturated zone | | Ponding |1.00 
| | | | | | | 
99: | | | | | | | 
Water--------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
101: | | | | | | | 
Albany-------------- | 48 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Depth to |0.39 | Depth to |0.19 | Depth to 10.39 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | Slope 10.12 
| | | | | | | 
Ocilla-------------- | 25 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Depth to |0.81 | Depth to |0.48 | Depth to |0.81 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | Slope 10.12 
۱ | | | | | | 
Chipley------------- | 16 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope [0.12 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Camp areas | Picnic areas | Playgrounds 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
104: | | | | | | | 
Urban land---------- | 50 [Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 20 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy |0.80 | Too sandy |0.80 | Too sandy 10.80 
| | | | | | Slope 10.50 
| | | | | | | 
Norfolk------------- | 18 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy |0.87 | Too sandy |0.87 | Too sandy 10.87 
| | | | | | Slope 10.50 
| | | | | | | 
105: | | | | | | | 
Urban land---------- | 46 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 25 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy |0.80 | Too sandy [0.80 | Slope |1.00 
| | | | | | Too sandy 10.80 
| | | | | | | 
Norfolk------------- | 17 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy |0.87 | Too sandy 10.87 | Slope |1.00 
| | | | | | Too sandy [0.87 
| | | | | | | 
106: | | | | | | | 
Plummer------------- | 49 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | | | saturated zone | 
| | Too sandy |1.00 | Depth to |1.00 | Too sandy |1.00 
| | | | saturated zone | | 
| | | | | | | 
Leon---------------- | 19 |Very limited | |Very limited | |Very limited 
| | Depth to 11.00 | Too sandy 11.00 | Depth to |1.00 
| | saturated zone | | Depth to 10.99 | saturated zone 
| | Too sandy |1.00 | saturated zone | | Too sandy |1.00 
| | | | | | | 
Sapelo-------------- | 18 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | Depth to |0.98 | Depth to |0.75 | Depth to 10.98 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
107: | | | | | | | 
Fuquay-------------- | 50 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |1.00 
| | | | | | Slope 10.12 
| | | | | | | 
Bonifay------------- | 38 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.95 | Too sandy [0.95 | Too sandy 10.95 
| | | | | | Slope 10.12 
۱ ۱ | | | | | 
108: | | | | | | | 
Troup--------------- | 50 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | Too sandy |0.99 | Too sandy [0.99 | Too sandy 10.99 
| | | | | | | 
Lakeland------------ | 38 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too sandy [1.00 | Slope |1.00 
| | Too sandy |1.00 | Too steep |1.00 | Too sandy |1.00 
| | | | | | | 
109: | | | | | | | 
Dothan-------------- | 35 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | Too sandy |0.87 | Too sandy |0.87 | Too sandy |0.87 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Camp areas | Picnic areas | Playgrounds 
and soil name | of | | 
[map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
109: | | | | | | | 
Cowarts----------- | 28 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | Too sandy |0.87 | Too sandy |0.87 | Too sandy 10.87 
| | Slow water |0.44 | Slow water |0.44 | Slow water |0.44 
| | movement | | movement | | movement 
| | | | | | | 
Fuquay------------ | 25 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too sandy |1.00 | Slope |1.00 
| | Too sandy |1.00 | Too steep |1.00 | Too sandy |1.00 
| | Slow water |0.96 | Slow water |0.96 | Slow water 10.96 
| | movement | | movement | | movement 
| | | | | | | 
113: | | | | | | | 
Leefield---------- | 88 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |0.99 | Too sandy [0.99 | Too sandy 10.99 
| | Depth to 10.39 | Slow water |0.26 | Depth to 10.39 
| | saturated zone | | movement | | saturated zone 
| | Slow water |0.26 | Depth to |0.19 | Slow water |0.26 
| | movement | | saturated zone | | movement 
| | | | | | Slope [0.12 
| | | | | | | 
115: | | | | | | | 
Faceville--------- | 85 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy |0.87 | Too sandy |0.87 | Too sandy |0.87 
| | | | | | Slope [0.50 
| | | | | | | 
116: | | | | | | | 
Faceville--------- | 85 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.87 | Too sandy [0.87 | Slope |1.00 
| | | | | | Too sandy |0.87 
| | | | | | | 
117: | | | | | | | 
Cowarts----------- | 50 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | Too sandy [0.87 | Too sandy |0.87 | Too sandy 10.87 
| | Slow water |0.44 | Slow water |0.44 | Slow water |0.44 
| | movement | | movement | | movement 
| | | | | | | 
Hosford----------- | 30 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Too sandy |1.00 | Depth to |1.00 
| | saturated zone | | Depth to |1.00 | saturated zone 
| | Too sandy |1.00 | saturated zone | | Slope |1.00 
| | Slope |0.16 | Slope |0.16 | Too sandy |1.00 
| | | | | | | 
118: | | | | | | | 
Cowarts----------- | 48 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | Too sandy [0.87 | Too sandy |0.87 | Too sandy 10.87 
| | Slow water |0.44 | Slow water |0.44 | Slow water |0.44 
| | movement | | movement | | movement 
| | | | | | | 
Nankin------------ | 40 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | Too sandy |0.59 | Too sandy [0.59 | Too sandy 10.59 
| | Slow water |0.26 | Slow water |0.26 | Slow water |0.26 
| | movement | | movement | | movement 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Camp areas | Picnic areas | Playgrounds 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
119: | | | | | | | 
Wahee--------------- | 55 |Very limited | |Somewhat limited | |Somewhat limited 
| | Flooding 11.00 | Slow water 10.94 | Slow water 10.94 
| | Slow water 10.94 | movement | | movement 
| | movement | | Depth to |0.19 | Flooding | 0.60 
| | Depth to 10.39 | saturated zone | | Depth to 10.39 
| | saturated zone | | | | saturated zone | 
| | | | | | | 
Ochlockonee--------- | 33 |Very limited | |Somewhat limited | |Somewhat limited 
| | Flooding |1.00 | Too sandy |0.57 | Flooding | 0.60 
| | Too sandy 10.57 | | | Too sandy 10.57 
| | | | | | | 
120: | | | | | | | 
Hardin Heights------ | 70 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Depth to bedrock [1.00 
| | Slow water |0.96 | Slow water |0.96 | Slope |1.00 
| | movement | | movement | | Slow water |0.96 
| | | | | | movement 
| | | | | | | 
Telogia------------- | 20 |Somewhat limited | |Somewhat limited | |Very limited 
| Slow water |0.96 | Slow water |0.96 | Slope |1.00 
| movement | | movement | | Slow water |0.96 
| Depth to |0.07 | Depth to 10.03 | movement 
| saturated zone | | saturated zone | | Depth to 10.07 
| | | | | | 
| | | | | | 
۱ ۱ ۱ ۱ ۱ ۱ 


saturated zone 
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[The information in this table indicates the dominant soil condition but does not eliminate the need for 
onsite investigation. The numbers in the value columns range from 0.01 to 1.00. The larger the 


value, the greater the limitation. See text for further explanation of ratings in this table] 
| | | | 
Map symbol |Pct. | Paths and trails | Off-road | Golf fairways 
and soil name | of | | motorcycle trails 
[map | | | 
ļunit| Rating class and |Value| Rating class and [Value] Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
2: | | | | | | | 
Albany-------------- | 50 |Very limited | |Very limited | |Very limited | 
| | Too sandy [1.00 | Too sandy [1.00 | Droughty [1.00 
| | | | | | Too sandy [0.50 
| | | | | | Depth to [0.19 
| | | | | | saturated zone | 
| | | | | | | 
Blanton------------- | 38 |Very limited | |Very limited | |Very limited | 
| | Too sandy |1.00 | Too sandy [1.00 | Droughty [0.99 
| | | | | | Too sandy [0.50 
| | | | | | | 
3: | | | | | | | 
Albany-------------- | 39 |Very limited | |Very limited | |Very limited | 
| | Too sandy |1.00 | Too sandy [1.00 | Droughty [1.00 
| | | | | | Flooding [0.60 
| | | | | | Too sandy [0.50 
| | | | | | Depth to [0.19 
| | | | | | saturated zone | 
| | | | | | | 
Ousley-------------- | 30 |Very limited | |Very limited | |Very limited | 
| | Too sandy [1.00 | Too sandy [1.00 | Ponding [1.00 
| | Ponding [1.00 | Ponding [1.00 | Droughty |1.00 
| | | | | | Flooding [0.60 
| | | | | | Too sandy [0.50 
| | | | | | Depth to [0.03 
| | | | | | saturated zone | 
| | | | | | | 
Pelham-------------- | 16 |Somewhat limited | |Somewhat limited | |Somewhat limited | 
| | Depth to [0.99 | Depth to [0.99 | Depth to [0.99 
| | saturated zone | | saturated zone | | saturated zone | 
| | Too sandy [0.99 | Too sandy [0.99 | Droughty [0.74 
| | | | | | Flooding [0.60 
| | | | | | Too sandy [0.50 
| | | | | | | 
5: | | | | | | | 
Blanton------------- | 80 |Very limited | |Very limited | |Very limited | 
| | Too sandy [1.00 | Too sandy [1.00 | Droughty [0.99 
| | | | | | Too sandy [0.50 
| | | | | | | 
6: | | | | | | | 
Blanton------------- | 85 |Very limited | |Very limited | |Very limited | 
| | Too sandy |1.00 | Too sandy [1.00 | Droughty [0.99 
| | | | | | Too sandy [0.50 
| | | | | | | 
9: | | | | | | | 
Bonifay------------- | 52 |Somewhat limited | |Somewhat limited | |Somewhat limited | 
| | Too sandy [0.95 | Too sandy [0.95 | Droughty [0.92 
| | | | | | | 
Alpin--------------- | 38 |Very limited | |Very limited | |Somewhat limited | 
| | Too sandy [1.00 | Too sandy [1.00 | Droughty [0.87 
| | | | | | Too sandy [0.50 
| | | | | | | 
10: | | | | | | | 
Bonifay------------- | 40 |Somewhat limited | |Somewhat limited | |Somewhat limited | 
| | Too sandy [0.95 | Too sandy [0.95 | Droughty [0.92 
| | | | | | 
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| | | | 
Map symbol |Pct. | Paths and trails | Off-road | Golf fairways 
and soil name | of | | motorcycle trails 
|map | | | 
|unit| Rating class and |Value| Rating class and |Value| Rating class and | 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
10: | | | | | | | 
Albany-------------- | 25 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty |1.00 
| | | | | | Too sandy |0.50 
| | | | | | Depth to 10.19 
| | | | | | saturated zone | 
| | | | | | | 
Centenary----------- | 20 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty |1.00 
| | | | | | Too sandy 10.50 
| | | | | | | 
11: | | | | | | | 
Troup--------------- | 35 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.99 | Too sandy [0.99 | Too sandy 10.50 
| | | | | | Droughty 10.34 
| | | | | | Slope 6 
| | | | | | | 
Bonifay------------- | 30 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.95 | Too sandy [0.95 | Droughty 10.92 
| | | | | | Slope [0.16 
| | | | | | | 
Fuquay-------------- | 25 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty |0.88 
| | | | | | Too sandy 10.50 
| | | | | | Slope [0.16 
| | | | | | | 
12: | | | | | | | 
Bonneau------------- | 32 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy 10.50 
| | | | | | Droughty 10.29 
| | | | | | | 
Leefield------------ | 29 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy [0.99 | Too sandy [0.99 | Too sandy |0.50 
| | | | | | Droughty 10.43 
| | | | | | Depth to 10.19 
| | | | | | saturated zone | 
| | | | | | | 
Norfolk------------- | 27 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | | 
14: | | | | | | | 
Cowarts------------- | 33 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | | 
Dothan-------------- | 30 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | | 
Fuquay-------------- | 28 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty |0.84 
| | | | | | Too sandy 10.50 
| | | | | | | 
16: | | | | | | | 
Cowarts------------- | 48 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy |0.87 | Too sandy [0.87 | Slope 10.63 
| | | | | | | 
Nankin-------------- | 40 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.59 | Too sandy [0.59 | Slope 10.63 
| | | | | | | 
18: | | | | | | | 
Dothan-------------- | 47 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | 
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| | | | 
Map symbol |Pct. | Paths and trails | Off-road | Golf fairways 
and soil name | of | | motorcycle trails 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
18: | | | | | | | 
Fuquay-------------- | 41 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.98 
| | | | | | Too sandy |0.50 
| | | | | | | 
19: | | | | | | | 
Dothan-------------- | 49 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | | 
Fuquay-------------- | 39 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy 11.00 | Droughty 10.66 
| | | | | | Too sandy 10.50 
| | | | | | | 
21: | | | | | | | 
Dothan-------------- | 49 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.87 | Too sandy |0.87 | Slope 10.63 
| | | | | | | 
Fuquay-------------- | 20 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Slope 10.63 
| | | | | | Too sandy |0.50 
| | | | | | Droughty [0.15 
| | | | | | | 
Cowarts------------- | 19 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy ۱٥١١١ | Too sandy |0.87 | Slope 10.63 
| | | | | | | 
23: | | | | | | | 
Fuquay-------------- | 40 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.77 
| | | | | | Too sandy 10.50 
| | | | | | | 
Lucy---------------- | 30 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.95 | Too sandy |0.95 | Droughty | 0.04 
| | | | | | | 
Orangeburg---------- | 20 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.80 | Too sandy 10.80 | 
| | | | | | | 
24: | | | | | | | 
Fuquay-------------- | 55 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.77 
| | | | | | Too sandy |0.50 
| | | | | | Slope [0.16 
| | | | | | | 
Bonifay------------- | 38 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.95 | Too sandy [0.95 | Droughty 10.92 
| | | | | | Slope [0.16 
| | | | | | | 
27: | | | | | | | 
Goldsboro----------- | 87 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | | 
28: | | | | | | | 
Goldsboro----------- | 91 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | | 
29: | | | | | | | 
Grady--------------- | 85 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Ponding |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Ponding |1.00 | Ponding |1.00 | saturated zone 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Paths and trails | Off-road | Golf fairways 
and soil name | of | | motorcycle trails 
|map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
30: | | | | | | | 
Lakeland------------ | 89 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.99 
| | | | | | Too sandy 10.50 
| | | | | | | 
31: | | | | | | | 
Lakeland------------ | 90 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.99 
| | | | | | Too sandy 10.50 
| | | | | | Slope 6 
| | | | | | | 
32: | | | | | | | 
Leefield------------ | 44 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy [0.99 | Too sandy |0.99 | Too sandy 10.50 
| | | | | | Droughty 10.28 
| | | | | | Depth to 10.19 
| | | | | | saturated zone | 
| | | | | | | 
Bonifay------------- | 26 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy |0.95 | Too sandy |0.95 | Droughty 10.92 
| | | | | | | 
Dothan-------------- | 23 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | | 
33: | | | | | | | 
Leon---------------- | 48 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty |1.00 
| | Depth to |0.99 | Depth to |0.99 | Depth to 10.99 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | Too sandy 10.50 
| | | | | | | 
Chipley------------- | 42 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.83 
| | | | | | Too sandy 10.50 
| | | | | | | 
35: | | | | | | | 
Lucy---------------- | 45 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.95 | Too sandy [0.95 | Slope 10.63 
| | | | | | Droughty 4 .08 
Troup--------------- | 42 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.99 | Too sandy |0.99 | Slope 10.63 
| | | | | | Too sandy 10.50 
| | | | | | Droughty 10.34 
| | | | | | | 
36: | | | | | | | 
Lucy---------------- | 49 |Very limited | |Somewhat limited | |Very limited 
| | Slope 11.00 | Too sandy |0.95 | Too steep |1.00 
| | Too sandy 10.95 | | | Droughty |0.02 
| | | | | | | 
Orangeburg---------- | 21 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Too sandy |0.80 | Too steep |1.00 
| | Too sandy 10.80 | | | 
| | | | | | | 
Cowarts------------- | 19 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Too sandy ۱٥١١١ | Too steep |1.00 
| | Too sandy 10.87 | | | 
۱ ۱ ۱ ۱ ۱ | | 


387 


Soil Survey of Gadsden County, Florida 


Table 9b.--Recreational Development (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Paths and trails | Off-road | Golf fairways 
and soil name | of | | motorcycle trails 
[map | | | 
|unit| Rating class and |Value| Rating class and |Value| Rating class and | 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
40: | | | | | | | 
Cowarts----------- | 50 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Too sandy ۱٥١١١ | Too steep |1.00 
| | Too sandy |0.87 | Slope 10.22 | 
| | | | | | | 
Dothan------------ | 25 |Very limited | |Somewhat limited | |Very limited 
| | Slope 11.00 | Too sandy |0.87 | Too steep |1.00 
| | Too sandy [0.87 | Slope 10.22 | 
| | | | | | | 
Fuquay------------ | 17 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too steep |1.00 
| | Slope |1.00 | Slope |0.22 | Too sandy |0.50 
| | | | | | Droughty 10.09 
| | | | | | | 
41: | | | | | | | 
Norfolk----------- | 89 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | | 
42: | | | | | | | 
Norfolk----------- | 89 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | | 
43: | | | | | | | 
Ocilla------------ | 90 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.59 
| | Depth to |0.11 | Depth to |0.11 | Too sandy 10.50 
| | saturated zone | | saturated zone | | Depth to |0.48 
| | | | | | saturated zone | 
| | | | | | | 
45: | | | | | | | 
Orangeburg-------- | 91 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.80 | Too sandy 10.80 | 
| | | | | | | 
46: | | | | | | | 
Orangeburg-------- | 92 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.80 | Too sandy 10.80 | 
| | | | | | | 
47: | | | | | | | 
Orangeburg-------- | 48 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy |0.80 | Too sandy 10.80 | 
| | | | | | | 
Norfolk----------- | 19 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | | 
Tifton------------ | 18 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.92 | Too sandy 10.92 | 
| | | | | | | 
48: | | | | | | | 
Fuquay------------ | 45 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.64 
| | | | | | Too sandy |0.50 
| | | | | | Slope 10.16 
| | | | | | | 
Orangeburg-------- | 25 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.80 | Too sandy |0.80 | Slope |0.16 
| | | | | | | 
Norfolk----------- | 21 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy |0.87 | Too sandy |0.87 | Slope |0.04 
| | | | | | 
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| | | | 
Map symbol |Pct. | Paths and trails | Off-road | Golf fairways 
and soil name | of | | motorcycle trails 
|map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
49: | | | | | | | 
Orangeburg-------- | 50 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.80 | Too sandy 10.80 | 
| | | | | | | 
Norfolk----------- | 36 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy |0.87 | Too sandy 10.87 | 
| | | | | | | 
51: | | | | | | | 
Plummer----------- | 85 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.92 
| | | | | | Too sandy |0.50 
| | | | | | | 
52: | | | | | | | 
Rains------------- | 86 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Too sandy [0.50 | Too sandy 10.50 | 
| | | | | | | 
58: | | | | | | | 
Tifton------------ | 92 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy |0.87 | Too sandy 10.87 | 
| | | | | | | 
59: | | | | | | | 
Troup------------- | 50 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.99 | Too sandy [0.99 | Too sandy |0.50 
| | | | | | Droughty 10.34 
| | | | | | | 
Lakeland---------- | 21 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.99 
| | | | | | Too sandy 10.50 
| | | | | | | 
Lucy-------------- | 16 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.95 | Too sandy [0.95 | Droughty 10.20 
| | | | | | | 
60: | | | | | | | 
Troup------------- | 85 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.99 | Too sandy |0.99 | Slope 10.63 
| | | | | | Too sandy 10.50 
| | | | | | Droughty 10.34 
| | | | | | | 
61: | | | | | | | 
Troup------------- | 48 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.99 | Too sandy |0.99 | Too sandy |0.50 
| | | | | | Droughty 10.34 
| | | | | | | 
Nankin------------ | 37 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.59 | Too sandy 10.59 | 
| | | | | | | 
63: | | | | | | | 
Troup------------- | 50 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Too sandy |0.99 | Too steep |1.00 
| | Too sandy [0.99 | Slope |0.22 | Too sandy 10.50 
| | | | | | Droughty 10.34 
| | | | | | | 
Nankin------------ | 35 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Too sandy |0.59 | Too steep |1.00 
| | Too sandy [0.59 | Slope 10.22 | 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Paths and trails | Off-road | Golf fairways 
and soil name | of | | motorcycle trails 
[map | | | 
|unit| Rating class and |Value| Rating class and |Value| Rating class and | 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
65: | | | | | | | 
Udorthents---------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
66: | | | | | | | 
Pickney------------- | 32 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Too sandy |1.00 | Too sandy |1.00 | saturated zone 
| | Flooding |0.40 | Flooding ۱٥١4١ | Too sandy |0.50 
| | | | | | Droughty 10.34 
| | | | | | | 
Dorovan------------- | 29 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | saturated zone | | Organic matter |1.00 
| | Organic matter |1.00 | Organic matter |1.00 | content 
| | content | | content | | Depth to |1.00 
| | Flooding |0.40 | Flooding 10.40 | saturated zone 
| | | | | | | 
Bibb---------------- | 25 |Somewhat limited | |Somewhat limited | |Very limited 
| | Depth to |0.99 | Depth to [0.99 | Flooding |1.00 
| | saturated zone | | saturated zone | | Depth to 10.99 
| | Too sandy |0.41 | Too sandy 10.41 | saturated zone 
| | Flooding [0.40 | Flooding 10.40 | 
| | | | | | | 
69: | | | | | | | 
Lucy---------------- | 38 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.95 | Too sandy [0.95 | Droughty 10.08 
| | | | | | | 
Bonifay------------- | 28 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.95 | Too sandy [0.95 | Droughty 10.92 
| | | | | | | 
Orangeburg---------- | 22 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.80 | Too sandy 10.80 | 
| | | | | | | 
71: | | | | | | | 
Cowarts------------- | 45 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | | 
Nankin-------------- | 40 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy |0.59 | Too sandy 10.59 | 
| | | | | | | 
72: | | | | | | | 
Goldsboro----------- | 48 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy |0.94 | Too sandy 10.94 | 
| | | | | | | 
Ocilla-------------- | 39 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.54 
| | Depth to |0.11 | Depth to |0.11 | Too sandy |0.50 
| | saturated zone | | saturated zone | | Depth to [0.48 
| | | | | | saturated zone | 
۱ | | | | | | 
73: | | | | | | | 
Norfolk------------- | 86 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | | 
77: | | | | | | | 
Bonifay------------- | 49 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.95 | Too sandy 10.95 | Droughty 10.92 
| | | | | | 
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| | | | 
Map symbol |Pct. | Paths and trails | Off-road | Golf fairways 
and soil name | of | | motorcycle trails 
|map | | | 
|unit| Rating class and |Value| Rating class and |Value| Rating class and | 
| | limiting features | | limiting features | | limiting features | 
۱ | | | | | | 
| | | | | | | 
77: | | | | | | | 
Fuquay------------ | 40 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.95 
| | | | | | Too sandy |0.50 
| | | | | | | 
78: | | | | | | | 
Chipley----------- | 35 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.87 
| | | | | | Too sandy 10.50 
| | | | | | | 
Leon-------------- | 30 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty |1.00 
| | Depth to |0.99 | Depth to |0.99 | Depth to 10.99 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | Too sandy 10.50 
| | | | | | | 
Foxworth---------- | 26 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy 10.50 
| | | | | | Droughty 10.40 
| | | | | | | 
79: | | | | | | | 
Hurricane--------- | 50 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.99 
| | | | | | Too sandy |0.50 
| | | | | | | 
Chipley----------- | 41 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.83 
| | | | | | Too sandy 10.50 
| | | | | | | 
80: | | | | | | | 
Foxworth---------- | 53 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy 10.50 
| | | | | | Droughty |0.34 
| | | | | | | 
Lakeland---------- | 32 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.99 
| | | | | | Too sandy 10.50 
| | | | | | | 
82: | | | | | | | 
Chipley----------- | 46 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty |0.87 
| | | | | | Too sandy 10.50 
| | | | | | | 
Foxworth---------- | 40 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |0.50 
| | | | | | Droughty 10.34 
| | | | | | | 
83: | | | | | | | 
Foxworth---------- | 47 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy |0.50 
| | | | | | Droughty 10.43 
| | | | | | Slope 10.16 
| | | | | | | 
Lakeland---------- | 41 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.99 
| | | | | | Too sandy |0.50 
| | | | | | Slope 6 
۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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| | | | 
Map symbol |Pct. | Paths and trails | Off-road | Golf fairways 
and soil name | of | | motorcycle trails 
[map | | | 
|unit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
85: | | | | | | | 
Bonifay------------- | 38 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy |0.95 | Too sandy [0.95 | Droughty 10.92 
| | | | | | | 
Leon---------------- | 27 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Depth to 10.99 
| | Depth to |0.99 | Depth to 10.99 | saturated zone 
| | saturated zone | | saturated zone | | Droughty [0.95 
| | | | | | Too sandy 10.50 
| | | | | | | 
Chipley------------- | 25 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty |0.88 
| | | | | | Too sandy |0.50 
| | | | | | | 
86: | | | | | | | 
Leon---------------- | 31 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Depth to 10.99 
| | Depth to |0.99 | Depth to 10.99 | saturated zone 
| | saturated zone | | saturated zone | | Droughty 10.93 
| | | | | | Flooding | 0.60 
| | | | | | Too sandy |0.50 
| | | | | | | 
Clara--------------- | 30 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Flooding |0.40 | Flooding 10.40 | saturated zone 
| | | | | | | 
Pickney------------- | 29 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Too sandy |1.00 | Too sandy |1.00 | saturated zone 
| | Flooding [0.40 | Flooding |0.40 | Too sandy |0.50 
| | | | | | Droughty 10.37 
| | | | | | | 
87: | | | | | | | 
Ousley-------------- | 35 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty |1.00 
| | | | | | Flooding | 0.60 
| | | | | | Too sandy 10.50 
| | | | | | Depth to 10.03 
| | | | | | saturated zone | 
| | | | | | | 
Rutlege------------- | 30 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Ponding |1.00 
| | saturated zone | | saturated zone | | Flooding |1.00 
| | Too sandy |1.00 | Too sandy |1.00 | Depth to |1.00 
| | Ponding |1.00 | Ponding |1.00 | saturated zone 
| | Flooding |0.40 | Flooding |0.40 | Droughty |0.86 
| | | | | | Too sandy 10.50 
| | | | | | | 
Pickney------------- | 26 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Ponding |1.00 
| | saturated zone | | saturated zone | | Flooding |1.00 
| | Too sandy |1.00 | Too sandy |1.00 | Depth to |1.00 
| | Ponding |1.00 | Ponding |1.00 | saturated zone 
| | Flooding [0.40 | Flooding |0.40 | Too sandy |0.50 
| | | | | | Droughty |0.36 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Paths and trails | Off-road | Golf fairways 
and soil name | of | | motorcycle trails 
|map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
88: | | | | | | | 
Rutlege------------- | 38 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Ponding |1.00 
| | saturated zone | | saturated zone | | Flooding |1.00 
| | Too sandy |1.00 | Too sandy |1.00 | Depth to |1.00 
| | Ponding |1.00 | Ponding |1.00 | saturated zone 
| | Flooding |0.40 | Flooding |0.40 | Droughty |0.86 
| | | | | | Too sandy 10.50 
| | | | | | | 
Bibb---------------- | 27 |Somewhat limited | |Somewhat limited | |Very limited 
| | Depth to |0.99 | Depth to |0.99 | Flooding |1.00 
| | saturated zone | | saturated zone | | Depth to 10.99 
| | Too sandy |0.41 | Too sandy 10.41 | saturated zone 
| | Flooding [0.40 | Flooding 10.40 | 
| | | | | | | 
Surrency------------ | 25 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Too sandy |1.00 | Too sandy |1.00 | saturated zone 
| | Flooding [0.40 | Flooding |0.40 | Droughty 10.29 
| | | | | | | 
89: | | | | | | | 
Bibb---------------- | 40 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Depth to |0.99 | Depth to |0.99 | Depth to 10.99 
| | saturated zone | | saturated zone | | saturated zone 
| | Too sandy |0.41 | Too sandy [0.41 | Flooding | 0.60 
| | | | | | | 
Rains--------------- | 25 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Too sandy [0.50 | Too sandy [0.50 | Flooding | 0.60 
| | | | | | | 
Garcon-------------- | 24 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Flooding | 0.60 
| | | | | | Depth to 10.03 
| | | | | | saturated zone | 
| | | | | | | 
90: | | | | | | | 
Hosford------------- | 50 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy 10.50 
| | | | | | Droughty 10.34 
| | | | | | | 
Plummer------------- | 41 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.92 
| | | | | | Too sandy |0.50 
| | | | | | | 
91: | | | | | | | 
Pits---------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
92: | | | | | | | 
Telogia------------- | 90 |Not limited | |Not limited | |Somewhat limited 
| | | | | Depth to 10.03 
| | | | | | 
| | | | | | 
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| | | | 
Map symbol |Pct. | Paths and trails | Off-road | Golf fairways 
and soil name | of | | motorcycle trails 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
93: | | | | | | | 
Foxworth------------ | 45 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too sandy 10.50 
| | | | | | Droughty |0.34 
| | | | | | | 
Blanton------------- | 24 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.99 
| | | | | | Too sandy |0.50 
| | | | | | | 
Chipley------------- | 20 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty [0.85 
| | | | | | Too sandy 10.50 
| | | | | | | 
94: | | | | | | | 
Albany-------------- | 33 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty |1.00 
| | | | | | Flooding | 0.60 
| | | | | | Too sandy 10.50 
| | | | | | Depth to 10.19 
| | | | | | saturated zone | 
| | | | | | | 
Garcon-------------- | 28 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Flooding | 0.60 
| | | | | | Depth to 10.03 
| | | | | | saturated zone | 
| | | | | | | 
Bibb---------------- | 26 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Depth to |0.99 | Depth to |0.99 | Depth to 10.99 
| | saturated zone | | saturated zone | | saturated zone 
| | Too sandy |0.41 | Too sandy [0.41 | Flooding | 0.60 
| | | | | | | 
96: | | | | | | | 
Pelham-------------- | 87 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Depth to |0.99 | Depth to |0.99 | Depth to 10.99 
| | saturated zone | | saturated zone | | saturated zone 
| | Too sandy [0.99 | Too sandy 10.99 | Droughty 10.79 
| | | | | | Too sandy 10.50 
| | | | | | | 
97: | | | | | | | 
Eunola-------------- | 45 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Flooding | 0.60 
| | | | | | Depth to 10.19 
| | | | | | saturated zone | 
| | | | | | | 
Garcon-------------- | 25 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Flooding | 0.60 
| | | | | | Depth to 10.03 
| | | | | | saturated zone | 
| | | | | | Droughty |0.01 
| | | | | | | 
Ousley-------------- | 20 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Ponding |1.00 
| | Ponding |1.00 | Ponding |1.00 | Droughty |1.00 
| | | | | | Flooding | 0.60 
| | | | | | Too sandy 10.50 
| | | | | | Depth to 10.03 
| | | | | | | 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Paths and trails | Off-road | Golf fairways 
and soil name | of | | motorcycle trails 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
98: | | | | | | | 
Rutlege, | | | | | | | 
depressional------- | 50 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Ponding |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Too sandy |1.00 | Too sandy |1.00 | saturated zone 
| | Ponding |1.00 | Ponding |1.00 | Droughty [0.85 
| | | | | | Too sandy |0.50 
| | | | | | | 
Plummer, | | | | | | | 
depressional------- | 38 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Ponding |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Too sandy |1.00 | Too sandy |1.00 | saturated zone 
| | Ponding |1.00 | Ponding |1.00 | Droughty 10.92 
| | | | | | Too sandy 10.50 
| | | | | | | 
99: | | | | | | | 
Water--------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
101: | | | | | | | 
Albany-------------- | 48 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty |1.00 
| | | | | | Too sandy 10.50 
| | | | | | Depth to 10.19 
| | | | | | saturated zone | 
| | | | | | | 
Ocilla-------------- | 25 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty |0.71 
| | Depth to |0.11 | Depth to |0.11 | Too sandy |0.50 
| | saturated zone | | saturated zone | | Depth to |0.48 
| | | | | | saturated zone | 
| | | | | | | 
Chipley------------- | 16 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.87 
| | | | | | Too sandy |0.50 
| | | | | | | 
104: | | | | | | | 
Urban land---------- | 50 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 20 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.80 | Too sandy 10.80 | 
| | | | | | | 
Norfolk------------- | 18 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | | 
105: | | | | | | | 
Urban land---------- | 46 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 25 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.80 | Too sandy 10.80 | 
| | | | | | | 
Norfolk------------- | 17 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | | 
106: | | | | | | | 
Plummer------------- | 49 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.92 
| | | | | | Too sandy 10.50 
۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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Table 9b.--Recreational Development (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Paths and trails | Off-road | Golf fairways 
and soil name | of | | motorcycle trails 
سا‎ | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
۱ | | | | | | 
| | | | | | | 
106: | | | | | | | 
Leon---------------- | 19 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty |1.00 
| | Depth to |0.99 | Depth to |0.99 | Depth to 10.99 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | Too sandy |0.50 
| | | | | | | 
Sapelo-------------- | 18 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 10.89 
| | Depth to |0.44 | Depth to |0.44 | Depth to 10.75 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | Too sandy |0.50 
| | | | | | | 
107: | | | | | | | 
Fuquay-------------- | 50 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy |1.00 | Too sandy |1.00 | Droughty 2 
۱ ۱ ۱ ۱ ۱ | Too sandy 10.50 
| | | | | | | 
Bonifay------------- | 38 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.95 | Too sandy |0.95 | Droughty 10.92 
| | | | | | | 
108: | | | | | | | 
Troup--------------- | 50 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Too sandy |0.99 | Too steep |1.00 
| | Too sandy 10.99 | | | Too sandy 10.50 
| | | | | | Droughty 10.34 
| | | | | | | 
Lakeland------------ | 38 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too steep |1.00 
| | Slope |1.00 | | | Droughty 10.99 
| | | | | | Too sandy 10.50 
| | | | | | | 
109: | | | | | | | 
Dothan-------------- | 35 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Too sandy |0.87 | Too steep |1.00 
| | Too sandy [0.87 | Slope 10.22 | 
| | | | | | | 
Cowarts------------- | 28 |Very limited | |Somewhat limited | |Very limited 
| | Slope 11.00 | Too sandy ۱٥١١١ | Too steep |1.00 
| | Too sandy |0.87 | Slope 10.22 | 
| | | | | | | 
Fuquay-------------- | 25 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Too sandy |1.00 | Too steep |1.00 
| | Slope |1.00 | Slope |0.22 | Too sandy |0.50 
| | | | | | Droughty 10.09 
| | | | | | | 
113: | | | | | | | 
Leefield------------ | 88 |Very limited | |Very limited | |Somewhat limited 
| | Too sandy [0.99 | Too sandy 10.99 | Droughty [0.45 
| | | | | | Depth to 10.19 
| | | | | | saturated zone | 
| | | | | | | 
115: | | | | | | | 
Faceville----------- | 85 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | | 
116: | | | | | | | 
Faceville----------- | 85 |Somewhat limited | |Somewhat limited | |Not limited 
| | Too sandy [0.87 | Too sandy 10.87 | 
| | | | | | 
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Table 9b.--Recreational Development (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Paths and trails | Off-road | Golf fairways 
and soil name | of | | motorcycle trails 
|map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
117: | | | | | | | 
Cowarts------------- | 50 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.87 | Too sandy [0.87 | Too steep |1.00 
| | | | | | | 
Hosford------------- | 30 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Too sandy |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Too sandy |1.00 | Too sandy |1.00 | saturated zone 
| | | | | | Droughty 10.34 
| | | | | | Slope [0.16 
| | | | | | | 
118: | | | | | | | 
Cowarts------------- | 48 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.87 | Too sandy |0.87 | Too steep |1.00 
| | Slope [0.50 | | | | 
| | | | | | | 
Nankin-------------- | 40 |Somewhat limited | |Somewhat limited | |Very limited 
| | Too sandy [0.59 | Too sandy |0.59 | Too steep |1.00 
| | Slope [0.50 | | | | 
| | | | | | | 
119: | | | | | | | 
Wahee--------------- | 55 |Not limited | |Not limited | |Somewhat limited 
| | | | | | Flooding | 0.60 
| | | | | | Depth to 10.19 
| | | | | | saturated zone | 
| | | | | | | 
Ochlockonee--------- | 33 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Too sandy [0.57 | Too sandy [0.57 | Flooding | 0.60 
| | | | | | | 
120: | | | | | | | 
Hardin Heights------ | 70 |Very limited | |Not limited | |Very limited 
| | Slope |1.00 | | | Depth to bedrock |1.00 
| | | | | | Too steep |1.00 
| | | | | | Droughty |0.16 
| | | | | | | 
Telogia------------- | 20 |Not limited | |Not limited | |Somewhat limited 
| | | | | Depth to 10.03 
| | | | | | 
| | | | | | 
| | | | | | 


saturated zone 


397 


Soil Survey of Gadsden County, Florida 


Table 10.--Wildlife Habitat 


[See text for definitions of terms used in this table. Absence of an entry indicates that no rating is 


applicable] 
| | 
Map symbol | Potential for habitat elements |Potential as habitat for-- 
and soil name | | 
| Grain | | Wild | | | | Open- | Wood- |Wetland 
| and |Grasses|herba- | Hard- |Conif- |Wetland|Shallow| land | land | wild- 
| seed | and | ceous | wood | erous |plants | water | wild- | wild- | life 
| crops |legumes|plants | trees |plants | | areas | life | life | 
| | | | | | | | | | 
| | | | | | | | | | 
2: | | | | | | | | | | 
Albany------------ |Fair |Fair |Fair |Fair |Fair |Fair | Poor |Fair |Fair |Poor 
| | | | | | | | | | 
Blanton----------- | Poor | Fair | Fair | Fair | Fair | Very | Very | Fair | Fair | Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
3: | | | | | | | | | | 
Albany------------ |Fair |Fair |Fair |Fair |Fair |Fair | Poor | Fair | Fair | Poor 
| | | | | | | | | | 
Ousley------------ | Poor | Poor | Fair | Poor | Poor | Very | Very | Poor | Poor | Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Pelham------------ | Poor |Poor |Fair |Fair |Fair |Fair |Fair |Poor |Fair |Fair 
| | | | | | | | | | 
5: | | | | | | | | | | 
Blanton----------- | Poor | Fair | Fair | Fair | Fair | Very | Very | Fair | Fair | Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
6: | | | | | | | | | | 
Blanton----------- | Poor | Fair | Fair | Fair | Fair | Very | Very | Fair | Fair | Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
9: | | | | | | | | | | 
Bonifay----------- | Poor | Fair | Fair | Poor | Fair | Very | Very | Poor | Fair | Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Alpin------------- |Poor |Poor |Fair | Poor | Poor |Very |Very | Poor | Poor | Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
10: | | | | | | | | | | 
Bonifay----------- |Poor |Fair |Fair |Poor |Fair |Very |Very رتا‎ | Fair | Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Albany------------ |Fair |Fair |Fair |Fair |Fair |Fair |Poor |Fair |Fair |Poor 
| | | | | | | | | | 
Centenary--------- | Poor | Fair | Fair | Poor | Fair | Very | Very | Fair | Fair | Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
11: | | | | | | | | | | 
Troup------------- |Poor |Fair |Fair |Poor |Poor |Very |Very |Fair |Poor |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Bonifay----------- |Poor |Fair |Fair |Poor |Fair |Very |Very | Poor | Fair | Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Fuquay------------ |Fair |Fair | Good | Fair | Fair | Very | Very | Good | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
12: | | | | | | | | | | 
Bonneau----------- | Good | Good | Good | Good | Good | Poor | Poor | Good | Good | Poor 
| | | | | | | | | | 
Leefield---------- | Fair | Fair | Good | Fair | Fair | Fair | Fair | Fair | Fair | Fair 
| | | | | | | | | | 
Norfolk----------- |Fair | Good | Good | Good | Good |Very | Very | Good | Good | Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | 
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Table 10.--Wildlife Habitat --Continued 


| 
Map symbol | Potential for habitat elements |Potential as habitat for-- 
and soil name | | 
| Grain | | Wild | | | | | Open- | Wood- |Wetland 
| and |Grasses|herba- | Hard- |Conif- |Wetland|Shallow| land | land | wild- 
| seed | and | ceous | wood | erous |plants | water | wild- | wild- | life 
| crops |legumes|plants | trees |plants | | areas | life | life | 
| | | | | | | | | | 
| | | | | | | | | | 
14: | | | | | | | | | | 
Cowarts---------- | Poor |Fair | Good | Fair | Fair |Very |Very | Fair | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Dothan----------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Fuquay----------- | Fair | Fair | Good | Fair | Fair |Very |Very | Good | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
16: | | | | | | | | | | 
Cowarts---------- | Poor | Fair | Good | Fair | Fair |Very |Very | Fair | Fair |Very 
| | | | | | poor | poor | | | poor 
1 | | | | | | | | | 
Nankin- ---------- | Fair | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
18: | | | | | | | | | | 
Dothan----------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Fuquay----------- |Fair | Fair | Good | Fair |Fair |Very |Very | Good | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
19: | | | | | | | | | | 
Dothan----------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Fuquay----------- | Fair |Fair | Good |Fair |Fair |Very |Very | Good | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
21: | | | | | | | | | | 
Dothan----------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Fuquay----------- |Fair | Fair | Good | Fair | Fair |Very |Very | Good | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | |I d. تی‎ | mE mE | 
Cowarts---------- | Poor | Fair | Good | Fair | Fair |Very |Very | Fair | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
23: 1 ۱٠. ] ۰۰ | | | | mE | 
Fuquay----------- |Fair |Fair | Good |Fair |Fair |Very |Very | Good | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Lucy------------- |Fair |Fair | Good | Good | Good |Very |Very | Fair | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Orangeburg------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
24: 1 d. o | 1 0.) || | | | | 
Fuquay----------- |Fair | Fair | Good | Fair |Fair |Very |Very | Good |Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Bonifay---------- |Poor |Fair |Fair | Poor | Fair |Very |Very |Poor |Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | 
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Table 10.--Wildlife Habitat --Continued 


| 
Map symbol | Potential for habitat elements |Potential as habitat for-- 
and soil name | | 
| Grain | | Wild | | | | Open- | Wood- |Wetland 
| and |Grasses|herba- | Hard- |Conif- |Wetland|Shallow| land | land | wild- 
| seed | and | ceous | wood | erous |plants | water | wild- | wild- | life 
| crops |legumes|plants | trees |plants | | areas | life | life | 
| | | | | | | | | | 
| | | | | | | | | | 
27: | | | | | | | | | | 
Goldsboro-------- | Good | Good | Good | Good | Good |Poor |Very | Good | Good |Very 
| | | | | | | poor | | | poor 
| | | | | | | | | | 
28: | | | | | | | | | | 
Goldsboro-------- | Good | Good | Good | Good | Good | Poor |Very | Good | Good |Very 
| | | | | | | poor | | | poor 
| | | | | | | | | | 
29: | | | | | | | | | | 
Grady------------ |Very | Poor | Poor | Poor | Poor | Good | Good | Poor | Poor | Good 
| poor | | | | | | | | | 
| | | | | | | | | | 
30: | | | | | | | | | | 
Lakeland--------- | Poor |Poor | Fair |Poor | Poor |Very |Very | Poor | Poor |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
31: | | | | | | | | | | 
Lakeland--------- |Poor | Poor |Fair |Poor |Poor |Very |Very |Poor | Poor |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
32: | | | | | | | | | | 
Leefield--------- | Fair |Fair | Good | Fair | Fair | Fair |Fair | Fair | Fair | Fair 
| | | | | | | | | | 
Bonifay---------- | Poor |Fair | Fair |Poor |Fair |Very |Very |Poor |Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Dothan----------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
33: | | | | | | | | | | 
Leon------------- |Poor | Fair | Good | Poor | Fair | Fair | Poor | Fair | Fair | Fair 
| | | | | | | | | | 
Chipley---------- | Poor | Fair | Fair | Fair |Fair | Poor |Very | Fair | Fair | Poor 
| | | | | | | poor | | | 
| | | | | | | | | | 
35: | | | | | | | | | | 
Lucy------------- | Fair | Fair | Good | Good | Good |Very |Very | Fair | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Troup------------ |Poor |Fair | Fair |Poor |Poor |Very |Very | Fair |Poor |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
36: | | | | | | | | | | 
Lucy------------- | Fair | Fair | Good | Good | Good |Very |Very |Fair | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Orangeburg------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Cowarts---------- | Poor | Fair | Good | Fair | Fair | Very |Very | Fair | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
40: | | | | | | | | | | 
Cowarts---------- | Poor | Fair | Good | Fair | Fair |Very |Very | Fair | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Dothan----------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | 
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Table 10.--Wildlife Habitat --Continued 


| 
Map symbol | Potential for habitat elements |Potential as habitat for-- 
and soil name | | 
| Grain | | Wild | | | | | Open- | Wood- |Wetland 
| and |Grasses|herba- | Hard- |Conif- |Wetland|Shallow| land | land | wild- 
| seed | and | ceous | wood | erous |plants | water | wild- | wild- | life 
| crops |legumes|plants | trees |plants | | areas | life | life | 
| | | | | | | | | | 
| | | | | | | | | | 
40: | | | | | | | | | | 
Fuquay----------- | Fair | Fair | Good | Fair |Fair |Very |Very | Good | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
41: | | | | | | | | | | 
Norfolk---------- |Fair | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
42: | | | | | | | | | | 
Norfolk---------- | Fair | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
43: | | | | | | | | | | 
Ocilla----------- |Fair |Fair | Good | Fair | Good | Fair |Fair |Fair | Good |Fair 
| | | | | | | | | | 
45: | | | | | | | | | | 
Orangeburg------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
46: | | | | | | | | | | 
Orangeburg------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
47: | | | | | | | | | | 
Orangeburg------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Norfolk---------- | Fair | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Tifton----------- |Fair | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
48: 1 d. || 1 ۱٠. | | | | 
Fuquay----------- | Fair | Fair | Good |Fair |Fair |Very |Very | Good | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Orangeburg------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
]- | | | | | | | | | 
Norfolk---------- | Fair | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
49: | | | | | | | | | | 
Orangeburg------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Norfolk---------- | Fair | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
51: | | | | | | | | | | 
Plummer---------- |Poor | Fair | Fair |Fair | Fair | Fair | Fair |Fair |Fair | Fair 
| | | | | | | | | | 
52: Do 0] | | | | | | | | | 
Rains------------ | Fair | Fair | Fair | Good | Good | Good | Good | Fair | Good | Good 
| | | | | | | | | | 
58: | | | | | | | | | | 
Tifton----------- |Fair | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | 
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Table 10.--Wildlife Habitat --Continued 


| 
Map symbol | Potential for habitat elements |Potential as habitat for-- 
and soil name | | 
| Grain | | Wild | | | | | Open- | Wood- |Wetland 
| and |Grasses|herba- | Hard- |Conif- |Wetland|Shallow| land | land | wild- 
| seed | and | ceous | wood | erous |plants | water | wild- | wild- | life 
| crops |legumes|plants | trees |plants | | areas | life | life | 
| | | | | | | | | | 
| | | | | | | | | | 
59: | | | | | | | | | | 
Troup------------ | Poor |Fair |Fair | Poor | Poor |Very |Very |Fair | Poor |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Lakeland--------- |Poor |Poor | Fair | Poor | Poor |Very |Very | Poor | Poor |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Lucy------------- |Fair | Fair | Good | Good | Good |Very |Very |Fair | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
60: | | | | | | | | | | 
Troup------------ | Poor |Fair |Fair |Poor |Poor |Very |Very | Fair |Poor |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
61: | | | | | | | | | | 
Troup------------ |Poor | Fair |Fair |Poor |Poor |Very |Very | Fair |Poor |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Nankin----------- |Fair | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
63: | | | | | | | | | | 
Troup------------ | Poor |Fair |Fair | Poor | Poor |Very |Very | Fair | Poor |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Nankin----------- | Fair | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
65: | | | | | | | | | | 
Udorthents, | | | | | | | | | 
reclaimed. | | | | | | | | | | 
| | | | | | | | | | 
66: | | | | | | | | | | 
Pickney---------- |Very | Poor |Fair | Poor | Poor | Good |Very |Poor | Poor | Good 
| poor | | | | | | poor | | | 
| | | | | | | | | | 
Dorovan---------- |Very |Very |Very |Very |Very | Good | Good |Very |Very | Good 
| poor | poor | poor | poor | poor | | | poor | poor 
| | | | | | | | | | 
Bibb------------- |Poor | Fair |Fair |Fair |Fair | Good | Good | Fair |Fair | Good 
| | | | | | | | | | 
69: | | | | | | | | | | 
Lucy------------- | Fair |Fair | Good | Good | Good |Very |Very |Fair | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Bonifay---------- |Poor | Fair |Fair | Poor | Fair |Very |Very |Poor | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Orangeburg------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
71: | | | | | | | | | | 
Cowarts---------- |Poor |Fair | Good | Fair | Fair |Very | Very | Fair | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Nankin----------- |Fair | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | 
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Table 10.--Wildlife Habitat --Continued 


| 
Map symbol | Potential for habitat elements |Potential as habitat for-- 
and soil name | | 
| Grain | | Wild | | | | | Open- | Wood- |Wetland 
| and |Grasses|herba- | Hard- |Conif- |Wetland|Shallow| land | land | wild- 
| seed | and | ceous | wood | erous |plants | water | wild- | wild- | life 
| crops |legumes|plants | trees |plants | | areas | life | life | 
| | | | | | | | | | 
| | | | | | | | | | 
72: | | | | | | | | | | 
Goldsboro-------- | Good | Good | Good | Good | Good | Poor |Very | Good | Good |Very 
| | | | | | | poor | | | poor 
م ہے ہر‎ ۷ | | Pec. Site. ملا‎ | | 
Ocilla----------- | Fair | Fair | Good | Fair | Good | Fair | Fair | Fair | Good | Fair 
| | | | | | | | | | 
73: | | | | | | | | | | 
Norfolk---------- |Fair | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
77: | | | | | | | | | | 
Bonifay---------- | Poor | Fair | Fair |Poor |Fair |Very |Very |Poor | Fair |Very 
| | | | | | poor | poor | | | poor 
وپ‎ |o] 1 d.) | | | | | 
Fuquay----------- | Fair |Fair | Good | Fair |Fair |Very |Very | Good | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
78: | 1 | | ۰۱1| by | | mE | 
Chipley---------- | Poor | Fair | Fair | Fair | Fair | Poor |Very | Fair | Fair | Poor 
| | | | | | | poor | | | 
| | | | | | | | | | 
Leon------------- | Poor | Fair | Good | Poor | Fair | Fair | Poor | Fair | Fair | Fair 
| | | | | | | | | | 
1 | | «elu! bern ded | mE | | 
Foxworth--------- |Fair | Fair | Fair | Fair | Fair |Very |Very | Fair | Fair | Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
79: — | | [| | | | | | 
Hurricane-------- | Poor | Poor | Fair | Fair | Fair | Poor |Very | Poor | Fair |Very 
| | | | | | | poor | | | poor 
| | | | | | | | | | 
Chipley---------- |Poor |Fair |Fair | Fair | Fair | Poor |Very | Fair | Fair | Poor 
| | | | | | | poor | | | 
| | | | | | | | | | 
80: | | | | | | | | | | 
Foxworth--------- | Fair |Fair | Fair | Fair | Fair |Very |Very | Fair |Fair |Very 
| | | | | | poor | poor | | | poor 
| | mE | | | | | | | 
Lakeland--------- |Poor |Poor |Fair |Poor |Poor |Very |Very |Poor |Poor |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
82: | ۴م‎ | | o | | | | | | 
Chipley---------- | Poor | Fair | Fair | Fair | Fair | Poor |Very | Fair | Fair | Poor 
| | | | | | | poor | | | 
| | | | | | | | | | 
Foxworth--------- | Fair | Fair | Fair | Fair | Fair |Very |Very | Fair |Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
83: | | | | | | | | | | 
Foxworth--------- |Fair | Fair |Fair | Fair |Fair |Very |Very | Fair |Fair |Very 
| | | | | | poor | poor | | | poor 
| | || | | | | | | | 
Lakeland--------- | Poor | Poor |Fair | Poor | Poor |Very |Very | Poor |Poor |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
85: —- | 1 ۱... | | | | | | 
Bonifay---------- | Poor | Fair | Fair | Poor | Fair | Very |Very | Poor | Fair | Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | 
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Table 10.--Wildlife Habitat --Continued 


| 
Map symbol | Potential for habitat elements |Potential as habitat for-- 
and soil name | | 
| Grain | | Wild | | | | | Open- | Wood- |Wetland 
| and |Grasses|herba- | Hard- |Conif- |Wetland|Shallow| land | land | wild- 
| seed | and | ceous | wood | erous |plants | water | wild- | wild- | life 
| crops |legumes|plants | trees |plants | | areas | life | life | 
| | | | | | | | | | 
| | | | | | | | | | 
85: | | | | | | | | | | 
Leon-------------- | Poor | Fair | Good | Poor |Fair | Fair | Poor |Fair |Fair | Fair 
| | | | | | | | | | 
Chipley----------- |Poor | Fair |Fair |Fair | Fair |Poor |Very | Fair |Fair |Poor 
| | | | | | | poor | | | 
| | | | | | | | | | 
86: | | | | | | | | | | 
Leon-------------- |Poor | Fair | Good | Poor | Fair | Fair | Poor | Fair | Fair | Fair 
| | | | | | | | | | 
Clara------------- |Very |Very | Poor | Fair | Poor | Fair | Fair |Very | Poor |Fair 
| poor | poor | | | | | | poor | | 
| | | | | | | | | | 
| | | | | | | | | | 
Pickney----------- |Very | Poor | Fair |Poor | Poor | Good |Very | Poor | Poor | Good 
| poor | | | | | | poor | | | 
| | | | | | | | | | 
87: | | | | | | | | | | 
Ousley------------ |Poor |Poor | Fair | Poor |Poor |Very |Very |Poor | Poor |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Rutlege----------- |Very | Poor | Poor | Poor | Poor | Fair | Good | Poor | Poor | Fair 
| poor | | | | | | | | | 
| | | | | | | | | | 
Pickney----------- |Very |Poor |Fair |Poor |Poor | Good |Very |Poor |Poor | Good 
| poor | | | | | | poor | | | 
| | | | | | | | | | 
88: | | | | | | | | | | 
Rutlege----------- |Very |Poor |Poor | Poor | Poor | Fair | Good | Poor | Poor | Fair 
| poor | | | | | | | | | 
| | | | | | | | | | 
Bibb-------------- |Poor |Fair |Fair |Fair |Fair | Good | Good |Fair | Fair | Good 
| | | | | | | | | | 
Surrency---------- | Poor | Poor | Poor | Poor |Poor |Fair | Good | Poor | Poor |Fair 
| | | | | | | | | | 
89: | | | | | | | | | | 
Bibb-------------- | Poor | Fair | Fair | Fair | Fair | Good | Good |Fair |Fair | Good 
| | | | | | | | | | 
Rains------------- | Fair | Fair | Fair | Good | Good | Good | Good | Fair | Good | Good 
| | | | | | | | | | 
Garcon------------ |Poor |Fair | Good |Poor |Fair |Poor |Poor | Fair | Fair | Poor 
| | | | | | | | | | 
90: | | | | | | | | | | 
Hosford----------- |Very |Poor | Poor | Poor |Poor |Fair | Good |Poor | Poor |Fair 
| poor | | | | | | | | | 
| | | | | | | | | | 
Plummer----------- | Poor |Fair | Fair |Fair | Fair | Fair | Fair | Fair | Fair | Fair 
| | | | | | | | | | 
91: | | | | | | | | | | 
Pits-------------- |Very |Very |Very |Very |Very |Very |Very |Very |Very |Very 
| poor | poor | poor | poor | poor | poor | poor | poor | poor | poor 
| | | | | | | | | | 
92: | | | | | | | | | | 
Telogia----------- | Good | Good | Fair | Good | Good | Poor |Very | Good | Good |Very 
| | | | | | | poor | | | poor 
| | | | | | | | | | 
93: | | | | | | | | | | 
Foxworth---------- | Fair |Fair |Fair |Fair |Fair |Very |Very |Fair |Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | 


404 


Soil Survey of Gadsden County, Florida 


Table 10.--Wildlife Habitat --Continued 


| 
Map symbol | Potential for habitat elements |Potential as habitat for-- 
and soil name | | 
| Grain | | Wild | | | | | Open- | Wood- |Wetland 
| and |Grasses|herba- | Hard- |Conif- |Wetland|Shallow| land | land | wild- 
| seed | and | ceous | wood | erous |plants | water | wild- | wild- | life 
| crops |legumes|plants | trees |plants | | areas | life | life | 
| | | | | | | | | | 
| | | | | | | | | | 
93: | | | | | | | | | | 
Blanton----------- | Poor |Fair | Fair | Fair |Fair |Very |Very | Fair | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Chipley----------- | Poor | Fair |Fair | Fair | Fair | Poor |Very | Fair | Fair | Poor 
| | | | | | | poor | | | 
| | | | | | | | | | 
94: | | | | | | | | | | 
Albany------------ | Fair |Fair |Fair |Fair | Fair |Fair | Poor |Fair | Fair |Poor 
| | | | | | | | | | 
Garcon------------ |Poor |Fair | Good |Poor | Fair | Poor |Poor | Fair | Fair | Poor 
| | | | | | | | | | 
Bibb-------------- | Poor | Fair | Fair | Fair |Fair | Good | Good | Fair |Fair | Good 
| | | | | | | | | | 
96: | | | | | | | | | | 
Pelham------------ | Poor |Poor |Fair |Fair |Fair | Fair |Fair |Poor | Fair |Fair 
| | | | | | | | | | 
97: | | | | | | | | | | 
Eunola------------ | Good | Good | Good | Good | Good |Poor |Very | Good | Good |Very 
| | | | | | | poor | | | poor 
| | | | | | | | | | 
Garcon------------ | Poor |Fair | Good | Poor |Fair | Poor | Poor |Fair | Fair | Poor 
| | | | | | | | | | 
Ousley------------ |Poor | Poor | Fair |Poor | Poor |Very |Very |Poor |Poor |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
98: | | | | | | | | | | 
Rutlege, | | | | | | | | | | 
depressional----- |Very | Poor | Poor | Poor | Poor |Fair | Good | Poor | Poor |Fair 
| poor | | | | | | | | | 
| | | | | | | | | | 
Plummer, | | | | | | | | | | 
depressional----- |Very | Poor | Poor | Poor | Poor | Good | Good | Poor | Poor | Good 
| poor | | | | | | | | | 
| | | | | | | | | | 
99: | | | | | | | | | | 
Water | | | | | | | | | | 
| | | | | | | | | | 
101: | | | | | | | | | | 
Albany------------ |Fair | Fair | Fair | Fair | Fair | Fair | Poor | Fair | Fair | Poor 
| | | | | | | | | | 
Ocilla------------ | Fair | Fair | Good | Fair | Good | Fair | Fair | Fair | Good | Fair 
| | | | | | | | | | 
Chipley----------- |Poor | Fair | Fair | Fair | Fair |Very | Very | Fair | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
104: | | | | | | | | | | 
Urban land. | | | | | | | | | 
| | | | | | | | | | 
Orangeburg-------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Norfolk----------- |Fair | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
105: | | | | | | | | | | 
Urban land. | | | | | | | | | 
| | | | | | | | | | 
Orangeburg-------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | 
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Table 10.--Wildlife Habitat --Continued 


| 
Map symbol | Potential for habitat elements |Potential as habitat for-- 
and soil name | | 
| Grain | | Wild | | | | Open- | Wood- |Wetland 
| and |Grasses|herba- | Hard- |Conif- |Wetland|Shallow| land | land | wild- 
| seed | and | ceous | wood | erous |plants | water | wild- | wild- | life 
| crops |legumes|plants | trees |plants | | areas | life | life | 
| | | | | | | | | | 
| | | | | | | | | | 
105: | | | | | | | | | | 
Norfolk---------- | Fair | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
106: | | | | | | | | | | 
Plummer---------- | Poor |Fair | Fair | Fair | Fair | Fair |Fair | Fair | Fair | Fair 
| | | | | | | | | | 
Leon------------- | Poor | Fair | Good |Poor |Fair | Fair |Poor | Fair | Fair | Fair 
| | | | | | | | | | 
Sapelo----------- | Poor |Fair | Fair | Poor | Fair | Fair | Fair | Fair | Fair |Fair 
| | | | | | | | | | 
107: | | | | | | | | | | 
Fuquay----------- | Fair | Fair | Good | Fair | Fair |Very | Very | Good | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Bonifay---------- |Poor |Fair |Fair |Poor | Fair |Very |Very | Poor |Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
108: | | | | | | | | | | 
Troup------------ | Poor |Fair |Fair |Poor | Poor |Very |Very |Fair |Poor |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Lakeland--------- |Poor |Poor | Fair |Poor | Poor |Very |Very |Poor |Poor |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
109: | | | | | | | | | | 
Dothan----------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Cowarts---------- | Poor |Fair | Good | Fair | Fair |Very |Very | Fair |Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Fuquay----------- | Fair |Fair | Good | Fair | Fair |Very |Very | Good | Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
113: | | | | | | | | | | 
Leefield--------- | Fair | Fair | Good | Fair | Fair | Fair |Fair | Fair | Fair | Fair 
| | | | | | | | | | 
115: | | | | | | | | | | 
Faceville-------- | Good | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
116: | | | | | | | | | | 
Faceville-------- |Fair | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
117: | | | | | | | | | | 
Cowarts---------- |Poor |Fair | Good |Fair |Fair |Very |Very | Fair |Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Hosford---------- |Very |Poor |Poor |Poor |Poor |Fair | Good |Poor |Poor |Fair 
| poor | | | | | | | | | 
| | | | | | | | | | 
118: | | | | | | | | | | 
Cowarts---------- |Poor |Fair | Good | Fair |Fair |Very |Very | Fair |Fair |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | | 
Nankin----------- | Fair | Good | Good | Good | Good |Very |Very | Good | Good |Very 
| | | | | | poor | poor | | | poor 
| | | | | | | | | 
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Table 10.--Wildlife Habitat --Continued 


| 
Map symbol | Potential for habitat elements |Potential as habitat for-- 
and soil name | | 
| Grain | | Wild | | | | | Open- | Wood- |Wetland 
| and |Grasses|herba- | Hard- |Conif- |Wetland|Shallow| land | land | wild- 
| seed | and | ceous | wood | erous |plants | water | wild- | wild- | life 
| crops |legumes|plants | trees |plants | | areas | life | life | 
| | | | | | | | | | 
| | | | | | | | | | 
119: | | | | | | | | | | 
Wahee------------- | Fair | Fair | Fair | Good | Good |Fair |Fair | Fair | Good | Fair 
| | | | | | | | | | 
Ochlockonee------- | Good | Good | Good | Good | Good |Poor |Very | Good | Good |Very 
| | | | | | | poor | | | poor 
| | | | | | | | | | 
120: | | | | | | | | | | 
Hardin Heights----|Good | Good | Fair | Good | Good | Poor |Very | Good | Good |Very 
| | | | | | | poor | | | poor 
| | | | | | | | | | 
Telogia----------- | Good | Good |Fair | Good | Good |Poor |Very | Good | Good |Very 
| | | | | | | poor | | | poor 
| | | | | | | | | 
| | | | | | | | | 
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Table 11a.--Building Site Development (Part 1) 


[The information in this table indicates the dominant soil condition but does not eliminate the need for 
The numbers in the value columns range from 0.01 to 1.00. The larger the 


onsite investigation. 


value, the greater the limitation. See text for further explanation of ratings in this table] 
| | | | 
Map symbol |Pct. | Dwellings without | Dwellings with | Small commercial 
and soil name | of | basements | basements | buildings 
[map | | | 
ļunit| Rating class and |Value| Rating class and [Value] Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
2: | | | | | | | 
Albany-------------- | 50 |Somewhat limited | |Very limited | |Somewhat limited | 
| | Depth to [0.39 | Depth to [1.00 | Depth to [0.39 
| | saturated zone | | saturated zone | | saturated zone | 
| | | | | | | 
Blanton------------- | 38 |Not limited | |Somewhat limited | |Not limited | 
| | | | Depth to [0.24 | 
| | | | saturated zone | | 
| | | | | | | 
3: | | | | | | | 
Albany-------------- | 39 |Very limited | |Very limited | |Very limited 
| | Flooding [1.00 | Flooding [1.00 | Flooding 0 
۱ | Depth to [0.39 | Depth to [1.00 | Depth to 10.39 
| | saturated zone | | saturated zone | | saturated zone | 
| | | | | | | 
Ousley-------------- | 30 |Very limited | |Very limited | |Very limited | 
| | Ponding [1.00 | Ponding [1.00 | Ponding [1.00 
| | Flooding [1.00 | Flooding [1.00 | Flooding |1.00 
| | Depth to [0.07 | Depth to [1.00 | Depth to [0.07 
| | saturated zone | | saturated zone | | saturated zone | 
| | | | | | | 
Pelham-------------- | 16 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Flooding [1.00 | Flooding [1.00 
| | Depth to [1.00 | Depth to [1.00 | Depth to [1.00 
| | saturated zone | | saturated zone | | saturated zone | 
| | | | | | | 
5: | | | | | | | 
Blanton------------- | 80 |Not limited | |Somewhat limited | |Not limited | 
| | | | Depth to [0.24 | 
| | | | saturated zone | | 
| | | | | | | 
6: | | | | | | | 
Blanton------------- | 85 |Not limited | |Somewhat limited | |Somewhat limited | 
| | | | Depth to [0.24 | Slope [0.50 
| | | | saturated zone | | 
| | | | | | | 
9: | | | | | | | 
Bonifay------------- | 52 |Not limited | |Somewhat limited | |Not limited | 
| | | | Depth to [0.15 | | 
| | | | saturated zone | | 
| | | | | | | 
Alpin--------------- | 38 |Not limited | |Not limited | |Not limited 
| | | | | | | 
10: | | | | | | | 
Bonifay------------- | 40 |Not limited | |Somewhat limited | |Not limited | 
| | | | Depth to [0.15 | | 
| | | | saturated zone | | 
| | | | | | | 
Albany-------------- | 25 |Somewhat limited | |Very limited | |Somewhat limited | 
| | Depth to [0.39 | Depth to [1.00 | Depth to 10.39 
| | saturated zone | | saturated zone | | saturated zone | 
| | | | | | | 
Centenary----------- | 20 |Not limited | |Somewhat limited | |Not limited | 
| | | Depth to 10.47 | 
| | | | | | 
| | | | | | 


saturated zone 
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Table 11a.--Building Site Development (Part 1) --Continued 


| | | | 
Map symbol |Pct. | Dwellings without | Dwellings with | Small commercial 
and soil name | of | basements | basements | buildings 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
11: | | | | ps | | | 
Troup--------------- | 35 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.16 | Slope |0.16 | Slope |1.00 
| | | | | | | 
Bonifay------------- | 30 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.16 | Slope |0.16 | Slope |1.00 
| | | | Depth to [0.15 | 
| | | | saturated zone | | 
| | | | | | | 
Fuquay-------------- | 25 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.16 | Depth to [0.35 | Slope |1.00 
| | | | saturated zone | | 
| | | | Slope 10.16 | 
| | | | | | | 
12: | | | | uu | | | 
Bonneau------------- | 32 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.47 | 
| | | | saturated zone | | 
| | | | | | | 
Leefield------------ | 29 |Somewhat limited | |Very limited | |Somewhat limited 
| | Depth to 10.39 | Depth to |1.00 | Depth to 10.39 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Norfolk------------- | 27 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to [0.15 | 
| | | | saturated zone | | 
| | | | | | | 
14: | | | | | | | 
Cowarts------------- | 33 |Not limited | |Somewhat limited | |Somewhat limited 
| | | | Depth to |0.73 | Slope |0.88 
| | | | saturated zone | | 
| | | | | | | 
Dothan-------------- | 30 |Not limited | |Somewhat limited | |Somewhat limited 
| | | | Depth to |0.73 | Slope 10.88 
| | | | saturated zone | | 
| | | | | | | 
Fuquay-------------- | 28 |Not limited | |Somewhat limited | |Somewhat limited 
| | | | Depth to [0.35 | Slope |0.88 
| | | | saturated zone | | 
| | | | | | | 
16: | | | | M" | | | 
Cowarts------------- | 48 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.63 | Depth to [0.73 | Slope |1.00 
| | | | saturated zone | | 
| | | | Slope 10.63 | 
| | | | | | | 
Nankin-------------- | 40 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.63 | Slope |0.63 | Slope |1.00 
| | | | | | | 
18: | | | | | | | 
Dothan-------------- | 47 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | | | | 
Fuquay-------------- | 41 |Not limited | |Somewhat limited | |Not limited 
| | | Depth to 10.35 | 
| | | | | | 
| | | | | | 
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Table 11a.--Building Site Development (Part 1) --Continued 


| | | | 
Map symbol |Pct. | Dwellings without | Dwellings with | Small commercial 
and soil name | of | basements | basements | buildings 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
19: | | | | | | | 
Dothan-------------- | 49 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | | | | 
Fuquay-------------- | 39 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 1٥.35 | 
| | | | saturated zone | | 
| | | | | | | 
21: | | | | | | | 
Dothan-------------- | 49 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.63 | Depth to |0.73 | Slope |1.00 
| | | | saturated zone | | 
| | | | Slope 10.63 | 
| | | | | | | 
Fuquay-------------- | 20 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.63 | Slope |0.63 | Slope |1.00 
| | | | Depth to 10.35 | 
| | | | saturated zone | | 
| | | | | | | 
Cowarts------------- | 19 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.63 | Depth to |0.73 | Slope |1.00 
| | | | saturated zone | | 
| | | | Slope 10.63 | 
| | | | | | | 
23: | | | | | | | 
Fuquay-------------- | 40 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.35 | 
| | | | saturated zone | | 
| | | | | | | 
Lucy---------------- | 30 |Not limited | |Not limited | |Not limited 
| | | | | | | 
Orangeburg---------- | 20 |Not limited | |Not limited | |Not limited 
| | | | | | | 
24: | | | | | | | 
Fuquay-------------- | 55 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.16 | Depth to [0.35 | Slope |1.00 
| | | | saturated zone | | 
| | | | Slope 10.16 | 
| | | | | | | 
Bonifay------------- | 38 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.16 | Slope |0.16 | Slope |1.00 
| | | | Depth to [0.15 | 
| | | | saturated zone | | 
| | | | | | | 
27: | | | | | | | 
Goldsboro----------- | 87 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.99 | 
| | | | saturated zone | | 
| | | | | | | 
28: | | | | | | | 
Goldsboro----------- | 91 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.99 | 
| | | | saturated zone | | 
| | | | | | | 
29: | | | | | | | 
Grady--------------- | 85 |Very limited | |Very limited | |Very limited 
| | Ponding |1.00 | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Shrink-swell |0.50 | Shrink-swell [0.50 | Shrink-swell |0.50 
| | | | | | | 
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Table 11a.--Building Site Development (Part 1) --Continued 


| | | | 
Map symbol |Pct. | Dwellings without | Dwellings with | Small commercial 
and soil name | of | basements | basements | buildings 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
30: | | | | | | | 
Lakeland------------ | 89 |Not limited | |Not limited | |Not limited 
| | | | | | | 
31: | | | | | | | 
Lakeland------------ | 90 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.16 | Slope |0.16 | Slope |1.00 
| | | | | | | 
32: | | | | | | | 
Leefield------------ | 44 |Somewhat limited | |Very limited | |Somewhat limited 
| | Depth to 10.39 | Depth to |1.00 | Depth to 10.39 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Bonifay------------- | 26 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.15 | 
| | | | saturated zone | | 
| | | | | | | 
Dothan-------------- | 23 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | | | | 
33: | | | | | | | 
Leon---------------- | 48 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Chipley------------- | 42 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.99 | 
| | | | saturated zone | | 
| | | | | | | 
35: | | | | | | | 
Lucy---------------- | 45 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.63 | Slope |0.63 | Slope |1.00 
| | | | | | | 
Troup--------------- | 42 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.63 | Slope [0.63 | Slope |1.00 
| | | | | | | 
36: | | | | | | | 
Lucy---------------- | 49 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | | | | | | 
Orangeburg---------- | 21 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | | | | | | 
Cowarts------------- | 19 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | | | | 
40: | | | | | | | 
Cowarts------------- | 50 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep [1.00 | Slope |1.00 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | | | | 
Dothan-------------- | 25 |Very limited | |Very limited | |Very limited 
| Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | | Depth to 10.73 | 
| | | | | | 
| | | | | | 
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Table 11a.--Building Site Development (Part 1) --Continued 


| | | | 
Map symbol |Pct. | Dwellings without | Dwellings with | Small commercial 
and soil name | of | basements | basements | buildings 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
40: | | | | | | | 
Fuquay------------ | 17 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | | | Depth to 10.35 | 
| | | | saturated zone | | 
| | | | | | | 
41: | | | | | | | 
Norfolk----------- | 89 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to [0.15 | 
| | | | saturated zone | | 
| | | | | | | 
42: | | | | | | | 
Norfolk----------- | 89 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to [0.15 | 
| | | | saturated zone | | 
| | | | | | | 
43: | | | | | | | 
Ocilla------------ | 90 |Somewhat limited | |Very limited | |Somewhat limited 
| | Depth to |0.81 | Depth to |1.00 | Depth to |0.81 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
45: | | | | | | | 
Orangeburg-------- | 91 |Not limited | |Not limited | |Not limited 
| | | | | | | 
46: | | | | | | | 
Orangeburg-------- | 92 |Not limited | |Not limited | |Not limited 
| | | | | | | 
47: | | | | | | | 
Orangeburg-------- | 48 |Not limited | |Not limited | |Somewhat limited 
| | | | | | Slope 10.88 
| | | | | | | 
Norfolk----------- | 19 |Not limited | |Somewhat limited | |Somewhat limited 
| | | | Depth to |0.15 | Slope |0.88 
| | | | saturated zone | | 
| | | | | | | 
Tifton------------ | 18 |Not limited | |Somewhat limited | |Somewhat limited 
| | | | Depth to ۱٥١47 | Slope |0.88 
| | | | saturated zone | | 
۱ | | | | | | 
48: | | | | | | | 
Fuquay------------ | 45 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.16 | Depth to [0.35 | Slope |1.00 
| | | | saturated zone | | 
| | | | Slope [0.16 | | 
| | | | | | | 
Orangeburg-------- | 25 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.16 | Slope |0.16 | Slope |1.00 
| | | | | | | 
Norfolk----------- | 21 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope [0.04 | Depth to [0.15 | Slope |1.00 
| | | | saturated zone | | 
| | | | Slope 10.04 | 
| | | | | | | 
49: | | | | | | | 
Orangeburg-------- | 50 |Not limited | |Not limited | |Not limited 
| | | | | | | 
Norfolk----------- | 36 |Not limited | |Somewhat limited | |Not limited 
| | | Depth to 10.15 | 
| | | | | | 
| | | | | | 
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Table 11a.--Building Site Development (Part 1) --Continued 


| | | | 
Map symbol |Pct. | Dwellings without | Dwellings with | Small commercial 
and soil name | of | basements | basements | buildings 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
51: | | | | | | | 
Plummer----------- | 85 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
52: | | | | | | | 
Rains------------- | 86 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
58: | | | | | | | 
Tifton------------ | 92 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.47 | 
| | | | saturated zone | | 
| | | | | | | 
59: | | | | | | | 
Troup------------- | 50 |Not limited | |Not limited | |Somewhat limited 
| | | | | | Slope 10.12 
| | | | | | | 
Lakeland---------- | 21 |Not limited | |Not limited | |Somewhat limited 
| | | | | | Slope [0.12 
| | | | | | | 
Lucy-------------- | 16 [Not limited | |Not limited | |Somewhat limited 
| | | | | | Slope 2 
| | | | | | | 
60: | | | | | | | 
Troup------------- | 85 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.63 | Slope |0.63 | Slope |1.00 
| | | | | | | 
61: | | | | | | | 
Troup------------- | 48 |Not limited | |Not limited | |Somewhat limited 
| | | | | | Slope 10.88 
| | | | | | | 
Nankin------------ | 37 |Not limited | |Not limited | |Somewhat limited 
| | | | | | Slope 10.88 
| | | | | | | 
63: | | | | | | | 
Troup------------- | 50 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | | | | | | 
Nankin------------ | 35 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | | | | | | 
65: | | | | | | | 
Udorthents-------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
66: | | | | | | | 
Pickney----------- | 32 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Dorovan----------- | 29 |Very limited | |Very limited | |Very limited 
| | Subsidence |1.00 | Subsidence |1.00 | Subsidence |1.00 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Organic matter |1.00 | | | Organic matter |1.00 
| | | | | | | 
| | | | | | | 


content 


413 


content 


Soil Survey of Gadsden County, Florida 


Table 11a.--Building Site Development (Part 1) --Continued 


| | | | 
Map symbol |Pct. | Dwellings without | Dwellings with | Small commercial 
and soil name | of | basements | basements | buildings 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
66: | | | | | | | 
Bibb---------------- | 25 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
69: | | | | | | | 
Lucy---------------- | 38 |Not limited | |Not limited | |Somewhat limited 
| | | | | | Slope 10.88 
| | | | | | | 
Bonifay------------- | 28 |Not limited | |Somewhat limited | |Somewhat limited 
| | | | Depth to |0.15 | Slope |0.88 
| | | | saturated zone | | 
| | | | | | | 
Orangeburg---------- | 22 |Not limited | |Not limited | |Somewhat limited 
| | | | | | Slope 10.88 
| | | | | | | 
71: | | | | | | | 
Cowarts------------- | 45 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | | | | 
Nankin-------------- | 40 |Not limited | |Not limited | |Not limited 
| | | | | | | 
72: | | | | | | | 
Goldsboro----------- | 48 |Not limited | |Somewhat limited | |Somewhat limited 
| | | | Depth to |0.99 | Slope |0.88 
| | | | saturated zone | | 
| | | | | | | 
Ocilla-------------- | 39 |Somewhat limited | |Very limited | |Somewhat limited 
| | Depth to |0.81 | Depth to |1.00 | Slope |0.88 
| | saturated zone | | saturated zone | | Depth to |0.81 
| | | | | | saturated zone | 
| | | | | | | 
73: | | | | | | | 
Norfolk------------- | 86 |Not limited | |Somewhat limited | |Somewhat limited 
| | | | Depth to |0.15 | Slope |0.88 
| | | | saturated zone | | 
۱ | | | | | | 
77: | | | | | | | 
Bonifay------------- | 49 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.15 | 
| | | | saturated zone | | 
| | | | | | | 
Fuquay-------------- | 40 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.35 | 
| | | | saturated zone | | 
| | | | | | | 
78: | | | | | | | 
Chipley------------- | 35 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.99 | 
| | | | saturated zone | | 
| | | | | | | 
Leon---------------- | 30 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Foxworth------------ | 26 |Not limited | |Somewhat limited | |Not limited 
| | | Depth to 10.24 | 
| | | | | | 
| ۱ ۱ ۱ ۱ ۱ 
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Table 11a.--Building Site Development (Part 1) --Continued 


| | | | 
Map symbol |Pct. | Dwellings without | Dwellings with | Small commercial 
and soil name | of | basements | basements | buildings 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
79: | | | | | | | 
Hurricane--------- | 50 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.99 | 
| | | | saturated zone | | 
| | | | | | | 
Chipley----------- | 41 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.99 | 
| | | | saturated zone | | 
| | | | | | | 
80: | | | | | | | 
Foxworth---------- | 53 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.24 | 
| | | | saturated zone | | 
| | | | | | | 
Lakeland---------- | 32 |Not limited | |Not limited | |Not limited 
| | | | | | | 
82: | | | | | | | 
Chipley----------- | 46 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.99 | 
| | | | saturated zone | | 
۱ | | | | | | 
Foxworth---------- | 40 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.24 | 
| | | | saturated zone | | 
| | | | | | | 
83: | | | | | | | 
Foxworth---------- | 47 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.16 | Depth to |0.24 | Slope |1.00 
| | | | saturated zone | | 
| | | | Slope 10.16 | 
۱ ۱ | | | | | 
Lakeland---------- | 41 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.16 | Slope |0.16 | Slope |1.00 
| | | | | | | 
85: | | | | | | | 
Bonifay----------- | 38 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.15 | 
| | | | saturated zone | | 
| | | | | | | 
Leon-------------- | 27 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Chipley----------- | 25 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.99 | 
| | | | saturated zone | | 
| | | | | | | 
86: | | | | | | | 
Leon-------------- | 31 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Clara------------- | 30 |Very limited | |Very limited | |Very limited 
| Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | | | | | 
| | | | | | 
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Table 11a.--Building Site Development (Part 1) --Continued 


| | | | 
Map symbol |Pct. | Dwellings without | Dwellings with | Small commercial 
and soil name | of | basements | basements | buildings 
[map | | | 
|unit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
86: | | | | | | | 
Pickney------------- | 29 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
87: | | | | | | | 
Ousley-------------- | 35 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to |0.07 | Depth to |1.00 | Depth to 10.07 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Rutlege------------- | 30 |Very limited | |Very limited | |Very limited 
| | Ponding |1.00 | Ponding |1.00 | Ponding |1.00 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Pickney------------- | 26 |Very limited | |Very limited | |Very limited 
| | Ponding |1.00 | Ponding |1.00 | Ponding |1.00 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
88: | | | | | | | 
Rutlege------------- | 38 |Very limited | |Very limited | |Very limited 
| | Ponding |1.00 | Ponding |1.00 | Ponding |1.00 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Bibb---------------- | 27 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Surrency------------ | 25 |Very limited | |Very limited | ۱۷۲۷ limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
89: | | | | | | | 
Bibb---------------- | 40 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Rains--------------- | 25 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Garcon-------------- | 24 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to [0.07 | Depth to |1.00 | Depth to 10.07 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Dwellings without | Dwellings with | Small commercial 
and soil name | of | basements | basements | buildings 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
90: | | | | | | | 
Hosford------------- | 50 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | Slope 16.12 
| | | | | | | 
Plummer------------- | 41 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
91: | | | | | | | 
Pits---------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
92: | | | | | | | 
Telogia------------- | 90 |Very limited | |Very limited | |Very limited 
| | Shrink-swell |1.00 | Depth to |1.00 | Shrink-swell 
| | Depth to 10.07 | saturated zone | | Depth to 
| | saturated zone | | Shrink-swell |1.00 | saturated zone 
| | | | Depth to hard 10.42 | 
| | | | bedrock | | | 
| | | | | | | 
93: | | | | | | | 
Foxworth------------ | 45 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.24 | 
| | | | saturated zone | | 
| | | | | | | 
Blanton------------- | 24 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.24 | 
| | | | saturated zone | | 
| | | | | | | 
Chipley------------- | 20 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.99 | 
| | | | saturated zone | | 
| | | | | | | 
94: | | | | | | | 
Albany-------------- | 33 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to |0.39 | Depth to |1.00 | Depth to 10.39 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Garcon-------------- | 28 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to |0.07 | Depth to |1.00 | Depth to 10.07 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Bibb---------------- | 26 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
96: | | | | | | | 
Pelham-------------- | 87 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
97: | | | | | | | 
Eunola-------------- | 45 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to 10.39 | Depth to |1.00 | Depth to 10.39 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Dwellings without | Dwellings with | Small commercial 
and soil name | of | basements | basements | buildings 
[map | | | 
|unit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
97: | | | | | | | 
Garcon-------------- | 25 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to [0.07 | Depth to |1.00 | Depth to 10.07 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Ousley-------------- | 20 |Very limited | |Very limited | |Very limited 
| | Ponding |1.00 | Ponding |1.00 | Ponding |1.00 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Depth to [0.07 | Depth to |1.00 | Depth to 10.07 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
98: | | | | | | | 
Rutlege, | | | | | | | 
depressional------- | 50 |Very limited | |Very limited | |Very limited 
| | Ponding |1.00 | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Plummer, | | | | | | | 
depressional------- | 38 |Very limited | |Very limited | |Very limited 
| | Ponding |1.00 | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
99: | | | | | | | 
Water--------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
101: | | | | | | | 
Albany-------------- | 48 |Somewhat limited | |Very limited | |Somewhat limited 
| | Depth to 10.39 | Depth to |1.00 | Depth to 10.39 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Ocilla-------------- | 25 |Somewhat limited | |Very limited | |Somewhat limited 
| | Depth to |0.81 | Depth to |1.00 | Depth to |0.81 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Chipley------------- | 16 [Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.99 | 
| | | | saturated zone | | 
| | | | | | | 
104: | | | | | | | 
Urban land---------- | 50 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 20 |Not limited | |Not limited | |Not limited 
| | | | | | | 
Norfolk------------- | 18 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.15 | 
| | | | saturated zone | | 
| | | | | | | 
105: | | | | | | | 
Urban land---------- | 46 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 25 |Not limited | |Not limited | |Somewhat limited 
| | | | | | Slope [0.88 
| | | | | | | 
Norfolk------------- | 17 |Not limited | |Somewhat limited | |Somewhat limited 
| | | Depth to |0.15 | Slope |0.88 
| | | | | | 
| | | | | | 
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Table 11a.--Building Site Development (Part 1) --Continued 


| | | | 
Map symbol |Pct. | Dwellings without | Dwellings with | Small commercial 
and soil name | of | basements | basements | buildings 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
106: | | | | | | | 
Plummer------------- | 49 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Leon---------------- | 19 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
Sapelo-------------- | 18 |Somewhat limited | |Very limited | |Somewhat limited 
| | Depth to [0.98 | Depth to |1.00 | Depth to 10.98 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
107: | | | | | | | 
Fuquay-------------- | 50 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.35 | 
| | | | saturated zone | | 
| | | | | | | 
Bonifay------------- | 38 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to [0.15 | 
| | | | saturated zone | | 
| | | | | | | 
108: | | | | | | | 
Troup--------------- | 50 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | | | | | | 
Lakeland------------ | 38 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | | | | | | 
109: | | | | | | | 
Dothan-------------- | 35 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | | | | 
Cowarts------------- | 28 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | | | | 
Fuquay-------------- | 25 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | | | Depth to 10.35 | 
| | | | saturated zone | | 
| | | | | | | 
113: | | | | | | | 
Leefield------------ | 88 |Somewhat limited | |Very limited | |Somewhat limited 
| | Depth to |0.39 | Depth to |1.00 | Depth to 10.39 
| | saturated zone | | saturated zone | | saturated zone 
| | | | | | | 
115: | | | | | | | 
Faceville----------- | 85 |Not limited | |Not limited | |Not limited 
| | | | | | | 
116: | | | | | | | 
Faceville----------- | 85 |Not limited | |Not limited | |Somewhat limited 
| | | | | | Slope 10.88 
| ۱ ۱ ۱ ۱ ۱ 
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Table 11a.--Building Site Development (Part 1) --Continued 


bedrock 


| | | | 
Map symbol |Pct. | Dwellings without | Dwellings with | Small commercial 
and soil name | of | basements | basements | buildings 
[map | | | 
|unit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
117: | | | | | | | 
Cowarts------------- | 50 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | | | | 
Hosford------------- | 30 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Slope |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Slope |0.16 | Slope |0.16 | saturated zone 
| | | | | | | 
118: | | | | | | | 
Cowarts------------- | 48 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | | | | 
Nankin-------------- | 40 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Slope |1.00 
| | | | | | | 
119: | | | | | | | 
Wahee--------------- | 55 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | Shrink-swell |0.50 | Depth to |1.00 | Shrink-swell 10.50 
| | Depth to 10.39 | saturated zone | | Depth to 10.39 
| | saturated zone | | Shrink-swell 10.50 | saturated zone 
| | | | | | | 
Ochlockonee--------- | 33 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 | Flooding |1.00 
| | | | Depth to 10.61 | 
| | | | saturated zone | | 
| | | | | | | 
120: | | | | | | | 
Hardin Heights------ | 70 |Very limited | |Very limited | |Very limited 
| | Shrink-swell |1.00 | Shrink-swell |1.00 | Shrink-swell |1.00 
| | Too steep |1.00 | Depth to hard |1.00 | Slope |1.00 
| | Depth to hard 10.99 | bedrock | | Depth to hard 10.99 
| | bedrock | | Too steep |1.00 | bedrock 
| | | | | | | 
Telogia------------- | 20 |Very limited | |Very limited | |Very limited 
| Shrink-swell |1.00 | Depth to |1.00 | Shrink-swell |1.00 
| Depth to 10.07 | saturated zone | | Slope |0.88 
| saturated zone | | Shrink-swell |1.00 | Depth to 10.07 
| | | Depth to hard 10.42 | saturated zone | 
| | | | | | 
| | | | | | 
| | | | | | 
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Table 11b.--Building Site Development (Part 2) 


[The information in this table indicates the dominant soil condition but does not eliminate the need for 
The numbers in the value columns range from 0.01 to 1.00. The larger the 


onsite investigation. 


value, the greater the limitation. See text for further explanation of ratings in this table] 
| | | | 
Map symbol |Pct.| Local roads and streets | Shallow excavations | Lawns and landscaping 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and [Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
2: | | | | | | | 
Albany-------------- | 50 |Somewhat limited | |Very limited | |Very limited | 
| | Depth to [0.19 | Depth to [1.00 | Droughty [1.00 
| | saturated zone | | saturated zone | | Too sandy [0.50 
| | | | Cutbanks cave [1.00 | Depth to [0.19 
| | | | | | saturated zone | 
| | | | | | | 
Blanton------------- | 38 |Not limited | |Very limited | |Very limited | 
| | | | Cutbanks cave [1.00 | Droughty [0.99 
| | | | Depth to ۱٥٥٠24 | Too sandy [0.50 
| | | | saturated zone | | 
| | | | | | | 
3: | | | | | | | 
Albany-------------- | 39 |Very limited | |Very limited | |Very limited | 
| | Flooding 1۱1.00 | Depth to |1.00 | Droughty |1.00 
| | Depth to [0.19 | saturated zone | | Flooding [0.60 
| | saturated zone | | Cutbanks cave [1.00 | Too sandy [0.50 
| | | | Flooding [0.60 | Depth to [0.19 
| | | | | | saturated zone | 
| | | | | | | 
Ousley-------------- | 30 |Very limited | |Very limited | |Very limited | 
| | Ponding [1.00 | Ponding [1.00 | Ponding [1.00 
| | Flooding |1.00 | Depth to [1.00 | Droughty |1.00 
| | Depth to [0.03 | saturated zone | | Flooding [0.60 
| | saturated zone | | Cutbanks cave [1.00 | Too sandy [0.50 
| | | | Flooding [0.60 | Depth to 10.03 
| | | | | | saturated zone | 
| | | | | | | 
Pelham-------------- | 16 [Very limited | |Very limited | |Somewhat limited | 
| | Flooding 1۱1.00 | Depth to [1.00 | Depth to 10.99 
| | Depth to 10.99 | saturated zone | | saturated zone | 
| | saturated zone | | Cutbanks cave [1.00 | Droughty [0.74 
| | | | Flooding [0.60 | Flooding [0.60 
| | | | | | Too sandy [0.50 
| | | | | | | 
5: | | | | | | | 
Blanton------------- | 80 |Not limited | |Very limited | |Very limited | 
| | | | Cutbanks cave [1.00 | Droughty 10.99 
| | | | Depth to [0.24 | Too sandy [0.50 
| | | | saturated zone | | 
| | | | | | | 
6: | | | | | | | 
Blanton------------- | 85 |Not limited | |Very limited | |Very limited | 
| | | | Cutbanks cave [1.00 | Droughty [0.99 
| | | | Depth to [0.24 | Too sandy [0.50 
| | | | saturated zone | | 
| | | | | | | 
9: | | | | | | | 
Bonifay------------- | 52 |Not limited | |Very limited | |Somewhat limited | 
| | | | Cutbanks cave [1.00 | Droughty 10.92 
| | | | Depth to [0.15 | | 
| | | | saturated zone | | 
| | | | | | | 
Alpin--------------- | 38 |Not limited | |Very limited | |Somewhat limited | 
| | | | Cutbanks cave [1.00 | Droughty [0.87 
| | | | | | Too sandy [0.50 
۱ ۱ | | | | | 
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Table 11b.--Building Site Development (Part 2) --Continued 


| | | | 
Map symbol |Pct.| Local roads and streets | Shallow excavations | Lawns and landscaping 
and soil name | of | | 
[map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
10: | | | | | | | 
Bonifay------------- | 40 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 10.92 
| | | | Depth to [0.15 | 
| | | | saturated zone | | 
| | | | | | | 
Albany-------------- | 25 |Somewhat limited | |Very limited | |Very limited 
| | Depth to |0.19 | Depth to |1.00 | Droughty |1.00 
| | saturated zone | | saturated zone | | Too sandy 10.50 
| | | | Cutbanks cave |1.00 | Depth to 10.19 
| | | | | | saturated zone | 
| | | | | | | 
Centenary----------- | 20 |Not limited | |Very limited | |Very limited 
| | | | Cutbanks cave |1.00 | Droughty |1.00 
| | | | Depth to ۱٥١47 | Too sandy 10.50 
| | | | saturated zone | | 
| | | | | | | 
11: | | | | | | | 
Troup--------------- | 35 |Somewhat limited | |Very limited | |Somewhat limited 
| | Slope |0.16 | Cutbanks cave |1.00 | Too sandy 10.50 
| | | | Slope |0.16 | Droughty 10.34 
| | | | | | Slope [0.16 
| | | | | | | 
Bonifay------------- | 30 |Somewhat limited | |Very limited | |Somewhat limited 
| | Slope |0.16 | Cutbanks cave |1.00 | Droughty 10.92 
| | | | Slope |0.16 | Slope |0.16 
| | | | Depth to [0.15 | 
| | | | saturated zone | | 
| | | | | | | 
Fuquay-------------- | 25 |Somewhat limited | |Very limited | |Somewhat limited 
| | Slope |0.16 | Cutbanks cave |1.00 | Droughty |0.88 
| | | | Depth to |0.35 | Too sandy 10.50 
| | | | saturated zone | | 
| | | | Slope |0.16 | Slope |0.16 
| | | | | | | 
12: | | | | | | | 
Bonneau------------- | 32 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Too sandy |0.50 
| | | | Depth to ۱٥١47 | Droughty 10.29 
| | | | saturated zone | | 
| | | | | | | 
Leefield------------ | 29 |Somewhat limited | |Very limited | |Somewhat limited 
| | Depth to |0.19 | Depth to |1.00 | Too sandy 10.50 
| | saturated zone | | saturated zone | | Droughty 10.43 
| | | | Cutbanks cave |1.00 | Depth to 10.19 
| | | | | | saturated zone | 
| | | | | | | 
Norfolk------------- | 27 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.15 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
14: | | | | | | | 
Cowarts------------- | 33 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
Dothan-------------- | 30 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
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Table 11b.--Building Site Development (Part 2) --Continued 


| | | | 
Map symbol |Pct.| Local roads and streets | Shallow excavations | Lawns and landscaping 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
14: | | | | | | | 
Fuquay-------------- | 28 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 
| | | | Depth to |0.35 | Too sandy 
| | | | saturated zone | | 
| | | | | | | 
16: | | | | | | | 
Cowarts------------- | 48 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Slope |0.63 | Depth to [0.73 | Slope 10.63 
| | | | saturated zone | | 
| | | | Slope [0.63 | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
Nankin-------------- | 40 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Slope |0.63 | Slope |0.63 | Slope 10.63 
| | | | Cutbanks cave 10.10 | 
| | | | Too clayey 10.03 | 
| | | | | | | 
18: | | | | | | | 
Dothan-------------- | 47 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
Fuquay-------------- | 41 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 
| | | | Depth to |0.35 | Too sandy 
| | | | saturated zone | | 
| | | | | | | 
19: | | | | | | | 
Dothan-------------- | 49 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
Fuquay-------------- | 39 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 10.66 
| | | | Depth to |0.35 | Too sandy |0.50 
| | | | saturated zone | | 
۱ ۱ | | | | | 
21: | | | | | | | 
Dothan-------------- | 49 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Slope |0.63 | Depth to [0.73 | Slope 10.63 
| | | | saturated zone | | 
| | | | Slope [0.63 | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
Fuquay-------------- | 20 |Somewhat limited | |Very limited | |Somewhat limited 
| | Slope |0.63 | Cutbanks cave |1.00 | Slope 10.63 
| | | | Slope |0.63 | Too sandy 10.50 
| | | | Depth to 10.35 | Droughty [0.15 
| | | | saturated zone | | 
| | | | | | | 
Cowarts------------- | 19 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Slope |0.63 | Depth to |0.73 | Slope 10.63 
| | | | saturated zone | | 
| | | | Slope [0.63 | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
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Table 11b.--Building Site Development (Part 2) --Continued 


| | | | 
Map symbol |Pct.| Local roads and streets | Shallow excavations | Lawns and landscaping 
and soil name | of | | 
[map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
23: | | | | | | | 
Fuquay------------ | 40 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 10.77 
| | | | Depth to |0.35 | Too sandy |0.50 
| | | | saturated zone | | 
| | | | | | | 
Lucy-------------- | 30 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 4 
| | | | | | | 
Orangeburg-------- | 20 |Not limited | |Somewhat limited | |Not limited 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
24: | | | | | | | 
Fuquay------------ | 55 |Somewhat limited | |Very limited | |Somewhat limited 
| | Slope |0.16 | Cutbanks cave |1.00 | Droughty 10.77 
| | | | Depth to |0.35 | Too sandy 10.50 
| | | | saturated zone | | 
| | | | Slope |0.16 | Slope |0.16 
| | | | | | | 
Bonifay----------- | 38 |Somewhat limited | |Very limited | |Somewhat limited 
| | Slope |0.16 | Cutbanks cave |1.00 | Droughty 10.92 
| | | | Slope |0.16 | Slope |0.16 
| | | | Depth to 10.15 | 
| | | | saturated zone | | 
| | | | | | | 
27: | | | | | | | 
Goldsboro--------- | 87 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.99 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
28: | | | | | | | 
Goldsboro--------- | 91 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.99 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
29: | | | | | | | 
Grady------------- | 85 |Very limited | |Very limited | |Very limited 
| | Ponding |1.00 | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Shrink-swell [0.50 | Too clayey 10.88 | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
30: | | | | | | | 
Lakeland---------- | 89 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave 11.00 | Droughty 10.99 
| | | | | | Too sandy |0.50 
| | | | | | | 
31: | | | | | | | 
Lakeland---------- | 90 |Somewhat limited | |Very limited | |Somewhat limited 
| | Slope |0.16 | Cutbanks cave |1.00 | Droughty 10.99 
| | | | Slope |0.16 | Too sandy |0.50 
| | | | | | Slope 10.16 
| | | | | | | 
32: | | | | | | | 
Leefield---------- | 44 |Somewhat limited | |Very limited | |Somewhat limited 
| Depth to |0.19 | Depth to |1.00 | Too sandy 10.50 
| saturated zone | | saturated zone | | Droughty |0.28 
| | | Cutbanks cave |1.00 | Depth to 10.19 
| | | | | | 
| | | | | | 
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Table 11b.--Building Site Development (Part 2) --Continued 


| | | | 
Map symbol |Pct.| Local roads and streets | Shallow excavations | Lawns and landscaping 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
32: | | | | | | | 
Bonifay------------- | 26 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 10.92 
| | | | Depth to [0.15 | 
| | | | saturated zone | | 
| | | | | | | 
Dothan-------------- | 23 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
33: | | | | | | | 
Leon---------------- | 48 |Somewhat limited | |Very limited | |Very limited 
| | Depth to |0.99 | Depth to |1.00 | Droughty |1.00 
| | saturated zone | | saturated zone | | Depth to 10.99 
| | | | Cutbanks cave |1.00 | saturated zone | 
| | | | | | Too sandy |0.50 
| | | | | | | 
Chipley------------- | 42 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty |0.83 
| | | | Depth to |0.99 | Too sandy |0.50 
| | | | saturated zone | | 
| | | | | | | 
35: | | | | | | | 
Lucy---------------- | 45 |Somewhat limited | |Very limited | |Somewhat limited 
| | Slope [0.63 | Cutbanks cave |1.00 | Slope 10.63 
| | | | Slope |0.63 | Droughty 8 
| | | | | | | 
Troup--------------- | 42 |Somewhat limited | |Very limited | |Somewhat limited 
| | Slope [0.63 | Cutbanks cave |1.00 | Slope 10.63 
| | | | Slope |0.63 | Too sandy |0.50 
| | | | | | Droughty 10.34 
| | | | | | | 
36: | | | | | | | 
Lucy---------------- | 49 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Too steep |1.00 
| | | | Cutbanks cave |1.00 | Droughty |0.02 
| | | | | | | 
Orangeburg---------- | 21 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Too steep |1.00 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
Cowarts------------- | 19 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Too steep |1.00 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
40: | | | | | | | 
Cowarts------------- | 50 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Too steep |1.00 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
Dothan-------------- | 25 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Too steep |1.00 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
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| | | | 
Map symbol |Pct.| Local roads and streets | Shallow excavations | Lawns and landscaping 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
40: | | | | | | | 
Fuquay------------ | 17 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Too steep |1.00 
| | | | Cutbanks cave |1.00 | Too sandy 10.50 
| | | | Depth to [0.35 | Droughty 10.09 
| | | | saturated zone | | 
| | | | | | | 
41: | | | | | | | 
Norfolk----------- | 89 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.15 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
42: | | | | | | | 
Norfolk----------- | 89 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to [0.15 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
43: | | | | | | | 
Ocilla------------ | 90 |Somewhat limited | |Very limited | |Somewhat limited 
| | Depth to |0.48 | Depth to |1.00 | Droughty 10.59 
| | saturated zone | | saturated zone | | Too sandy |0.50 
| | | | Cutbanks cave |1.00 | Depth to |0.48 
| | | | | | saturated zone | 
| | | | | | | 
45: | | | | | | | 
Orangeburg-------- | 91 |Not limited | |Somewhat limited | |Not limited 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
46: | | | | | | | 
Orangeburg-------- | 92 |Not limited | |Somewhat limited | |Not limited 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
47: | | | | | | | 
Orangeburg-------- | 48 |Not limited | |Somewhat limited | |Not limited 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
Norfolk----------- | 19 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.15 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
Tifton------------ | 18 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.47 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
48: | | | | | | | 
Fuquay------------ | 45 |Somewhat limited | |Very limited | |Somewhat limited 
| | Slope |0.16 | Cutbanks cave |1.00 | Droughty 10.64 
| | | | Depth to |0.35 | Too sandy |0.50 
| | | | saturated zone | | Slope |0.16 
| | | | Slope 10.16 | 
| | | | | | | 
Orangeburg-------- | 25 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| Slope |0.16 | Slope |0.16 | Slope |0.16 
| | | Cutbanks cave 10.10 | 
| | | | | | 
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| | | | 
Map symbol |Pct.| Local roads and streets | Shallow excavations | Lawns and landscaping 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
48: | | | | | | | 
Norfolk------------- | 21 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Slope |0.04 | Depth to [0.15 | Slope 10.04 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | Slope [0.04 | | 
| | | | | | | 
49: | | | | | | | 
Orangeburg---------- | 50 |Not limited | |Somewhat limited | |Not limited 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
Norfolk------------- | 36 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.15 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
51: | | | | | | | 
Plummer------------- | 85 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | Cutbanks cave |1.00 | Droughty 10.92 
| | | | | | Too sandy 10.50 
| | | | | | | 
52: | | | | | | | 
Rains--------------- | 86 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | Cutbanks cave 10.10 | 
| | | | Too clayey 10.08 | 
| | | | | | | 
58: | | | | | | | 
Tifton-------------- | 92 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.47 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
59: | | | | | | | 
Troup--------------- | 50 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Too sandy |0.50 
| | | | | | Droughty 7 .34 
Lakeland------------ | 21 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 10.99 
| | | | | | Too sandy |0.50 
| | | | | | | 
Lucy---------------- | 16 [Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 10.20 
| | | | | | | 
60: | | | | | | | 
Troup--------------- | 85 |Somewhat limited | |Very limited | |Somewhat limited 
| | Slope |0.63 | Cutbanks cave |1.00 | Slope 10.63 
| | | | Slope |0.63 | Too sandy 10.50 
| | | | | | Droughty 10.34 
| | | | | | | 
61: | | | | | | | 
Troup--------------- | 48 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Too sandy 10.50 
| | | | | | Droughty t .34 
Nankin-------------- | 37 |Not limited | |Somewhat limited | |Not limited 
| | | | Cutbanks cave 10.10 | 
| | | | Too clayey 10.03 | 
۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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| | | | 
Map symbol |Pct.| Local roads and streets | Shallow excavations | Lawns and landscaping 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
63: | | | | | | | 
Troup--------------- | 50 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Too steep |1.00 
| | | | Cutbanks cave |1.00 | Too sandy 10.50 
| | | | | | Droughty |0.34 
| | | | | | | 
Nankin-------------- | 35 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Too steep |1.00 
| | | | Cutbanks cave 10.10 | 
| | | | Too clayey 10.03 | 
| | | | | | | 
65: | | | | | | | 
Udorthents---------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
66: | | | | | | | 
Pickney------------- | 32 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Flooding |1.00 | Cutbanks cave ۱1.00 | saturated zone 
| | | | Flooding |0.80 | Too sandy |0.50 
| | | | | | Droughty |0.34 
| | | | | | | 
Dorovan------------- | 29 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | saturated zone | | Organic matter |1.00 
| | Subsidence |1.00 | Organic matter |1.00 | content 
| | Flooding |1.00 | content | | Depth to |1.00 
| | | | Flooding 10.80 | saturated zone | 
| | | | | | | 
Bibb---------------- | 25 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Depth to |1.00 | Flooding |1.00 
| | Depth to 10.99 | saturated zone | | Depth to 10.99 
| | saturated zone | | Cutbanks cave |1.00 | saturated zone 
| | | | Flooding 10.80 | 
| | | | | | | 
69: | | | | | | | 
Lucy---------------- | 38 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 10.08 
| | | | | | | 
Bonifay------------- | 28 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 10.92 
| | | | Depth to [0.15 | 
| | | | saturated zone | | 
| | | | | | | 
Orangeburg---------- | 22 |Not limited | |Somewhat limited | |Not limited 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
71: | | | | | | | 
Cowarts------------- | 45 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
Nankin-------------- | 40 |Not limited | |Somewhat limited | |Not limited 
| | | | Cutbanks cave 10.10 | 
| | | | Too clayey 10.03 | 
| | | | | | | 
72: | | | | | | | 
Goldsboro----------- | 48 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.99 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
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| | | | 
Map symbol |Pct.| Local roads and streets | Shallow excavations | Lawns and landscaping 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
72: | | | | | | | 
Ocilla-------------- | 39 |Somewhat limited | |Very limited | |Somewhat limited 
| | Depth to [0.48 | Depth to |1.00 | Droughty 10.54 
| | saturated zone | | saturated zone | | Too sandy 10.50 
| | | | Cutbanks cave |1.00 | Depth to [0.48 
| | | | | | saturated zone | 
| | | | | | | 
73: | | | | | | | 
Norfolk------------- | 86 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to 10.15 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
77: | | | | | | | 
Bonifay------------- | 49 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 10.92 
| | | | Depth to [0.15 | 
| | | | saturated zone | | 
| | | | | | | 
Fuquay-------------- | 40 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty [0.95 
| | | | Depth to |0.35 | Too sandy 10.50 
| | | | saturated zone | | 
| | | | | | | 
78: | | | | | | | 
Chipley------------- | 35 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 7 
۱ ۱ ۱ | Depth to [0.99 | Too sandy 10.50 
| | | | saturated zone | | 
| | | | | | | 
Leon---------------- | 30 |Somewhat limited | |Very limited | |Very limited 
| | Depth to |0.99 | Depth to |1.00 | Droughty |1.00 
| | saturated zone | | saturated zone | | Depth to 10.99 
| | | | Cutbanks cave |1.00 | saturated zone | 
| | | | | | Too sandy 10.50 
| | | | | | | 
Foxworth------------ | 26 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Too sandy |0.50 
| | | | Depth to |0.24 | Droughty 10.40 
| | | | saturated zone | | 
| | | | | | | 
79: | | | | | | | 
Hurricane----------- | 50 |Not limited | |Very limited | |Very limited 
| | | | Cutbanks cave |1.00 | Droughty 10.99 
| | | | Depth to |0.99 | Too sandy 10.50 
| | | | saturated zone | | 
| | | | | | | 
Chipley------------- | 41 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 10.83 
| | | | Depth to |0.99 | Too sandy |0.50 
| | | | saturated zone | | 
| | | | | | | 
80: | | | | | | | 
Foxworth------------ | 53 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Too sandy 10.50 
| | | | Depth to |0.24 | Droughty 10.34 
| | | | saturated zone | | 
| | | | | | | 
Lakeland------------ | 32 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 10.99 
| | | | | | Too sandy |0.50 
۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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| | | | 
Map symbol |Pct.| Local roads and streets | Shallow excavations | Lawns and landscaping 
and soil name | of | | 
[map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
82: | | | | | | | 
Chipley------------- | 46 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 7 
۱ ۱ ۱ | Depth to |0.99 | Too sandy |0.50 
| | | | saturated zone | | 
| | | | | | | 
Foxworth------------ | 40 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Too sandy 10.50 
| | | | Depth to |0.24 | Droughty |0.34 
| | | | saturated zone | | 
| | | | | | | 
83: | | | | | | | 
Foxworth------------ | 47 |Somewhat limited | |Very limited | |Somewhat limited 
| | Slope |0.16 | Cutbanks cave |1.00 | Too sandy 10.50 
| | | | Depth to |0.24 | Droughty 10.43 
| | | | saturated zone | | 
| | | | Slope |0.16 | Slope |0.16 
| | | | | | | 
Lakeland------------ | 41 |Somewhat limited | |Very limited | |Somewhat limited 
| | Slope |0.16 | Cutbanks cave |1.00 | Droughty 10.99 
| | | | Slope |0.16 | Too sandy 10.50 
| | | | | | Slope [0.16 
| | | | | | | 
85: | | | | | | | 
Bonifay------------- | 38 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 10.92 
| | | | Depth to [0.15 | 
| | | | saturated zone | | 
| | | | | | | 
Leon---------------- | 27 |Somewhat limited | |Very limited | |Somewhat limited 
| | Depth to |0.99 | Depth to |1.00 | Depth to 10.99 
| | saturated zone | | saturated zone | | saturated zone 
| | | | Cutbanks cave |1.00 | Droughty [0.95 
| | | | | | Too sandy 10.50 
| | | | | | | 
Chipley------------- | 25 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty |0.88 
| | | | Depth to |0.99 | Too sandy |0.50 
| | | | saturated zone | | 
| | | | | | | 
86: | | | | | | | 
Leon---------------- | 31 |Very limited | |Very limited | |Somewhat limited 
| | Flooding |1.00 | Depth to |1.00 | Depth to 10.99 
| | Depth to 10.99 | saturated zone | | saturated zone 
| | saturated zone | | Cutbanks cave |1.00 | Droughty 10.93 
| | | | Flooding [0.60 | Flooding | 0.60 
| | | | | | Too sandy |0.50 
| | | | | | | 
Clara--------------- | 30 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Flooding |1.00 | Cutbanks cave ۱1.00 | saturated zone 
| | | | Flooding 10.80 | 
| | | | | | | 
Pickney------------- | 29 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Flooding |1.00 | Cutbanks cave |1.00 | saturated zone 
| | | | Flooding [0.80 | Too sandy 10.50 
| | | | | | Droughty 10.37 
| | | | | | | 
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| | | | 
Map symbol |Pct.| Local roads and streets | Shallow excavations | Lawns and landscaping 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
87: | | | | | | | 
Ousley-------------- | 35 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Depth to |1.00 | Droughty |1.00 
| | Depth to 10.03 | saturated zone | | Flooding | 0.60 
| | saturated zone | | Cutbanks cave |1.00 | Too sandy |0.50 
| | | | Flooding |0.60 | Depth to 10.03 
| | | | | | saturated zone | 
| | | | | | | 
Rutlege------------- | 30 |Very limited | |Very limited | |Very limited 
| | Ponding |1.00 | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Flooding |1.00 | Cutbanks cave |1.00 | saturated zone 
| | | | Flooding |0.80 | Droughty |0.86 
| | | | | | Too sandy 10.50 
| | | | | | | 
Pickney------------- | 26 |Very limited | |Very limited | |Very limited 
| | Ponding |1.00 | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Flooding |1.00 | Cutbanks cave |1.00 | saturated zone 
| | | | Flooding |0.80 | Too sandy |0.50 
| | | | | | Droughty |0.36 
| | | | | | | 
88: | | | | | | | 
Rutlege------------- | 38 |Very limited | |Very limited | |Very limited 
| | Ponding |1.00 | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Flooding |1.00 | Cutbanks cave |1.00 | saturated zone 
| | | | Flooding |0.80 | Droughty |0.86 
| | | | | | Too sandy 10.50 
| | | | | | | 
Bibb---------------- | 27 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Depth to |1.00 | Flooding |1.00 
| | Depth to 10.99 | saturated zone | | Depth to 10.99 
| | saturated zone | | Cutbanks cave |1.00 | saturated zone 
| | | | Flooding 10.80 | 
| | | | | | | 
Surrency------------ | 25 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Flooding |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Flooding |1.00 | Cutbanks cave |1.00 | saturated zone 
| | | | Flooding |0.80 | Droughty 10.29 
| | | | | | | 
89: | | | | | | | 
Bibb---------------- | 40 |Very limited | |Very limited | |Somewhat limited 
| | Flooding |1.00 | Depth to |1.00 | Depth to 10.99 
| | Depth to 10.99 | saturated zone | | saturated zone 
| | saturated zone | | Cutbanks cave |1.00 | Flooding | 0.60 
| | | | Flooding 10.60 | 
| | | | | | | 
Rains--------------- | 25 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | Flooding |1.00 | Flooding |0.60 | Flooding | 0.60 
| | | | Cutbanks cave 10.10 | 
| | | | Too clayey 10.08 | 
۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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| | | | 
Map symbol |Pct.| Local roads and streets | Shallow excavations | Lawns and landscaping 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
89: | | | | | | | 
Garcon-------------- | 24 |Very limited | |Very limited | |Somewhat limited 
| | Flooding |1.00 | Depth to |1.00 | Flooding | 0.60 
| | Depth to 10.03 | saturated zone | | Depth to 10.03 
| | saturated zone | | Cutbanks cave |1.00 | saturated zone 
| | | | Flooding 10.60 | 
| | | | | | | 
90: | | | | | | | 
Hosford------------- | 50 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | Cutbanks cave |1.00 | Too sandy 10.50 
| | | | | | Droughty |0.34 
| | | | | | | 
Plummer------------- | 41 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | Cutbanks cave |1.00 | Droughty 10.92 
| | | | | | Too sandy 10.50 
| | | | | | | 
91: | | | | | | | 
Pits---------------- ۱100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
92: | | | | | | | 
Telogia------------- | 90 |Very limited | |Very limited | |Somewhat limited 
| | Low strength |1.00 | Depth to |1.00 | Depth to 10.03 
| | Shrink-swell |1.00 | saturated zone | | saturated zone | 
| | Depth to |0.03 | Depth to hard 10.42 | 
| | saturated zone | | bedrock | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
93: | | | | | | | 
Foxworth------------ | 45 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Too sandy |0.50 
| | | | Depth to ۱٥١٠24 | Droughty 10.34 
| | | | saturated zone | | 
| | | | | | | 
Blanton------------- | 24 |Not limited | |Very limited | |Very limited 
| | | | Cutbanks cave |1.00 | Droughty 10.99 
| | | | Depth to [0.24 | Too sandy 10.50 
| | | | saturated zone | | 
| | | | | | | 
Chipley------------- | 20 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty [0.85 
| | | | Depth to |0.99 | Too sandy |0.50 
| | | | saturated zone | | 
| | | | | | | 
94: | | | | | | | 
Albany-------------- | 33 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Depth to |1.00 | Droughty |1.00 
| | Depth to 10.19 | saturated zone | | Flooding 10.60 
| | saturated zone | | Cutbanks cave |1.00 | Too sandy |0.50 
| | | | Flooding |0.60 | Depth to 9 
۱ ۱ ۱ ۱ ۱ ۱ saturated zone | 
| | | | | | | 
Garcon-------------- | 28 |Very limited | |Very limited | |Somewhat limited 
| | Flooding |1.00 | Depth to |1.00 | Flooding | 0.60 
| | Depth to 10.03 | saturated zone | | Depth to 10.03 
| | saturated zone | | Cutbanks cave |1.00 | saturated zone 
| | | | Flooding 10.60 | 
| | | | | | | 
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| | | | 
Map symbol |Pct.| Local roads and streets | Shallow excavations | Lawns and landscaping 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
94: | | | | | | | 
Bibb---------------- | 26 |Very limited | |Very limited | |Somewhat limited 
| | Flooding |1.00 | Depth to |1.00 | Depth to 10.99 
| | Depth to 10.99 | saturated zone | | saturated zone 
| | saturated zone | | Cutbanks cave |1.00 | Flooding | 0.60 
| | | | Flooding 10.60 | 
| | | | | | | 
96: | | | | | | | 
Pelham-------------- | 87 |Somewhat limited | |Very limited | |Somewhat limited 
| | Depth to |0.99 | Depth to |1.00 | Depth to 10.99 
| | saturated zone | | saturated zone | | saturated zone 
| | | | Cutbanks cave |1.00 | Droughty 10.79 
| | | | | | Too sandy 10.50 
| | | | | | | 
97: | | | | | | | 
Eunola-------------- | 45 |Very limited | |Very limited | |Somewhat limited 
| | Flooding |1.00 | Depth to |1.00 | Flooding | 0.60 
| | Depth to 10.19 | saturated zone | | Depth to 10.19 
| | saturated zone | | Cutbanks cave |1.00 | saturated zone 
| | | | Flooding 10.60 | 
| | | | | | | 
Garcon-------------- | 25 |Very limited | |Very limited | |Somewhat limited 
| | Flooding |1.00 | Depth to |1.00 | Flooding | 0.60 
| | Depth to 10.03 | saturated zone | | Depth to 10.03 
| | saturated zone | | Cutbanks cave |1.00 | saturated zone 
| | | | Flooding |0.60 | Droughty |0.01 
| | | | | | | 
Ousley-------------- | 20 |Very limited | |Very limited | |Very limited 
| | Ponding |1.00 | Ponding |1.00 | Ponding |1.00 
| | Flooding |1.00 | Depth to |1.00 | Droughty |1.00 
| | Depth to 10.03 | saturated zone | | Flooding | 0.60 
| | saturated zone | | Cutbanks cave |1.00 | Too sandy 10.50 
| | | | Flooding |0.60 | Depth to 10.03 
| | | | | | saturated zone | 
| | | | | | | 
98: | | | | | | | 
Rutlege, | | | | | | | 
depressional------- | 50 |Very limited | |Very limited | |Very limited 
| | Ponding |1.00 | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | Cutbanks cave |1.00 | Droughty [0.85 
| | | | | | Too sandy |0.50 
| | | | | | | 
Plummer, | | | | | | | 
depressional------- | 38 |Very limited | |Very limited | |Very limited 
| | Ponding |1.00 | Ponding |1.00 | Ponding |1.00 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | Cutbanks cave |1.00 | Droughty 10.92 
| | | | | | Too sandy 10.50 
| | | | | | | 
99: | | | | | | | 
Water--------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
101: | | | | | | | 
Albany-------------- | 48 |Somewhat limited | |Very limited | |Very limited 
| | Depth to |0.19 | Depth to |1.00 | Droughty |1.00 
| | saturated zone | | saturated zone | | 
| | | | Cutbanks cave |1.00 | Too sandy 10.50 
| | | | | | Depth to 10.19 
| | | | | | | 
| | | | | | | 
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Table 11b.--Building Site Development (Part 2) --Continued 


| | | | 
Map symbol |Pct.| Local roads and streets | Shallow excavations | Lawns and landscaping 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
101: | | | | | | | 
Ocilla-------------- | 25 |Somewhat limited | |Very limited | |Somewhat limited 
| | Depth to [0.48 | Depth to |1.00 | Droughty 31 
۱ ۱ saturated zone | | saturated zone | | Too sandy |0.50 
| | | | Cutbanks cave |1.00 | Depth to |0.48 
| | | | | | saturated zone | 
| | | | | | | 
Chipley------------- | 16 [Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 
| | | | Depth to [0.99 | Too sandy 
| | | | saturated zone | | 
| | | | | | | 
104: | | | | | | | 
Urban land---------- | 50 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 20 |Not limited | |Somewhat limited | |Not limited 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
Norfolk------------- | 18 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to [0.15 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
105: | | | | | | | 
Urban land---------- | 46 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 25 |Not limited | |Somewhat limited | |Not limited 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
Norfolk------------- | 17 |Not limited | |Somewhat limited | |Not limited 
| | | | Depth to [0.15 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
106: | | | | | | | 
Plummer------------- | 49 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone 
| | | | Cutbanks cave |1.00 | Droughty 10.92 
| | | | | | Too sandy 10.50 
| | | | | | | 
Leon---------------- | 19 |Somewhat limited | |Very limited | |Very limited 
| | Depth to |0.99 | Depth to |1.00 | Droughty |1.00 
| | saturated zone | | saturated zone | | Depth to 10.99 
| | | | Cutbanks cave |1.00 | saturated zone | 
| | | | | | Too sandy 10.50 
| | | | | | | 
Sapelo-------------- | 18 |Somewhat limited | |Very limited | |Somewhat limited 
| | Depth to |0.75 | Depth to |1.00 | Droughty 10.89 
| | saturated zone | | saturated zone | | Depth to 10.75 
| | | | Cutbanks cave |1.00 | saturated zone | 
| | | | | | Too sandy |0.50 
| | | | | | | 
107: | | | | | | | 
Fuquay-------------- | 50 |Not limited | |Very limited | |Somewhat limited 
| | | Cutbanks cave |1.00 | Droughty 10.92 
| | | Depth to |0.35 | Too sandy |0.50 
| | | | | | 
| | | | | | 
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Table 11b.--Building Site Development (Part 2) --Continued 


| | | | 
Map symbol |Pct.| Local roads and streets | Shallow excavations | Lawns and landscaping 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
107: | | | | | | | 
Bonifay----------- | 38 |Not limited | |Very limited | |Somewhat limited 
| | | | Cutbanks cave |1.00 | Droughty 10.92 
| | | | Depth to 10.15 | 
| | | | saturated zone | | 
| | | | | | | 
108: | | | | | | | 
Troup------------- | 50 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Too steep |1.00 
| | | | Cutbanks cave |1.00 | Too sandy 10.50 
| | | | | | Droughty 10.34 
| | | | | | | 
Lakeland---------- | 38 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Too steep |1.00 
| | | | Cutbanks cave |1.00 | Droughty 10.99 
| | | | | | Too sandy 10.50 
| | | | | | | 
109: | | | | | | | 
Dothan------------ | 35 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Too steep |1.00 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
Cowarts----------- | 28 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Too steep |1.00 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
Fuquay------------ | 25 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Too steep |1.00 
| | | | Cutbanks cave |1.00 | Too sandy |0.50 
| | | | Depth to [0.35 | Droughty 10.09 
| | | | saturated zone | | 
| | | | | | | 
113: | | | | | | | 
Leefield---------- | 88 |Somewhat limited | |Very limited | |Somewhat limited 
| | Depth to |0.19 | Depth to |1.00 | Droughty [0.45 
| | saturated zone | | saturated zone | | Depth to 10.19 
| | | | Cutbanks cave |1.00 | saturated zone | 
| | | | | | | 
115: | | | | | | | 
Faceville--------- | 85 |Somewhat limited | |Somewhat limited | |Not limited 
| | Low strength |0.10 | Too clayey 10.28 | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
116: | | | | | | | 
Faceville--------- | 85 |Somewhat limited | |Somewhat limited | |Not limited 
| | Low strength |0.10 | Too clayey 10.28 | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
117: | | | | | | | 
Cowarts----------- | 50 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Too steep |1.00 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
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Table 11b.--Building Site Development (Part 2) --Continued 


| | | | 
Map symbol |Pct.| Local roads and streets | Shallow excavations | Lawns and landscaping 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
117: | | | | | | | 
Hosford------------- | 30 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Too sandy |1.00 
| | saturated zone | | saturated zone | | Depth to |1.00 
| | Slope |0.16 | Cutbanks cave |1.00 | saturated zone | 
| | | | Slope |0.16 | Droughty 10.34 
| | | | | | Slope [0.16 
| | | | | | | 
118: | | | | | | | 
Cowarts------------- | 48 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Too steep |1.00 
| | | | Depth to 10.73 | 
| | | | saturated zone | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
Nankin-------------- | 40 |Very limited | |Very limited | |Very limited 
| | Too steep |1.00 | Too steep |1.00 | Too steep |1.00 
| | | | Cutbanks cave 10.10 | 
| | | | Too clayey 10.03 | 
| | | | | | | 
119: | | | | | | | 
Wahee--------------- | 55 |Very limited | |Very limited | |Somewhat limited 
| | Flooding |1.00 | Depth to |1.00 | Flooding | 0.60 
| | Low strength |1.00 | saturated zone | | Depth to 10.19 
| | Shrink-swell [0.50 | Flooding 10.60 | saturated zone | 
| | Depth to |0.19 | Cutbanks cave 10.10 | 
| | saturated zone | | | | 
| | | | | | | 
Ochlockonee--------- | 33 |Very limited | |Very limited | |Somewhat limited 
| | Flooding |1.00 | Cutbanks cave |1.00 | Flooding | 0.60 
| | | | Depth to 10.61 | 
| | | | saturated zone | | 
| | | | Flooding 10.60 | 
| | | | | | | 
120: | | | | | | | 
Hardin Heights------ | 70 |Very limited | |Very limited | |Very limited 
| | Low strength |1.00 | Depth to hard |1.00 | Depth to bedrock |1.00 
| | Shrink-swell |1.00 | bedrock | | Too steep |1.00 
| | Too steep |1.00 | Too steep 11.00 | Droughty |0.16 
| | Depth to hard 10.99 | Too clayey 10.02 | 
| | bedrock | | | | | 
| | | | | | | 
Telogia------------- | 20 |Very limited | |Very limited | |Somewhat limited 
| | Low strength |1.00 | Depth to |1.00 | Depth to 10.03 
| | Shrink-swell |1.00 | saturated zone | | saturated zone | 
| | Depth to [0.03 | Depth to hard 10.42 | 
| | saturated zone | | bedrock | | 
| | | | Cutbanks cave 10.10 | 
| | | | | | | 
| | | | | | | 


436 


Soil Survey of Gadsden County, Florida 


Table 12a.--Sanitary Facilities (Part 1) 


[The information in this table indicates the dominant soil condition but does not eliminate 
the need for onsite investigation. The rating classes and limiting features for septic 
tank absorption fields agree with criteria as set forth in chapter 64E-6 of the Florida 
Administrative Code, standards for onsite sewage treatment and disposal, effective 
May 24, 2004. The limiting feature criteria agree with the standard subsurface 
drainfield system in chapter 64E-6, FAC. The numbers in the value columns range from 
0.01 to 1.00. The larger the value, the greater the limitation. See text for further 
explanation of ratings in this table] 


| | | 
Map symbol |Pct.| Septic tank absorption fields | Sewage Lagoon 
and soil name | of | 
|map | Rating class and | Value | Rating class and | Value 
| unit | limiting features | | limiting features 
| | | | | 
| | | | | 
2: | | | | | 
Albany-------------- | 50 |Severely limited | |Very limited 
| | Depth to saturated zone |1.00 | Seepage [1.00 
| | | | Depth to saturated zone |1.00 
| | | | Slope 8 
| | | | | 
Blanton------------- | 38 |Slightly limited | |Very limited 
| | | | Seepage 0 
۱ ۱ ۱ | Slope 10.08 
| | | | Depth to saturated zone |0.02 
| | | | | 
3: | | | | | 
Albany-------------- | 39 |Severely limited | |Very limited 
| | Flooding 11.00 | Flooding 0 
۱ | Depth to saturated zone |1.00 | Seepage 11.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
Ousley-------------- | 30 |Severely limited | |Very limited 
| | Ponding |1.00 | Ponding [1.00 
| | Flooding [1.00 | Flooding 0 
۱ | Depth to saturated zone [1.00 | Seepage |1.00 
| | | | | 
Pelham-------------- | 16 |Severely limited | |Very limited 
| | Flooding [1.00 | Flooding 0 
۱ | Depth to saturated zone |1.00 | Seepage 0 
۱ ۱ ۱ | Depth to saturated zone |1.00 
| | | | | 
5: | | | | | 
Blanton------------- | 80 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope 10.08 
| | | | Depth to saturated zone |0.02 
| | | | | 
6: | | | | | 
Blanton------------- | 85 |Slightly limited | |Very limited 
| | | | Seepage 0 
۱ ۱ ۱ | Slope 10.92 
| | | | Depth to saturated zone |0.02 
| | | | | 
9: | | | | | 
Bonifay------------- | 52 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope 10.08 
| | | | | 
Alpin--------------- | 38 |Slightly limited | |Very limited 
| | | | Seepage 0 
۱ ۱ ۱ | Slope 10.08 
| | | | | 
10: | | | | | 
Bonifay------------- | 40 |Slightly limited | |Very limited 
| | | | Seepage 0 
۱ ۱ ۱ | Slope 10.08 
| | | | | 
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Table 12a.--Sanitary Facilities (Part 1)--Continued 


| | | 
Map symbol |Pct.| Septic tank absorption fields | Sewage Lagoon 
and soil name | of | 
[map | Rating class and | Value | Rating class and | 
| unit | limiting features | | limiting features 
| | | | | 
| | | | | 
10: | | | | | 
Albany-------------- | 25 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | | | Depth to saturated zone |1.00 
| | | | Slope 10.08 
| | | | | 
Centenary----------- | 20 |Moderately limited | |Very limited 
| | Presence of spodic [0.50 | Seepage |1.00 
| | material | | Depth to saturated zone |0.40 
| | | | Slope 10.08 
| | | | | 
11: | | | | | 
Troup--------------- | 35 |Moderately limited | |Very limited 
| | Slope [0.16 | Slope [1.00 
| | | | Seepage |1.00 
| | | | | 
Bonifay------------- | 30 |Moderately limited | |Very limited 
| | Slope [0.16 | Slope [1.00 
| | | | Seepage |1.00 
| | | | | 
Fuquay-------------- | 25 |Moderately limited | |Very limited 
| | Slope [0.16 | Slope [1.00 
| | | | Seepage |1.00 
| | | | | 
12: | | | | | 
Bonneau------------- | 32 |Moderately limited | |Very limited 
| | Restricted permeability [0.50 | Seepage |1.00 
| | | | Depth to saturated zone |0.40 
| | | | Slope [0.08 
| | | | | 
Leefield------------ | 29 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Seepage [1.00 
| | | | Depth to saturated zone |1.00 
| | | | Slope [0.08 
| | | | | 
Norfolk------------- | 27 |Slightly limited | |Somewhat limited | 
| | | | Seepage [0.50 
| | | | Slope [0.08 
| | | | | 
14: | | | | | 
Cowarts------------- | 33 |Moderately limited | |Very limited 
| | Depth to saturated zone |0.99 | Slope [1.00 
| | Restricted permeability |0.50 | Seepage [0.28 
| | | | | 
Dothan-------------- | 30 |Moderately limited | |Very limited 
| | Depth to saturated zone |0.99 | Slope |1.00 
| | Restricted permeability [0.50 | Seepage [0.50 
| | | | | 
Fuquay-------------- | 28 |Slightly limited | |Very limited 
| | | | Seepage 0 
۱ ۱ ۱ | Slope |1.00 
| | | | | 
16: | | | | | 
Cowarts------------- | 48 |Moderately limited | |Very limited 
| | Depth to saturated zone |0.99 | Slope |1.00 
| | Slope [0.63 | Seepage [0.28 
| | | | | 
Nankin-------------- | 40 |Moderately limited | |Very limited 
| | Slope [0.63 | Slope |1.00 
| | Restricted permeability [0.50 | Seepage [0.50 
۱ ۱ ۱ ۱ ۱ 
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Table 12a.--Sanitary Facilities (Part 1) --Continued 


| | | 
Map symbol |Pct.| Septic tank absorption fields | Sewage Lagoon 
and soil name | of | 
[map | Rating class and | Value | Rating class and | Value 
| unit | limiting features | | limiting features 
| | | | | 
| | | | | 
18: | | | | | 
Dothan-------------- | 47 |Moderately limited | |Somewhat limited | 
| | Depth to saturated zone [0.99 | Seepage [0.50 
| | Restricted permeability |0.50 | 
| | | | | 
Fuquay-------------- | 41 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | | 
19: | | | | | 
Dothan-------------- | 49 |Moderately limited | |Somewhat limited | 
| | Depth to saturated zone |0.99 | Seepage [0.50 
| | Restricted permeability |0.50 | Slope 10.32 
| | | | | 
Fuquay-------------- | 39 |Moderately limited | |Very limited 
| | Restricted permeability [0.50 | Seepage |1.00 
| | | | Slope 10.32 
| | | | | 
21: | | | | | 
Dothan-------------- | 49 |Moderately limited | |Very limited 
| | Depth to saturated zone |0.99 | Slope |1.00 
| | Slope [0.63 | Seepage [0.50 
| | Restricted permeability |0.50 | 
| | | | | 
Fuquay-------------- | 20 |Moderately limited | |Very limited 
| | Slope [0.63 | Slope |1.00 
| | Restricted permeability |0.50 | Seepage |1.00 
| | | | | 
Cowarts------------- | 19 |Moderately limited | |Very limited 
| | Depth to saturated zone |0.99 | Slope |1.00 
| | Slope [0.63 | Seepage [0.28 
| | | | | 
23: | | | | | 
Fuquay-------------- | 40 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | | 
Lucy---------------- | 30 |Moderately limited | |Very limited 
| | Restricted permeability [0.50 | Seepage |1.00 
| | | | | 
Orangeburg---------- | 20 |Moderately limited | |Somewhat limited | 
| | Restricted permeability [0.50 | Seepage [0.50 
| | | | Slope 10.08 
| | | | | 
24: | | | | | 
Fuquay-------------- | 55 |Moderately limited | |Very limited 
| | Slope [0.16 | Seepage |1.00 
| | | | Slope [1.00 
| | | | | 
Bonifay------------- | 38 JModerately limited | | Very limited 
| | Slope [0.16 | Seepage |1.00 
| | | | Slope |1.00 
| | | | | 
27: | | | | | 
Goldsboro----------- | 87 |Severely limited | |Very limited 
| | Depth to saturated zone |1.00 | Depth to saturated zone |1.00 
| | Restricted permeability [0.50 | Seepage [0.50 
| | | | | 
28: | | | | | 
Goldsboro----------- | 91 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Depth to saturated zone |1.00 
| | Restricted permeability [0.50 | Seepage [0.50 
| | | | Slope 10.32 
| | | | | 
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Table 12a.--Sanitary Facilities (Part 1) --Continued 


| | | 
Map symbol |Pct.| Septic tank absorption fields | Sewage Lagoon 
and soil name | of | 
[map | Rating class and | Value | Rating class and | Value 
| unit | limiting features | | limiting features 
| | | | | 
| | | | | 
29: | | | | | 
Grady--------------- | 85 |Severely limited | |Very limited 
| | Restricted permeability [1.00 | Ponding [1.00 
| | Ponding |1.00 | Depth to saturated zone |1.00 
| | Depth to saturated zone |1.00 | 
| | | | | 
30: | | | | | 
Lakeland------------ | 89 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope 10.08 
| | | | | 
31: | | | | | 
Lakeland------------ | 90 |Moderately limited | |Very limited 
| | Slope [0.16 | Seepage |1.00 
| | | | Slope |1.00 
| | | | | 
32: | | | | | 
Leefield------------ | 44 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Seepage [1.00 
| | Restricted permeability |0.50 | Depth to saturated zone |1.00 
| | | | Slope 10.08 
| | | | | 
Bonifay------------- | 26 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope [0.08 
| | | | | 
Dothan-------------- | 23 |Moderately limited | |Somewhat limited | 
| | Depth to saturated zone [0.99 | Seepage [0.50 
| | Restricted permeability |0.50 | 
| | | | | 
33: | | | | | 
Leon---------------- | 48 |Severely limited | |Very limited 
| | Depth to saturated zone |1.00 | Depth to saturated zone |1.00 
| | Presence of spodic [0.50 | Seepage |1.00 
| | material | | 
| | | | | 
Chipley------------- | 42 |Severely limited | |Very limited 
| | Depth to saturated zone |1.00 | Seepage [1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
35: | | | | | 
Lucy---------------- | 45 |Moderately limited | |Very limited 
| | Slope [0.63 | Slope |1.00 
| | Restricted permeability |0.50 | Seepage |1.00 
| | | | | 
Troup--------------- | 42 |Moderately limited | |Very limited 
| | Slope [0.63 | Slope |1.00 
| | | | Seepage |1.00 
| | | | | 
36: | | | | | 
Lucy---------------- | 49 |Severely limited | |Very limited 
| | Slope [1.00 | Slope |1.00 
| | Restricted permeability [0.50 | Seepage |1.00 
| | | | | 
Orangeburg---------- | 21 |Severely limited | |Very limited 
| | Slope [1.00 | Slope |1.00 
| | Restricted permeability |0.50 | Seepage [0.50 
| | | | | 
Cowarts------------- | 19 |Severely limited | |Very limited 
| | Slope [1.00 | Slope |1.00 
| | Depth to saturated zone [0.99 | Seepage [0.28 
| | | | | 
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Table 12a.--Sanitary Facilities (Part 1) --Continued 


| | | 
Map symbol |Pct.| Septic tank absorption fields | Sewage Lagoon 
and soil name | of | 
[map | Rating class and | Value | Rating class and | Value 
| unit | limiting features | | limiting features 
| | | | | 
| | | | | 
40: | | | | | 
Cowarts----------- | 50 |Severely limited | |Very limited 
| | Slope [1.00 | Slope |1.00 
| | Depth to saturated zone [0.99 | Seepage [0.28 
| | | | | 
Dothan------------ | 25 |Severely limited | |Very limited 
| | Slope [1.00 | Slope |1.00 
| | Depth to saturated zone [0.99 | Seepage [0.50 
| | Restricted permeability |0.50 | 
| | | | | 
Fuquay-------------- | 17 |Severely limited | |Very limited 
| | Slope [1.00 | Slope |1.00 
| | Restricted permeability |0.50 | Seepage |1.00 
| | | | | 
41: | | | | | 
Norfolk------------- | 89 |Moderately limited | |Somewhat limited | 
| | Restricted permeability |0.50 | Seepage [0.50 
| | | | | 
42: | | | | | 
Norfolk------------- | 89 |Moderately limited | |Somewhat limited | 
| | Restricted permeability [0.50 | Seepage [0.50 
| | | | Slope 10.32 
| | | | | 
43: | | | | | 
Ocilla------------ | 90 |Severely limited | |Very limited 
| | Depth to saturated zone |1.00 | Depth to saturated zone |1.00 
| | Restricted permeability [0.50 | Seepage |1.00 
| | | | Slope [0.08 
| | | | | 
45: | | | | | 
Orangeburg---------- | 91 |Moderately limited | |Very limited 
| | Restricted permeability |0.50 | Seepage |1.00 
| | | | | 
46: | | | | | 
Orangeburg---------- | 92 |Moderately limited | |Very limited 
| | Restricted permeability [0.50 | Seepage |1.00 
| | | | Slope 10.32 
| | | | | 
47: | | | | | 
Orangeburg---------- | 48 |Moderately limited | |Very limited 
| | Restricted permeability |0.50 | Slope |1.00 
| | | | Seepage [0.50 
| | | | | 
Norfolk------------- | 19 |Moderately limited | |Very limited 
| | Restricted permeability |0.50 | Slope |1.00 
| | | | Seepage [0.50 
| | | | | 
Tifton-------------- | 18 |Moderately limited | |Very limited 
| | Restricted permeability |0.50 | Slope |1.00 
| | | | Seepage [0.50 
| | | | | 
48: | | | | | 
Fuquay------------ | 45 |Moderately limited | |Very limited 
| | Slope [0.16 | Slope |1.00 
| | | | Seepage |1.00 
| | | | | 
Orangeburg-------- | 25 |Moderately limited | |Very limited 
| | Restricted permeability |0.50 | Slope |1.00 
| | Slope |0.16 | Seepage [0.50 
| | | | | 
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Table 12a.--Sanitary Facilities (Part 1)--Continued 


| | | 
Map symbol |Pct.| Septic tank absorption fields | Sewage Lagoon 
and soil name | of | 
[map | Rating class and | Value | Rating class and | Value 
| unit | limiting features | | limiting features 
| | | | | 
| | | | | 
48: | | | | | 
Norfolk----------- | 21 |Moderately limited | |Very limited 
| | Restricted permeability |0.50 | Slope |1.00 
| | Slope [0.04 | Seepage [0.50 
| | | | | 
49: | | | | | 
Orangeburg---------- | 50 |Moderately limited | |Very limited 
| | Restricted permeability |0.50 | Seepage |1.00 
| | | | Slope 10.32 
| | | | | 
Norfolk------------- | 36 |Slightly limited | |Somewhat limited | 
| | | | Seepage [0.50 
| | | | Slope 10.32 
| | | | | 
51: | | | | | 
Plummer ------------- | 85 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | | | Depth to saturated zone |1.00 
| | | | Slope 10.08 
| | | | | 
52: | | | | | 
RainS------------- | 86 |Severely limited | |Very limited 
| | Depth to saturated zone |1.00 | Depth to saturated zone |1.00 
| | Restricted permeability [0.50 | Seepage [0.53 
| | | | | 
58: | | | | | 
Tifton-------------- | 92 |Moderately limited | |Somewhat limited | 
| | Restricted permeability |0.50 | Seepage [0.50 
| | | | Slope [0.08 
| | | | | 
59: | | | | | 
Troup--------------- | 50 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope 10.68 
| | | | | 
Lakeland------------ | 21 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope [0.68 
| | | | | 
Lucy---------------- | 16 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope [0.68 
| | | | | 
60: | | | | | 
Troup------------- | 85 |Moderately limited | |Very limited 
| | Slope [0.63 | Slope |1.00 
| | | | Seepage |1.00 
| | | | | 
61: | | | | | 
Troup------------- | 48 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope |1.00 
| | | | | 
Nankin------------ | 37 JModerately limited | | Very limited 
| | Restricted permeability |0.50 | Slope |1.00 
| | | | Seepage [0.50 
| | | | | 
63: | | | | | 
Troup--------------- | 50 |Severely limited | |Very limited 
| | Slope [1.00 | Slope |1.00 
| | | | Seepage |1.00 
| | | | | 
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Table 12a.--Sanitary Facilities (Part 1) --Continued 


| | | 
Map symbol |Pct.| Septic tank absorption fields | Sewage Lagoon 
and soil name | of | 
[map | Rating class and | Value | Rating class and | Value 
[unit | limiting features | | limiting features 
| | | | | 
| | | | | 
63: | | | | | 
Nankin-------------- | 35 |Severely limited | |Very limited 
| | Slope [1.00 | Slope |1.00 
| | Restricted permeability |0.50 | Seepage [0.50 
| | | | | 
65: | | | | | 
Udorthents---------- |100 |Not rated | |Not rated 
| | | | | 
66: | | | | | 
Pickney------------- | 32 |Severely limited | |Very limited 
| | Flooding [1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
Dorovan------------- | 29 |Severely limited | |Very limited 
| | Flooding [1.00 | Flooding |1.00 
| | Depth to saturated zone |1.00 | Depth to saturated zone |1.00 
| | Filtering capacity |1.00 | Organic matter content |1.00 
| | | | | 
Bibb---------------- | 25 |Severely limited | |Very limited 
| | Flooding [1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage [1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
69: | | | | | 
Lucy---------------- | 38 |Moderately limited | |Very limited 
| | Restricted permeability [0.50 | Seepage |1.00 
| | | | Slope |1.00 
| | | | | 
Bonifay------------- | 28 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope |1.00 
| | | | | 
Orangeburg---------- | 22 |Moderately limited | |Very limited 
| | Restricted permeability |0.50 | Slope |1.00 
| | | | Seepage [0.50 
| | | | | 
71: | | | | | 
Cowarts------------- | 45 |Moderately limited | |Somewhat limited | 
| | Depth to saturated zone |0.99 | Slope 10.32 
| | Restricted permeability |0.50 | Seepage [0.28 
| | | | | 
Nankin-------------- | 40 |Moderately limited | |Somewhat limited | 
| | Restricted permeability [0.50 | Seepage [0.50 
| | | | Slope 10.32 
| | | | | 
72: | | | | | 
Goldsboro----------- | 48 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Depth to saturated zone |1.00 
| | Restricted permeability |0.50 | Slope |1.00 
| | | | Seepage [0.50 
| | | | | 
Ocilla-------------- | 39 |Severely limited | |Very limited 
| | Depth to saturated zone |1.00 | Depth to saturated zone |1.00 
| | Restricted permeability [0.50 | Seepage |1.00 
| | | | Slope |1.00 
| | | | | 
73: | | | | | 
Norfolk------------- | 86 |Moderately limited | |Very limited 
| | Restricted permeability |0.50 | Slope |1.00 
| | | | Seepage [0.50 
| | | | | 
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Table 12a.--Sanitary Facilities (Part 1) --Continued 


| 
Pct.| Septic tank absorption fields | 


| | 
Map symbol |Pct. | Sewage Lagoon 
and soil name | of | 
|map | Rating class and | Value | Rating class and | Value 
| unit | limiting features | | limiting features 
| | | | | 
| | | | | 
77: | | | | | 
Bonifay------------- | 49 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope [0.08 
| | | | | 
Fuquay-------------- | 40 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope [0.08 
| | | | | 
78: | | | | | 
Chipley------------- | 35 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Seepage [1.00 
| | | | Depth to saturated zone |1.00 
| | | | Slope [0.08 
| | | | | 
Leon---------------- | 30 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | Presence of spodic [0.50 | Depth to saturated zone |1.00 
| | material | | 
| | | | | 
Foxworth------------ | 26 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope [0.08 
| | | | Depth to saturated zone |0.02 
| | | | | 
79: | | | | | 
Hurricane----------- | 50 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Seepage [1.00 
| | Presence of spodic [0.50 | Depth to saturated zone |1.00 
| | material | | 
| | | | | 
Chipley------------- | 41 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Seepage [1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
80: | | | | | 
Foxworth------------ | 53 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope 10.08 
| | | | Depth to saturated zone |0.02 
| | | | | 
Lakeland------------ | 32 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope 10.08 
| | | | | 
82: | | | | | 
Chipley------------- | 46 |Severely limited | |Very limited 
| | Depth to saturated zone |1.00 | Seepage |1.00 
| | | | Depth to saturated zone |1.00 
| | | | Slope [0.08 
| | | | | 
Foxworth------------ | 40 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope 10.08 
| | | | Depth to saturated zone |0.02 
| | | | | 
83: | | | | | 
Foxworth------------ | 47 |Moderately limited | |Very limited 
| | Slope [0.16 | Seepage |1.00 
| | | | Slope |1.00 
| | | | Depth to saturated zone |0.02 
| | | | | 
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Table 12a.--Sanitary Facilities (Part 1) --Continued 


| | | 
Map symbol |Pct.| Septic tank absorption fields | Sewage Lagoon 
and soil name | of | 
[map | Rating class and | Value | Rating class and | Value 
[unit | limiting features | | limiting features 
| | | | | 
| | | | | 
83: | | | | | 
Lakeland------------ | 41 |Moderately limited | |Very limited 
| | Slope [0.16 | Seepage |1.00 
| | | | Slope |1.00 
| | | | | 
85: | | | | | 
Bonifay------------- | 38 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope 10.08 
| | | | | 
Leon---------------- | 27 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | Presence of spodic [0.50 | Depth to saturated zone |1.00 
| | material | | 
| | | | | 
Chipley------------- | 25 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | | | Depth to saturated zone |1.00 
| | | | Slope 8 
| | | | | 
86: | | | | | 
Leon---------------- | 31 |Severely limited | |Very limited 
| | Flooding [1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | Presence of spodic [0.50 | Depth to saturated zone |1.00 
| | material | | 
| | | | | 
Clara--------------- | 30 |Severely limited | |Very limited 
| | Flooding [1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage [1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
Pickney------------- | 29 |Severely limited | |Very limited 
| | Flooding [1.00 | Flooding 0 
۱ | Depth to saturated zone [1.00 | Seepage [1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
87: | | | | | 
Ousley-------------- | 35 |Severely limited | |Very limited 
| | Flooding 11.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
Rutlege------------- | 30 |Severely limited | |Very limited 
| | Ponding [1.00 | Ponding [1.00 
| | Flooding [1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage [1.00 
| | | | | 
Pickney------------- | 26 |Severely limited | |Very limited 
| | Ponding [1.00 | Ponding [1.00 
| | Flooding [1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage [1.00 
| | | | | 
88: | | | | | 
Rutlege------------- | 38 |Severely limited | |Very limited 
| | Ponding [1.00 | Ponding [1.00 
| | Flooding [1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage 0 
۱ ۱ ۱ ۱ ۱ 
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Table 12a.--Sanitary Facilities (Part 1)--Continued 


| | | 
Map symbol |Pct.| Septic tank absorption fields | Sewage Lagoon 
and soil name | of | 
[map | Rating class and | Value | Rating class and | Value 
[unit | limiting features | | limiting features 
| | | | | 
| | | | | 
88: | | | | | 
Bibb---------------- | 27 |Severely limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
Surrency------------ | 25 |Severely limited | |Very limited 
| | Flooding [1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage [1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
89: | | | | | 
Bibb---------------- | 40 |Severely limited | |Very limited 
| | Flooding [1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
Rains--------------- | 25 |Severely limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Depth to saturated zone |1.00 
| | Restricted permeability |0.50 | Seepage [0.53 
| | | | | 
Garcon-------------- | 24 |Severely limited | |Very limited 
| | Flooding [1.00 | Flooding 0 
۱ | Depth to saturated zone [1.00 | Seepage [1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
90: | | | | | 
Hosford------------- | 50 |Severely limited | |Very limited 
| | Depth to saturated zone |1.00 | Seepage |1.00 
| | Filtering capacity |1.00 | Depth to saturated zone |1.00 
| | | | Slope 10.68 
| | | | | 
Plummer ------------- | 41 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | | | Depth to saturated zone |1.00 
| | | | Slope [0.18 
| | | | | 
91: | | | | | 
Pits---------------- |100 |Not rated | |Not rated 
| | | | | 
92: | | | | | 
Telogia------------- | 90 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Depth to saturated zone |1.00 
| | Depth to bedrock 1۱1.00 | Depth to hard bedrock 10.42 
| | Restricted permeability |0.50 | Slope [0.18 
| | | | | 
93: | | | | | 
Foxworth------------ | 45 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope 10.08 
| | | | Depth to saturated zone |0.02 
| | | | | 
Blanton------------- | 24 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope 10.08 
| | | | Depth to saturated zone |0.02 
| | | | | 
Chipley------------- | 20 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Seepage [1.00 
| | | | Depth to saturated zone |1.00 
| | | | Slope [0.08 
| | | | | 
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Table 12a.--Sanitary Facilities (Part 1)--Continued 


| | | 
Map symbol |Pct.| Septic tank absorption fields | Sewage Lagoon 
and soil name | of | 
[map | Rating class and | Value | Rating class and | Value 
[unit | limiting features | | limiting features 
| | | | | 
| | | | | 
94: | | | | | 
Albany-------------- | 33 |Severely limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
Garcon-------------- | 28 |Severely limited | |Very limited 
| | Flooding [1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage [1.00 
| | Restricted permeability |0.50 | Depth to saturated zone |1.00 
| | | | | 
Bibb---------------- | 26 |Severely limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage [1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
96: | | | | | 
Pelham-------------- | 87 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | | | Depth to saturated zone |1.00 
| | | | Slope [0.08 
| | | | | 
97: | | | | | 
Eunola-------------- | 45 |Severely limited | |Very limited 
| | Flooding |1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | Restricted permeability |0.50 | Depth to saturated zone |1.00 
| | | | | 
Garcon-------------- | 25 |Severely limited | |Very limited 
| | Flooding [1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage [1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
Ousley-------------- | 20 |Severely limited | |Very limited 
| | Ponding [1.00 | Ponding [1.00 
| | Flooding |1.00 | Flooding |1.00 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | | | | 
98: | | | | | 
Rutlege, | | | | | 
depressional------- | 50 |Severely limited | |Very limited 
| | Ponding [1.00 | Ponding [1.00 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
Plummer, | | | | | 
depressional------- | 38 |Severely limited | |Very limited 
| | Ponding [1.00 | Ponding [1.00 
| | Depth to saturated zone [1.00 | Seepage [1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
99: | | | | | 
Water--------------- [100 |Not rated | |Not rated 
| | | | | 
101: | | | | | 
Albany-------------- | 48 |Severely limited | |Very limited 
| | Depth to saturated zone |1.00 | Seepage |1.00 
| | | | Depth to saturated zone |1.00 
| | | | Slope 10.08 
| | | | | 
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Table 12a.--Sanitary Facilities (Part 1) --Continued 


| | | 
Map symbol |Pct.| Septic tank absorption fields | Sewage Lagoon 
and soil name | of | 
[map | Rating class and | Value | Rating class and | Value 
| unit | limiting features | | limiting features 
| | | | | 
| | | | | 
101: | | | | | 
Ocilla-------------- | 25 |Severely limited | |Very limited 
| | Depth to saturated zone |1.00 | Depth to saturated zone |1.00 
| | Restricted permeability [0.50 | Seepage |1.00 
| | | | Slope 10.08 
| | | | | 
Chipley------------- | 16 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Seepage [1.00 
| | | | Depth to saturated zone |1.00 
| | | | Slope 10.08 
| | | | | 
104: | | | | | 
Urban land---------- | 50 |Not rated | |Not rated 
| | | | | 
Orangeburg---------- | 20 |Moderately limited | |Very limited 
| | Restricted permeability [0.50 | Seepage |1.00 
| | | | Slope 10.32 
| | | | | 
Norfolk------------- | 18 |Slightly limited | |Somewhat limited | 
| | | | Seepage [0.50 
| | | | Slope 10.32 
| | | | | 
105: | | | | | 
Urban land---------- | 46 |Not rated | |Not rated 
| | | | | 
Orangeburg---------- | 25 |Moderately limited | |Very limited 
| | Restricted permeability |0.50 | Slope |1.00 
| | | | Seepage [0.50 
| | | | | 
Norfolk------------- | 17 |Slightly limited | |Very limited 
| | | | Slope |1.00 
| | | | Seepage [0.50 
| | | | | 
106: | | | | | 
Plummer ------------- | 49 |Severely limited | |Very limited 
| | Depth to saturated zone |1.00 | Seepage [1.00 
| | | | Depth to saturated zone |1.00 
| | | | | 
Leon---------------- | 19 |Severely limited | |Very limited 
| | Depth to saturated zone |1.00 | Depth to saturated zone ۵ 
| | Presence of spodic [0.50 | Seepage |1.00 
| | material | | 
| | | | | 
Sapelo-------------- | 18 |Severely limited | |Very limited 
| | Depth to saturated zone [1.00 | Seepage |1.00 
| | Presence of spodic [0.50 | Depth to saturated zone |1.00 
| | material | | 
| | | | | 
107: | | | | | 
Fuquay-------------- | 50 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope [0.08 
| | | | | 
Bonifay------------- | 38 |Slightly limited | |Very limited 
| | | | Seepage |1.00 
| | | | Slope 10.08 
| | | | | 
108: | | | | | 
Troup--------------- | 50 |Severely limited | |Very limited 
| | Slope [1.00 | Slope |1.00 
| | | | Seepage [1.00 
| | | | | 
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Table 12a.--Sanitary Facilities (Part 1) --Continued 


| | | 
Map symbol |Pct.| Septic tank absorption fields | Sewage Lagoon 
and soil name | of | 
[map | Rating class and | Value | Rating class and | Value 
| unit | limiting features | | limiting features 
| | | | | 
| | | | | 
108: | | | | | 
Lakeland------------ | 38 |Severely limited | |Very limited 
| | Slope [1.00 | Slope |1.00 
| | | | Seepage |1.00 
| | | | | 
109: | | | | | 
Dothan-------------- | 35 |Severely limited | |Very limited 
| | Slope [1.00 | Slope |1.00 
| | Depth to saturated zone [0.99 | Seepage [0.50 
| | Restricted permeability |0.50 | 
| | | | | 
Cowarts------------- | 28 |Severely limited | |Very limited 
| | Slope [1.00 | Slope |1.00 
| | Depth to saturated zone [0.99 | Seepage [0.28 
| | | | | 
Fuquay-------------- | 25 |Severely limited | |Very limited 
| | Slope [1.00 | Slope |1.00 
| | Restricted permeability |0.50 | Seepage |1.00 
| | | | | 
113: | | | | | 
Leefield------------ | 88 |Severely limited | |Very limited 
| | Depth to saturated zone |1.00 | Seepage |1.00 
| | Restricted permeability |0.50 | Depth to saturated zone |1.00 
| | | | Slope 10.08 
| | | | | 
115: | | | | | 
Faceville----------- | 85 |Moderately limited | |Somewhat limited | 
| | Restricted permeability |0.50 | Seepage [0.50 
| | | | Slope 10.32 
| | | | | 
116: | | | | | 
Faceville----------- | 85 |Moderately limited | |Very limited 
| | Restricted permeability |0.50 | Slope |1.00 
| | | | Seepage [0.50 
| | | | | 
117: | | | | | 
Cowarts------------- | 50 |Severely limited | |Very limited 
| | Slope [1.00 | Slope |1.00 
| | Depth to saturated zone [0.99 | Seepage [0.28 
| | | | | 
Hosford------------- | 30 |Severely limited | |Very limited 
| | Depth to saturated zone |1.00 | Slope 0 
۱ | Filtering capacity [1.00 | Seepage [1.00 
| | Slope |0.16 | Depth to saturated zone |1.00 
| | | | | 
118: | | | | | 
Cowarts------------- | 48 |Severely limited | |Very limited 
| | Slope [1.00 | Slope |1.00 
| | Depth to saturated zone [0.99 | Seepage [0.28 
| | | | | 
Nankin-------------- | 40 |Severely limited | |Very limited 
| | Slope [1.00 | Slope |1.00 
| | Restricted permeability [0.50 | Seepage [0.50 
| | | | | 
119: | | | | | 
Wahee--------------- | 55 |Severely limited | |Very limited 
| | Flooding [1.00 | Flooding |1.00 
| | Depth to saturated zone |1.00 | Depth to saturated zone |1.00 
| | Restricted permeability [0.50 | Seepage [0.50 
| | | | | 
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Table 12a.--Sanitary Facilities (Part 1)--Continued 


| | | 
Map symbol |Pct.| Septic tank absorption fields | Sewage Lagoon 
and soil name | of | 
[map | Rating class and | Value | Rating class and | Value 
| unit | limiting features | | limiting features 
| | | | | 
| | | | | 
119: | | | | | 
Ochlockonee--------- | 33 |Severely limited | |Very limited 
| | Flooding [1.00 | Flooding |1.00 
| | Depth to saturated zone [0.99 | Seepage |1.00 
| | Restricted permeability |0.50 | Depth to saturated zone |0.71 
| | | | | 
120: | | | | | 
Hardin Heights------ | 70 |Severely limited | |Very limited 
| | Depth to bedrock 1۱1.00 | Depth to hard bedrock |1.00 
| | Slope [1.00 | Slope |1.00 
| | Restricted permeability |0.50 | 
| | | | | 
Telogia------------- | 20 |Severely limited | |Very limited 
| Depth to saturated zone |1.00 | Depth to saturated zone |1.00 
| Depth to bedrock [1.00 | Slope |1.00 
| Restricted permeability |0.50 | Depth to hard bedrock [0.42 
| | | | 
| | | | 
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Table 12b.--Sanitary Facilities (Part 2) 


[The information in this table indicates the dominant soil condition but does not eliminate the need for 
onsite investigation. The numbers in the value columns range from 0.01 to 1.00. The larger the 


value, the greater the limitation. See text for further explanation of ratings in this table] 
| | | 
Map symbol |Pct.| Trench sanitary landfill| Area sanitary landfill | Daily cover for landfill 
and soil name | of | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
2: | | | | | | | 
Albany-------------- | 50 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Too sandy |1.00 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Too sandy |1.00 | Seepage |1.00 | Depth to [0.86 
| | | | | | saturated zone | 
| | | | | | | 
Blanton------------- | 38 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Too sandy 0 
۱ ۱ saturated zone | | saturated zone | | Seepage |1.00 
| | Too sandy |1.00 | Seepage |1.00 | 
| | | | | | | 
3: | | | | | | | 
Albany-------------- | 39 |Very limited | |Very limited | |Very limited 
| | Flooding |1.00 | Flooding 11.00 | Too sandy |1.00 
| | Depth to |1.00 | Depth to |1.00 | Seepage 0 
| | saturated zone | | saturated zone | | Depth to [0.86 
| | Too sandy |1.00 | Seepage |1.00 | saturated zone 
| | | | | | | 
Ousley-------------- | 30 |Very limited | |Very limited | |Very limited 
| | Flooding [1.00 | Flooding |1.00 | Ponding 0 
۱ | Depth to |1.00 | Ponding 11.00 | Too sandy |1.00 
| | saturated zone | | Depth to |1.00 | Seepage |1.00 
| | Ponding [1.00 | saturated zone | | Depth to [0.68 
| | Seepage, bottom |1.00 | Seepage 11.00 | saturated zone | 
| | layer ۱ | | | | 
| | Too sandy ۱1.00 | | | 
| | | | | | | 
Pelham-------------- | 16 |Very limited | |Very limited | |Very limited 
| | Flooding 11.00 | Flooding |1.00 | Depth to |1.00 
| | Depth to |1.00 | Depth to |1.00 | saturated zone 
| | saturated zone | | saturated zone | | Too sandy [1.00 
| | Too sandy |1.00 | Seepage [1.00 | 
| | | | | | | 
5: | | | | | | | 
Blanton------------- | 80 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Too sandy 0 
۱ ۱ saturated zone | | saturated zone | | 
| | Too sandy |1.00 | Seepage |1.00 | 
| | | | | | | 
6: | | | | | | | 
Blanton------------- | 85 |Very limited | |Very limited | |Very limited 
| | Depth to |1.00 | Depth to |1.00 | Too sandy |1.00 
| | saturated zone | | saturated zone | | 
| | Too sandy |1.00 | Seepage |1.00 | Seepage [1.00 
| | | | | | | 
9: | | | | | | | 
Bonifay------------- | 52 |Somewhat limited | |Very limited | |Very limited 
| | Too sandy [0.50 | Seepage |1.00 | Seepage 0 
۱ ۱ ۱ ۱ ۱ | Too sandy 10.50 
| | | | | | | 
Alpin--------------- | 38 |Very limited | |Very limited | |Very limited 
| | Too sandy |1.00 | Seepage [1.00 | Too sandy [1.00 
| | Seepage, bottom |1.00 | | | Seepage |1.00 
| | layer | | | | | 
| | | | | | | 
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Table 12b.--Sanitary Facilities (Part 2) --Continued 


| | | 
Map symbol |Pct.| Trench sanitary landfill| Area sanitary landfill | Daily cover for landfill 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
10: | | | | | | | 
Bonifay------------- | 40 |Somewhat limited | |Very limited | |Very limited | 
| | Too sandy [0.50 | Seepage [1.00 | Seepage [1.00 
| | | | | | Too sandy [0.50 
| | | | | | | 
Albany-------------- | 25 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to 11.00 | Too sandy 0 
۱ ۱ saturated zone | | saturated zone | | Seepage [1.00 
| | Too sandy [1.00 | Seepage [1.00 | Depth to [0.86 
| | | | | | saturated zone | 
| | | | | | | 
Centenary----------- | 20 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Too sandy [1.00 
| | saturated zone | | saturated zone | | Seepage |1.00 
| | Too sandy [1.00 | Seepage |1.00 | | 
| | Seepage, bottom |1.00 | | | | 
| | layer | | | | | 
| | | | | | | 
11: | | | | | | | 
Troup--------------- | 35 |Somewhat limited | |Very limited | |Very limited | 
| | Too sandy [0.50 | Seepage [1.00 | Seepage |1.00 
| | Slope [0.16 | Slope [0.16 | Too sandy [0.50 
| | | | | | Slope |0.16 
| | | | | | | 
Bonifay------------- | 30 |Somewhat limited | |Very limited | |Very limited | 
| | Too sandy [0.50 | Seepage [1.00 | Seepage |1.00 
| | Slope [0.16 | Slope [0.16 | Too sandy [0.50 
| | | | | | Slope [0.16 
| | | | | | | 
Fuquay-------------- | 25 |Somewhat limited | |Very limited | |Somewhat limited | 
| | Slope [0.16 | Seepage [1.00 | Slope 6 
| | | | Slope [0.16 | | 
| | | | | | | 
12: | | | | | | | 
Bonneau------------- | 32 |Very limited | |Very limited | |Not limited | 
| | Depth to [1.00 | Depth to [1.00 | | 
| | saturated zone | | saturated zone | | 
۱ ۱ | ۱ Seepage و‎ | | 
Leefield------------ | 29 |Very limited | |Very limited | |Somewhat limited | 
| | Depth to [1.00 | Depth to [1.00 | Depth to [0.86 
| | saturated zone | | saturated zone | | saturated zone | 
| | | | Seepage ور‎ | | 
Norfolk------------- | 27 |Very limited | |Very limited | [Not limited | 
| | Depth to |1.00 | Depth to |1.00 | | 
| | saturated zone | | saturated zone | | 
| | | | | | | 
14: | | | | | | | 
Cowarts------------- | 33 |Somewhat limited | |Not limited | |Not limited | 
| | Depth to 10.02 | | | | 
| | saturated zone | | | | 
| | | | | | | 
Dothan-------------- | 30 |Somewhat limited | |Not limited | |Not limited | 
| | Depth to 10.02 | | | | 
| | saturated zone | | | | 
| | | | | | | 
Fuquay-------------- | 28 |Not limited | |Very limited | |Not limited | 
| | | | Seepage Ra | | 
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Table 12b.--Sanitary Facilities (Part 2)--Continued 


| | | 
Map symbol |Pct.| Trench sanitary landfill| Area sanitary landfill | Daily cover for landfill 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
16: | | | | | | | 
Cowarts----------- | 48 |Somewhat limited | |Somewhat limited | |Somewhat limited | 
| | Slope [0.63 | Slope [0.63 | Slope [0.63 
| | Depth to 10.02 | | | | 
| | saturated zone | | | | 
| | | | | | | 
Nankin------------ | 40 |Somewhat limited | |Somewhat limited | |Somewhat limited | 
| | Slope [0.63 | Slope [0.63 | Slope [0.63 
| | | | | | | 
18: | | | | | | | 
Dothan------------ | 47 |Somewhat limited | |Not limited | |Not limited | 
| | Depth to 10.02 | | | | 
| | saturated zone | | | | 
| | | | | | | 
Fuquay------------ | 41 |Not limited | |Very limited | |Not limited | 
| | | | Seepage |1.00 | | 
| | | | | | | 
19: | | | | | | | 
Dothan------------ | 49 |Somewhat limited | |Not limited | |Not limited | 
| | Depth to [0.02 | | | | 
| | saturated zone | | | | 
| | | | | | | 
Fuquay------------ | 39 |Not limited | |Very limited | [Not limited | 
| | | | Seepage |1.00 | | 
| | | | | | | 
21: | | | | | | | 
Dothan------------ | 49 |Somewhat limited | |Somewhat limited | |Somewhat limited | 
| | Slope [0.63 | Slope [0.63 | Slope 10.63 
| | Depth to 10.02 | | | | 
| | saturated zone | | | | 
| | | | | | | 
Fuquay------------ | 20 |Somewhat limited | |Very limited | |Somewhat limited | 
| | Slope [0.63 | Seepage [1.00 | Slope [0.63 
| | | | Slope [0.63 | | 
| | | | | | | 
Cowarts----------- | 19 |Somewhat limited | |Somewhat limited | |Somewhat limited | 
| | Slope [0.63 | Slope [0.63 | Slope 10.63 
| | Depth to 10.02 | | | | 
| | saturated zone | | | | 
| | | | | | | 
23: | | | | | | | 
Fuquay------------ | 40 |Not limited | |Very limited | |Not limited | 
| | | | Seepage jie | | 
Lucy-------------- | 30 |Not limited | |Very limited | |Not limited | 
| | | | Seepage uns | | 
Orangeburg-------- | 20 |Not limited | |Not limited | [Not limited | 
| | | | | | | 
24: | | | | | | | 
Fuquay------------ | 55 |Somewhat limited | |Very limited | |Somewhat limited | 
| | Slope [0.16 | Seepage [1.00 | Slope [0.16 
| | | | Slope [0.16 | | 
| | | | | | | 
Bonifay----------- | 38 |Somewhat limited | |Very limited | |Very limited | 
| | Too sandy [0.50 | Seepage [1.00 | Seepage |1.00 
| | Slope [0.16 | Slope [0.16 | Too sandy [0.50 
| | | | | | Slope [0.16 
| | | | | | 
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Table 12b.--Sanitary Facilities (Part 2) --Continued 


| | | 
Map symbol |Pct.| Trench sanitary landfill| Area sanitary landfill | Daily cover for landfill 
and soil name | of | | 
[map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
27: | | | | | | | 
Goldsboro--------- | 87 |Very limited | |Very limited | |Somewhat limited | 
| | Depth to 1۱1.00 | Depth to [1.00 | Depth to [0.47 
| | saturated zone | | saturated zone | | saturated zone | 
| | | | | | | 
28: | | | | | | | 
Goldsboro--------- | 91 |Very limited | |Very limited | |Somewhat limited | 
| | Depth to [1.00 | Depth to [1.00 | Depth to [0.47 
| | saturated zone | | saturated zone | | saturated zone | 
| | | | | | | 
29: | | | | | | | 
Grady------------- | 85 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Ponding [1.00 | Ponding [1.00 
| | saturated zone | | Depth to [1.00 | Depth to [1.00 
| | Ponding |1.00 | saturated zone | | saturated zone | 
| | Too clayey 10.50 | | | Too clayey [0.50 
| | | | | | Hard to compact ۵٥ 
| | | | | | | 
30: | | | | | | | 
Lakeland---------- | 89 |Very limited | |Very limited | |Very limited | 
| | Seepage, bottom |1.00 | Seepage |1.00 | Too sandy |1.00 
| | layer | | | | Seepage |1.00 
| | Too sandy |1.00 | | | 
| | | | | | | 
31: | | | | | | | 
Lakeland---------- | 90 |Very limited | |Very limited | |Very limited | 
| | Seepage, bottom |1.00 | Seepage |1.00 | Too sandy |1.00 
| | layer | | Slope [0.16 | Seepage |1.00 
| | Too sandy |1.00 | | | Slope |0.16 
| | Slope [0.16 | | | | 
| | | | | | | 
32: | | | | | | | 
Leefield---------- | 44 |Very limited | |Very limited | |Somewhat limited | 
| | Depth to |1.00 | Depth to 1۱1.00 | Depth to 10.86 
| | saturated zone | | saturated zone | | saturated zone | 
| | | | Seepage 2 | | 
Bonifay----------- | 26 |Somewhat limited | |Very limited | |Very limited | 
| | Too sandy [0.50 | Seepage [1.00 | Seepage |1.00 
| | | | | | Too sandy [0.50 
| | | | | | | 
Dothan------------ | 23 |Somewhat limited | [Not limited | |Not limited | 
| | Depth to 10.02 | | | | 
| | saturated zone | | | | 
| | | | | | | 
33: | | | | | | | 
Leon-------------- | 48 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Depth to [1.00 
| | saturated zone | | saturated zone | | saturated zone | 
| | Too sandy [1.00 | Seepage [1.00 | Too sandy [1.00 
| | Seepage, bottom |1.00 | | | Seepage |1.00 
| | layer | | | | | 
| | | | | | | 
Chipley----------- | 42 |Very limited | |Very limited | |Very limited | 
| | Depth to 1۱1.00 | Depth to 11.00 | Too sandy |1.00 
| | saturated zone | | saturated zone | | Seepage 0 
۱ | Seepage, bottom |1.00 | Seepage [1.00 | Depth to 10.47 
| | layer | | | | saturated zone | 
| | Too sandy [1.00 | | | 
| | | | | | | 
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| | | 
Map symbol |Pct.| Trench sanitary landfill| Area sanitary landfill | Daily cover for landfill 
and soil name | of | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
35: | | | | | | | 
Lucy-------------- | 45 |Somewhat limited | |Very limited | |Somewhat limited | 
| | Slope [0.63 | Seepage [1.00 | Slope 10.63 
| | | | Slope [0.63 | | 
| | | | | | | 
Troup------------- | 42 |Somewhat limited | |Very limited | |Somewhat limited | 
| | Slope [0.63 | Seepage [1.00 | Slope 10.63 
| | Too sandy [0.50 | Slope [0.63 | Too sandy [0.50 
| | | | | | | 
36: | | | | | | | 
Lucy-------------- | 49 |Very limited | |Very limited | |Very limited | 
| | Too steep [1.00 | Too steep [1.00 | Too steep [1.00 
| | | | Seepage nix | | 
Orangeburg-------- | 21 |Very limited | |Very limited | |Very limited | 
| | Too steep [1.00 | Too steep [1.00 | Too steep [1.00 
| | | | | | | 
Cowarts----------- | 19 |Very limited | |Very limited | |Very limited | 
| | Too steep [1.00 | Too steep |1.00 | Too steep [1.00 
| | Depth to [0.02 | | | | 
| | saturated zone | | | | 
| | | | | | | 
40: | | | | | | | 
Cowarts----------- | 50 |Very limited | |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep [1.00 | Too steep [1.00 
| | Depth to [0.02 | | | | 
| | saturated zone | | | | 
| | | | | | | 
Dothan------------ | 25 |Very limited | |Very limited | |Very limited | 
| | Too steep [1.00 | Too steep |1.00 | Too steep [1.00 
| | Depth to [0.02 | | | | 
| | saturated zone | | | | 
| | | | | | | 
Fuquay------------ | 17 |Very limited | |Very limited | |Very limited | 
| | Too steep [1.00 | Too steep |1.00 | Too steep [1.00 
| | | | Seepage [1.00 | | 
| | | | | | | 
41: | | | | | | | 
Norfolk----------- | 89 |Very limited | |Very limited | |Not limited | 
| | Depth to 1۱1.00 | Depth to ۱1.00 | | 
| | saturated zone | | saturated zone | | 
| | | | | | | 
42: | | | | | | | 
Norfolk----------- | 89 |Very limited | |Very limited | |Not limited | 
| | Depth to [1.00 | Depth to |1.00 | | 
| | saturated zone | | saturated zone | | 
| | | | | | | 
43: | | | | | | | 
Ocilla------------ | 90 |Very limited | |Very limited | |Somewhat limited | 
| | Depth to [1.00 | Depth to [1.00 | Depth to [0.96 
| | saturated zone | | saturated zone | | saturated zone | 
| | | | Seepage |1.00 | | 
| | | | | | | 
45: | | | | | | | 
Orangeburg-------- | 91 |Not limited | |Not limited | [Not limited | 
| | | | | | | 
46: | | | | | | | 
Orangeburg-------- | 92 |Not limited | [Not limited | |Not limited | 
۱ ۱ ۱ ۱ ۱ ۱ 
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Table 12b.--Sanitary Facilities (Part 2) --Continued 


| | | 
Map symbol |Pct.| Trench sanitary landfill| Area sanitary landfill | Daily cover for landfill 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
47: | | | | | | | 
Orangeburg- ------- | 48 |Not limited | |Not limited | [Not limited | 
| | | | | | | 
Norfolk----------- | 19 |Very limited | |Very limited | [Not limited | 
| | Depth to [1.00 | Depth to |1.00 | | 
| | saturated zone | | saturated zone | | 
| | | | | | | 
Tifton------------ | 18 |Not limited | |Not limited | |Not limited | 
| | | | | | | 
48: | | | | | | | 
Fuquay------------ | 45 |Somewhat limited | |Very limited | |Somewhat limited | 
| | Slope [0.16 | Seepage [1.00 | Slope [0.16 
| | | | Slope [0.16 | | 
| | | | | | | 
Orangeburg-------- | 25 |Somewhat limited | |Somewhat limited | |Somewhat limited | 
| | Slope [0.16 | Slope [0.16 | Slope [0.16 
| | | | | | | 
Norfolk----------- | 21 |Very limited | |Very limited | |Somewhat limited | 
| | Depth to [1.00 | Depth to [1.00 | Slope [0.04 
| | saturated zone | | saturated zone | | 
| | Slope [0.04 | Slope 10.04 | | 
| | | | | | | 
49: | | | | | | | 
Orangeburg-------- | 50 |Not limited | [Not limited | [Not limited | 
| | | | | | | 
Norfolk----------- | 36 |Very limited | |Very limited | [Not limited | 
| | Depth to 1۱1.00 | Depth to |1.00 | | 
| | saturated zone | | saturated zone | | 
| | | | | | | 
51: | | | | | | | 
Plummer----------- | 85 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Depth to [1.00 
| | saturated zone | | saturated zone | | saturated zone | 
| | Too sandy [1.00 | Seepage |1.00 | Too sandy |1.00 
| | | | | | Seepage [1.00 
| | | | | | | 
52: | | | | | | | 
Rains------------- | 86 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone | 
| | Too clayey 10.50 | | | Too clayey [0.50 
| | | | | | | 
58: | | | | | | | 
Tifton------------ | 92 |Not limited | |Not limited | [Not limited | 
| | | | | | | 
59: | | | | | | | 
Troup------------- | 50 |Somewhat limited | |Very limited | |Very limited | 
| | Too sandy [0.50 | Seepage [1.00 | Seepage |1.00 
| | | | | | Too sandy [0.50 
| | | | | | | 
Lakeland---------- | 21 |Very limited | |Very limited | |Very limited | 
| | Seepage, bottom |1.00 | Seepage |1.00 | Too sandy |1.00 
| | layer | | | | Seepage |1.00 
| | Too sandy |1.00 | | | 
| | | | | | | 
Lucy-------------- | 16 |Not limited | |Very limited | [Not limited | 
| | | | Seepage |1.00 | | 
| | | | | | | 
60: | | | | | | | 
Troup------------- | 85 |Somewhat limited | |Very limited | |Somewhat limited | 
| | Slope [0.63 | Seepage [1.00 | Slope 10.63 
| | Too sandy [0.50 | Slope [0.63 | Too sandy [0.50 
| | | | | | | 
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| | | 
Map symbol |Pct.| Trench sanitary landfill| Area sanitary landfill | Daily cover for landfill 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
61: | | | | | | | 
Troup--------------- | 48 |Somewhat limited | |Very limited | |Very limited | 
| | Too sandy [0.50 | Seepage [1.00 | Seepage |1.00 
| | | | | | Too sandy [0.50 
| | | | | | | 
Nankin------------ | 37 |Not limited | |Not limited | |Not limited | 
| | | | | | | 
63: | | | | | | | 
Troup------------- | 50 |Very limited | |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep [1.00 | Too steep |1.00 
| | Too sandy [0.50 | Seepage [1.00 | Too sandy [0.50 
| | | | | | | 
Nankin------------ | 35 |Very limited | |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 | Too steep [1.00 
| | | | | | | 
65: | | | | | | | 
Udorthents-------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
66: | | | | | | | 
Pickney----------- | 32 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Flooding [1.00 | Depth to |1.00 
| | Depth to [1.00 | Depth to |1.00 | saturated zone | 
| | saturated zone | | saturated zone | | Too sandy [1.00 
| | Seepage, bottom |1.00 | Seepage |1.00 | Seepage [1.00 
| | layer | | | | | 
| | Too sandy |1.00 | | | 
| | | | | | | 
Dorovan----------- | 29 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Flooding [1.00 | Depth to |1.00 
| | Depth to |1.00 | Depth to |1.00 | saturated zone | 
| | saturated zone | | saturated zone | | Organic matter [1.00 
| | Seepage, bottom |1.00 | | | content | 
| | layer | | | | | 
| | Organic matter [1.00 | | | 
| | content | | | | | 
| | | | | | | 
Bibb-------------- | 25 |Very limited | |Very limited | |Very limited | 
| | Flooding |1.00 | Flooding [1.00 | Depth to [1.00 
| | Depth to [1.00 | Depth to |1.00 | saturated zone | 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Seepage, bottom |1.00 | Seepage |1.00 | Too sandy [0.50 
| | layer | | | | | 
| | Too sandy 10.50 | | | 
| | | | | | | 
69: | | | | | | | 
Lucy-------------- | 38 |Not limited | |Very limited | |Not limited | 
۱ | | | Seepage سو‎ | 
Bonifay----------- | 28 |Somewhat limited | |Very limited | |Very limited | 
| | Too sandy [0.50 | Seepage [1.00 | Seepage |1.00 
| | | | | | Too sandy [0.50 
| | | | | | | 
Orangeburg-------- | 22 |Not limited | [Not limited | [Not limited | 
| | | | | | | 
71: | | | | | | | 
Cowarts----------- | 45 |Somewhat limited | [Not limited | |Not limited | 
| | Depth to 10.02 | | | | 
| | saturated zone | | | | 
| | | | | | | 
Nankin------------ | 40 |Not limited | |Not limited | [Not limited | 
| | | | | | 
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| | | 
Map symbol |Pct.| Trench sanitary landfill| Area sanitary landfill | Daily cover for landfill 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
72: | | | | | | | 
Goldsboro----------- | 48 |Very limited | |Very limited | |Somewhat limited | 
| | Depth to 1۱1.00 | Depth to [1.00 | Depth to [0.47 
| | saturated zone | | saturated zone | | saturated zone | 
| | | | | | | 
Ocilla-------------- | 39 |Very limited | |Very limited | |Somewhat limited | 
| | Depth to [1.00 | Depth to [1.00 | Depth to 10.96 
| | saturated zone | | saturated zone | | saturated zone | 
| | | | Seepage |1.00 | | 
| | | | | | | 
73: | | | | | | | 
Norfolk------------- | 86 |Very limited | |Very limited | |Not limited | 
| | Depth to |1.00 | Depth to |1.00 | | 
| | saturated zone | | saturated zone | | 
| | | | | | | 
77: | | | | | | | 
Bonifay------------- | 49 |Somewhat limited | |Very limited | |Very limited | 
| | Too sandy [0.50 | Seepage [1.00 | Seepage |1.00 
| | | | | | Too sandy [0.50 
| | | | | | | 
Fuquay-------------- | 40 |Very limited | |Very limited | |Very limited | 
| | Too sandy [1.00 | Seepage [1.00 | Too sandy [1.00 
| | | | | | Seepage |1.00 
| | | | | | | 
78: | | | | | | | 
Chipley------------- | 35 |Very limited | |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 | Too sandy |1.00 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Seepage, bottom |1.00 | Seepage [1.00 | Depth to [0.47 
| | layer | | | | saturated zone | 
| | Too sandy [1.00 | | | 
| | | | | | | 
Leon---------------- | 30 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone | 
| | Too sandy [1.00 | Seepage |1.00 | Too sandy |1.00 
| | Seepage, bottom |1.00 | | | Seepage |1.00 
| | layer | | | | | 
| | | | | | | 
Foxworth------------ | 26 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to |1.00 | Too sandy |1.00 
| | saturated zone | | saturated zone | | 
| | Seepage, bottom |1.00 | Seepage |1.00 | Seepage |1.00 
| | layer | | | | | 
| | Too sandy |1.00 | | | 
| | | | | | | 
79: | | | | | | | 
Hurricane----------- | 50 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Too sandy [1.00 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Seepage, bottom |1.00 | Seepage 1۱1.00 | Depth to 10.24 
| | layer | | | | saturated zone | 
| | Too sandy |1.00 | | | 
| | | | | | | 
Chipley------------- | 41 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Too sandy [1.00 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Seepage, bottom |1.00 | Seepage |1.00 | Depth to [0.47 
| | layer | | | | saturated zone | 
| | Too sandy |1.00 | | | 
| | | | | | | 
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| | | 
Map symbol |Pct.| Trench sanitary landfill| Area sanitary landfill | Daily cover for landfill 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
80: | | | | | | | 
Foxworth------------ | 53 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Too sandy [1.00 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Seepage, bottom |1.00 | Seepage |1.00 | | 
| | layer | | | | | 
| | Too sandy |1.00 | | | 
| | | | | | | 
Lakeland------------ | 32 |Very limited | |Very limited | |Very limited | 
| | Seepage, bottom |1.00 | Seepage |1.00 | Too sandy |1.00 
| | layer | | | | Seepage |1.00 
| | Too sandy |1.00 | | | 
| | | | | | | 
82: | | | | | | | 
Chipley------------- | 46 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Too sandy [1.00 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Seepage, bottom |1.00 | Seepage |1.00 | Depth to 10.47 
| | layer | | | | saturated zone | 
| | Too sandy |1.00 | | | 
| | | | | | | 
Foxworth------------ | 40 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Too sandy [1.00 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Seepage, bottom |1.00 | Seepage |1.00 | | 
| | layer | | | | | 
| | Too sandy |1.00 | | | 
| | | | | | | 
83: | | | | | | | 
Foxworth------------ | 47 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to 11.00 | Too sandy |1.00 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Seepage, bottom |1.00 | Seepage [1.00 | Slope |0.16 
| | layer | | Slope [0.16 | | 
| | Too sandy |1.00 | | | 
| | Slope [0.16 | | | | 
| | | | | | | 
Lakeland------------ | 41 |Very limited | |Very limited | |Very limited | 
| | Seepage, bottom |1.00 | Seepage 11.00 | Too sandy |1.00 
| | layer | | Slope |0.16 | Seepage |1.00 
| | Too sandy |1.00 | | | Slope |0.16 
| | Slope [0.16 | | | | 
| | | | | | | 
85: | | | | | | | 
Bonifay------------- | 38 |Somewhat limited | |Very limited | |Very limited | 
| | Too sandy [0.50 | Seepage [1.00 | Seepage [1.00 
| | | | | | Too sandy [0.50 
| | | | | | | 
Leon---------------- | 27 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Depth to [1.00 
| | saturated zone | | saturated zone | | saturated zone | 
| | Too sandy [1.00 | Seepage 11.00 | Too sandy |1.00 
| | Seepage, bottom |1.00 | | | Seepage |1.00 
| | layer | | | | | 
| | | | | | | 
Chipley------------- | 25 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to |1.00 | Too sandy |1.00 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Seepage, bottom |1.00 | Seepage [1.00 | Depth to [0.47 
| | layer | | | | saturated zone | 
| | Too sandy |1.00 | | | 
۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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| | | 
Map symbol |Pct.| Trench sanitary landfill| Area sanitary landfill | Daily cover for landfill 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
86: | | | | | | | 
Leon---------------- | 31 |Very limited | |Very limited | |Very limited | 
| | Flooding 11.00 | Flooding [1.00 | Depth to |1.00 
| | Depth to |1.00 | Depth to |1.00 | saturated zone | 
| | saturated zone | | saturated zone | | Too sandy [1.00 
| | Too sandy [1.00 | Seepage [1.00 | Seepage [0.21 
| | Seepage, bottom |1.00 | | | | 
| | layer | | | | | 
| | | | | | | 
Clara--------------- | 30 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Flooding 1۱1.00 | Depth to |1.00 
| | Depth to [1.00 | Depth to |1.00 | saturated zone | 
| | saturated zone | | saturated zone | | Too sandy [1.00 
| | Seepage, bottom |1.00 | Seepage |1.00 | Seepage |1.00 
| | layer | | | | | 
| | Too sandy [1.00 | | | 
| | | | | | | 
Pickney------------- | 29 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Flooding 1۱1.00 | Depth to |1.00 
| | Depth to [1.00 | Depth to |1.00 | saturated zone | 
| | saturated zone | | saturated zone | | Too sandy [1.00 
| | Seepage, bottom |1.00 | Seepage |1.00 | Seepage |1.00 
| | layer | | | | | 
| | Too sandy |1.00 | | | 
| | | | | | | 
87: | | | | | | | 
Ousley-------------- | 35 |Very limited | |Very limited | |Very limited | 
| | Flooding 11.00 | Flooding |1.00 | Too sandy |1.00 
| | Depth to |1.00 | Depth to [1.00 | Seepage |1.00 
| | saturated zone | | saturated zone | | Depth to [0.68 
| | Seepage, bottom |1.00 | Seepage |1.00 | saturated zone | 
| | layer | | | | | 
| | Too sandy |1.00 | | | 
| | | | | | | 
Rutlege------------- | 30 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Flooding [1.00 | Ponding 0 
۱ | Depth to [1.00 | Ponding [1.00 | Depth to |1.00 
| | saturated zone | | Depth to |1.00 | saturated zone | 
| | Ponding |1.00 | saturated zone | | Too sandy [1.00 
| | Seepage, bottom |1.00 | Seepage [1.00 | Seepage |1.00 
| | layer | | | | | 
| | Too sandy |1.00 | | | 
| | | | | | | 
Pickney------------- | 26 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Flooding |1.00 | Ponding |1.00 
| | Depth to [1.00 | Ponding [1.00 | Depth to |1.00 
| | saturated zone | | Depth to |1.00 | saturated zone | 
| | Ponding |1.00 | saturated zone | | Too sandy [1.00 
| | Seepage, bottom |1.00 | Seepage [1.00 | Seepage |1.00 
| | layer | | | | | 
| | Too sandy [1.00 | | | 
| | | | | | | 
88: | | | | | | | 
Rutlege------------- | 38 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Flooding 1۱1.00 | Ponding |1.00 
| | Depth to [1.00 | Ponding [1.00 | Depth to [1.00 
| | saturated zone | | Depth to |1.00 | saturated zone | 
| | Ponding |1.00 | saturated zone | | Too sandy [1.00 
| | Seepage, bottom |1.00 | Seepage [1.00 | Seepage |1.00 
| | layer | | | | | 
| | Too sandy |1.00 | | | 
۱ ۱ ۱ ۱ | | | 
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| | | 
Map symbol |Pct.| Trench sanitary landfill| Area sanitary landfill | Daily cover for landfill 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
88: | | | | | | | 
Bibb---------------- | 27 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Flooding [1.00 | Depth to [1.00 
| | Depth to [1.00 | Depth to |1.00 | saturated zone | 
| | saturated zone | | saturated zone | | Seepage |1.00 
| | Seepage, bottom |1.00 | Seepage |1.00 | Too sandy [0.50 
| | layer | | | | | 
| | Too sandy 10.50 | | | 
| | | | | | | 
Surrency------------ | 25 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Flooding [1.00 | Depth to |1.00 
| | Depth to [1.00 | Depth to |1.00 | saturated zone | 
| | saturated zone | | saturated zone | | 
| | | | Seepage [1.00 | | 
| | | | | | | 
89: | | | | | | | 
Bibb---------------- | 40 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Flooding |1.00 | Depth to |1.00 
| | Depth to [1.00 | Depth to |1.00 | saturated zone | 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Seepage, bottom |1.00 | Seepage |1.00 | Too sandy [0.50 
| | layer | | | | | 
| | Too sandy 10.50 | | | 
| | | | | | | 
Rains--------------- | 25 |Very limited | |Very limited | |Very limited | 
| | Flooding |1.00 | Flooding [1.00 | Depth to [1.00 
| | Depth to 1۱1.00 | Depth to |1.00 | saturated zone | 
| | saturated zone | | saturated zone | | 
| | Too clayey 10.50 | | | 
| | | | | | | 
Garcon-------------- | 24 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Flooding |1.00 | Too sandy 0 
۱ | Depth to [1.00 | Depth to |1.00 | Seepage |1.00 
| | saturated zone | | saturated zone | | Depth to [0.68 
| | Seepage, bottom |1.00 | Seepage |1.00 | saturated zone | 
| | layer | | | | | 
| | Too sandy |1.00 | | | 
| | | | | | | 
90: | | | | | | | 
Hosford------------- | 50 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Depth to [1.00 
| | saturated zone | | saturated zone | | saturated zone | 
| | Seepage, bottom |1.00 | Seepage [1.00 | Too sandy |1.00 
| | layer | | | | Seepage |1.00 
| | Too sandy |1.00 | | | 
| | | | | | | 
Plummer------------- | 41 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Depth to [1.00 
| | saturated zone | | saturated zone | | saturated zone | 
| | Too sandy [1.00 | Seepage |1.00 | Too sandy |1.00 
| | | | | | Seepage [1.00 
| | | | | | | 
91: | | | | | | | 
Pits---------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
92: | | | | | | | 
Telogia------------- | 90 |Very limited | |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to 1۱1.00 | Hard to compact |1.00 
| | saturated zone | | saturated zone | | Depth to [0.68 
| | Depth to bedrock |1.00 | Depth to bedrock |0.42 | saturated zone | 
| | Too clayey 10.50 | | | Too clayey [0.50 
| | | | | | Depth to bedrock |0.42 
| | | | | | | 
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Table 12b.--Sanitary Facilities (Part 2) --Continued 


| | | 
Map symbol |Pct.| Trench sanitary landfill| Area sanitary landfill | Daily cover for landfill 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
93: | | | | | | | 
Foxworth------------ | 45 |Very limited | |Very limited | |Very limited | 
| | Depth to 1۱1.00 | Depth to 11.00 | Too sandy |1.00 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Seepage, bottom |1.00 | Seepage |1.00 | | 
| | layer | | | | | 
| | Too sandy ۱1.00 | | | 
| | | | | | | 
Blanton------------- | 24 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to |1.00 | Too sandy |1.00 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Too sandy [1.00 | Seepage |1.00 | | 
| | | | | | | 
Chipley------------- | 20 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Too sandy [1.00 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Seepage, bottom |1.00 | Seepage [1.00 | Depth to [0.47 
| | layer | | | | saturated zone | 
| | Too sandy |1.00 | | | 
| | | | | | | 
94: | | | | | | | 
Albany-------------- | 33 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Flooding |1.00 | Too sandy |1.00 
| | Depth to [1.00 | Depth to [1.00 | Seepage [1.00 
| | saturated zone | | saturated zone | | Depth to 10.86 
| | Too sandy [1.00 | Seepage |1.00 | saturated zone | 
| | | | | | | 
Garcon-------------- | 28 |Very limited | |Very limited | |Somewhat limited | 
| | Flooding [1.00 | Flooding |1.00 | Depth to [0.68 
| | Depth to |1.00 | Depth to |1.00 | saturated zone | 
| | saturated zone | | saturated zone | | 
| | Seepage, bottom |1.00 | Seepage |1.00 | | 
| | layer | | | | | 
| | | | | | | 
Bibb---------------- | 26 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Flooding |1.00 | Depth to |1.00 
| | Depth to |1.00 | Depth to 11.00 | saturated zone | 
| | saturated zone | | saturated zone | | 
| | Seepage, bottom |1.00 | Seepage |1.00 | | 
| | layer | | | | | 
| | | | | | | 
96: | | | | | | | 
Pelham-------------- | 87 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone | 
| | Too sandy [1.00 | Seepage |1.00 | Too sandy |1.00 
| | | | | | Seepage |1.00 
| | | | | | | 
97: | | | | | | | 
Eunola-------------- | 45 |Very limited | |Very limited | |Somewhat limited | 
| | Flooding [1.00 | Flooding 1۱1.00 | Depth to |0.86 
| | Depth to |1.00 | Depth to |1.00 | saturated zone | 
| | saturated zone | | saturated zone | | 
| | Seepage, bottom |1.00 | | | | 
| | layer | | | | | 
| | | | | | | 
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| | | 
Map symbol |Pct.| Trench sanitary landfill| Area sanitary landfill | Daily cover for landfill 
and soil name | of | | 
[map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
97: | | | | | | | 
Garcon-------------- | 25 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Flooding |1.00 | Too sandy 0 
| | Depth to [1.00 | Depth to [1.00 | Seepage |1.00 
| | saturated zone | | saturated zone | | Depth to [0.68 
| | Seepage, bottom |1.00 | Seepage |1.00 | saturated zone | 
| | layer | | | | | 
| | Too sandy |1.00 | | | 
| | | | | | | 
Ousley-------------- | 20 |Very limited | |Very limited | |Very limited | 
| | Flooding [1.00 | Flooding ۱1.00 | Ponding |1.00 
| | Depth to 1۱1.00 | Ponding |1.00 | Too sandy |1.00 
| | saturated zone | | Depth to [1.00 | Seepage |1.00 
| | Ponding |1.00 | saturated zone | | Depth to [0.68 
| | Seepage, bottom |1.00 | Seepage |1.00 | saturated zone | 
| | layer | | | | | 
| | Too sandy [1.00 | | | 
| | | | | | | 
98: | | | | | | | 
Rutlege, | | | | | | | 
depressional------- | 50 [Very limited | |Very limited | |Very limited | 
| | Depth to |1.00 | Ponding ۱1.00 | Ponding |1.00 
| | saturated zone | | Depth to [1.00 | Depth to [1.00 
| | Ponding |1.00 | saturated zone | | saturated zone | 
| | Seepage, bottom |1.00 | Seepage |1.00 | Too sandy 0 
۱ ۱ layer | | | | Seepage |1.00 
| | Too sandy |1.00 | | | 
| | | | | | | 
Plummer, | | | | | | | 
depressional------- | 38 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Ponding [1.00 | Ponding [1.00 
| | saturated zone | | Depth to [1.00 | Depth to [1.00 
| | Ponding |1.00 | saturated zone | | saturated zone | 
| | Too sandy [1.00 | Seepage |1.00 | Too sandy |1.00 
| | | | | | Seepage [1.00 
| | | | | | | 
99: | | | | | | | 
Water--------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
101: | | | | | | | 
Albany-------------- | 48 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to |1.00 | Too sandy [1.00 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Too sandy [1.00 | Seepage [1.00 | Depth to 10.86 
| | | | | | saturated zone | 
| | | | | | | 
Ocilla-------------- | 25 |Very limited | |Very limited | |Somewhat limited | 
| | Depth to [1.00 | Depth to [1.00 | Depth to [0.96 
| | saturated zone | | saturated zone | | saturated zone | 
| | Seepage on | ۱ 
Chipley------------- | 16 ۱۷۰۲۷ limited | |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 | Too sandy |1.00 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Seepage, bottom |1.00 | Seepage [1.00 | Depth to [0.47 
| | layer | | | | saturated zone | 
| | Too sandy |1.00 | | | 
| | | | | | | 
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Table 12b.--Sanitary Facilities (Part 2) --Continued 


| | | 
Map symbol |Pct.| Trench sanitary landfill| Area sanitary landfill | Daily cover for landfill 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
104: | | | | | | | 
Urban land---------- | 50 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 20 |Not limited | [Not limited | [Not limited | 
| | | | | | | 
Norfolk------------- | 18 |Very limited | |Very limited | [Not limited | 
| | Depth to [1.00 | Depth to |1.00 | | 
| | saturated zone | | saturated zone | | 
| | | | | | | 
105: | | | | | | | 
Urban land---------- | 46 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 25 |Not limited | |Not limited | [Not limited | 
| | | | | | | 
Norfolk------------- | 17 |Very limited | |Very limited | |Not limited | 
| | Depth to [1.00 | Depth to |1.00 | | 
| | saturated zone | | saturated zone | | 
| | | | | | | 
106: | | | | | | | 
Plummer ------------- | 49 |Very limited | |Very limited | |Very limited | 
| | Depth to |1.00 | Depth to |1.00 | Depth to |1.00 
| | saturated zone | | saturated zone | | saturated zone | 
| | Too sandy [1.00 | Seepage |1.00 | Too sandy |1.00 
| | | | | | Seepage a 
Leon---------------- | 19 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Depth to [1.00 
| | saturated zone | | saturated zone | | saturated zone | 
| | Too sandy [1.00 | Seepage |1.00 | Too sandy [1.00 
| | Seepage, bottom |1.00 | | | Seepage [0.21 
| | layer | | | | | 
| | | | | | | 
Sapelo-------------- | 18 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Too sandy [1.00 
| | saturated zone | | saturated zone | | Seepage [1.00 
| | Too sandy [1.00 | Seepage |1.00 | Depth to 10.99 
| | | | | | saturated zone | 
| | | | | | | 
107: | | | | | | | 
Fuquay-------------- | 50 |Very limited | |Very limited | |Very limited | 
| | Too sandy [1.00 | Seepage [1.00 | Too sandy [1.00 
| | | | | | | 
Bonifay------------- | 38 |Somewhat limited | |Very limited | |Very limited | 
| | Too sandy [0.50 | Seepage [1.00 | Seepage |1.00 
| | | | | | Too sandy [0.50 
| | | | | | | 
108: | | | | | | | 
Troup--------------- | 50 |Very limited | |Very limited | |Very limited | 
| | Too steep [1.00 | Too steep |1.00 | Too steep [1.00 
| | Too sandy [0.50 | Seepage [1.00 | Too sandy [0.50 
| | | | | | | 
Lakeland------------ | 38 |Very limited | |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 | Too steep [1.00 
| | Seepage, bottom |1.00 | Seepage |1.00 | Too sandy |1.00 
| | layer | | | | Seepage |1.00 
| | Too sandy |1.00 | | | 
| | | | | | | 
109: | | | | | | | 
Dothan-------------- | 35 |Very limited | |Very limited | |Very limited | 
| Too steep [1.00 | Too steep [1.00 | Too steep [1.00 
| Depth to 10.02 | | | | 
| | | | | | 
| | | | | | 


saturated zone 
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Table 12b.--Sanitary Facilities (Part 2)--Continued 


| | | 
Map symbol |Pct.| Trench sanitary landfill| Area sanitary landfill | Daily cover for landfill 
and soil name | of | | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
109: | | | | | | | 
Cowarts----------- | 28 |Very limited | |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 | Too steep [1.00 
| | Depth to 10.02 | | | | 
| | saturated zone | | | | 
| | | | | | | 
Fuquay------------ | 25 |Very limited | |Very limited | |Very limited | 
| | Too steep [1.00 | Too steep |1.00 | Too steep [1.00 
| | | | Seepage [1.00 | | 
| | | | | | | 
113: | | | | | | | 
Leefield---------- | 88 ۱۷۰۲۷ limited | |Very limited | |Somewhat limited | 
| | Depth to |1.00 | Depth to |1.00 | Depth to [0.86 
| | saturated zone | | saturated zone | | saturated zone | 
| | | | Seepage 11.00 | | 
| | | | | | | 
115: | | | | | | | 
Faceville--------- | 85 |Somewhat limited | [Not limited | |Not limited | 
| | Too clayey 10.50 | | | 
| | | | | | | 
116: | | | | | | | 
Faceville--------- | 85 |Somewhat limited | [Not limited | [Not limited | 
| | Too clayey 10.50 | | | 
| | | | | | | 
117: | | | | | | | 
Cowarts----------- | 50 |Very limited | |Very limited | |Very limited | 
| | Too steep 1۱1.00 | Too steep [1.00 | Too steep [1.00 
| | Depth to [0.02 | | | | 
| | saturated zone | | | | 
| | | | | | | 
Hosford----------- | 30 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to [1.00 | Depth to [1.00 
| | saturated zone | | saturated zone | | saturated zone | 
| | Seepage, bottom |1.00 | Seepage |1.00 | Too sandy |1.00 
| | layer | | Slope [0.16 | Seepage |1.00 
| | Too sandy |1.00 | | | Slope [0.16 
| | Slope [0.16 | | | | 
| | | | | | | 
118: | | | | | | | 
Cowarts----------- | 48 |Very limited | |Very limited | |Very limited | 
| | Too steep |1.00 | Too steep |1.00 | Too steep [1.00 
| | Depth to 10.02 | | | | 
| | saturated zone | | | | 
| | | | | | | 
Nankin------------ | 40 |Very limited | |Very limited | |Very limited | 
| | Too steep [1.00 | Too steep [1.00 | Too steep [1.00 
| | | | | | | 
119: | | | | | | | 
Wahee------------- | 55 |Very limited | |Very limited | |Somewhat limited | 
| | Flooding [1.00 | Flooding |1.00 | Depth to 10.86 
| | Depth to [1.00 | Depth to ۱1.00 | saturated zone | 
| | saturated zone | | saturated zone | | Too clayey [0.50 
| | Too clayey 10.50 | | | 
| | | | | | | 
Ochlockonee------- | 33 |Very limited | |Very limited | |Somewhat limited | 
| | Flooding [1.00 | Flooding |1.00 | Too sandy [0.50 
| | Depth to [1.00 | Depth to [1.00 | Seepage [0.50 
| | saturated zone | | saturated zone | | 
| | Seepage, bottom |1.00 | | | | 
| | layer | | | | | 
| | Too sandy 10.50 | | | 
۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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Table 12b.--Sanitary Facilities (Part 2) --Continued 


| | | 
Map symbol |Pct.| Trench sanitary landfill| Area sanitary landfill | Daily cover for landfill 
and soil name | of | 
|map | Rating class and |Value| Rating class and |Value| Rating class and |Value 
Junit| limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
120: | | | | | | | 

Hardin Heights------ | 70 |Very limited | |Very limited | |Very limited | 
| | Depth to bedrock [1.00 | Depth to bedrock |1.00 | Depth to bedrock |1.00 
| | Too clayey [1.00 | Too steep [1.00 | Too clayey [1.00 
| | Too steep |1.00 | | | Hard to compact |1.00 
| | | | | | Too steep [1.00 
| | | | | | | 

Telogia------------- | 20 |Very limited | |Very limited | |Very limited | 
| | Depth to [1.00 | Depth to 1۱1.00 | Hard to compact |1.00 
| | saturated zone | | saturated zone | | Depth to [0.68 
| | Depth to bedrock |1.00 | Depth to bedrock |0.42 | saturated zone | 
| | Too clayey 10.50 | | | Too clayey [0.50 
| | | | | | Depth to bedrock |0.42 
| | | | | | | 
| | | | | | | 


466 


Soil Survey of Gadsden County, Florida 


Table 13a.--Construction Materials (Part 1) 


[The information in this table indicates the dominant soil condition but does 


not eliminate the need for onsite investigation. The ratings given for 


the thickest layer are for the thickest layer above and excluding the 
bottom layer. The numbers in the value columns range from 0.00 to 0.99. 
The greater the value, the greater the likelihood that the bottom layer 
or thickest layer of the soil is a source of sand or gravel. See text for 
further explanation of ratings in this table] 


| | | 
Map symbol |Pct. | Potential source of | Potential source of 
and soil name | of | gravel | sand 
|map | | 
junit | Rating class | Value | Rating class | Value 
| | | | | 
| | | | | 
2: | | | | | 
Albany-------------- | 50 |Poor | | Fair 
| | Thickest layer [0.00 | Bottom layer [0.01 
| | Bottom layer [0.00 | Thickest layer [0.12 
| | | | | 
Blanton------------- | 38 |Poor | | Fair 
| | Thickest layer [0.00 | Bottom layer [0.03 
| | Bottom layer [0.00 | Thickest layer [0.20 
| | | | | 
3: | | | | | 
Albany-------------- | 39 |Poor | | Fair 
| | Bottom layer [0.00 | Bottom layer [0.01 
| | Thickest layer [0.00 | Thickest layer [0.12 
| | | | | 
Ousley-------------- | 30 |Poor | | Fair 
| | Bottom layer 10.00 | Thickest layer 7 
| | Thickest layer [0.00 | Bottom layer [0.82 
| | | | | 
Pelham-------------- | 16 |Poor | | Fair 
| | Thickest layer [0.00 | Bottom layer [0.03 
| | Bottom layer [0.00 | Thickest layer [0.37 
| | | | | 
5: | | | | | 
Blanton------------- | 80 |Poor | | Fair 
| | Bottom layer [0.00 | Bottom layer [0.03 
| | Thickest layer [0.00 | Thickest layer [0.20 
| | | | | 
6: | | | | | 
Blanton------------- | 85 |Poor | | Fair 
| | Bottom layer [0.00 | Bottom layer [0.03 
| | Thickest layer [0.00 | Thickest layer [0.20 
| | | | | 
9: | | | | | 
Bonifay------------- | 52 |Poor | | Fair 
| | Bottom layer [0.00 | Bottom layer [0.02 
| | Thickest layer [0.00 | Thickest layer [0.18 
| | | | | 
Alpin--------------- | 38 |Poor | | Fair 
| | Thickest layer [0.00 | Bottom layer [0.58 
| | Bottom layer [0.00 | Thickest layer [0.71 
| | | | | 
10: | | | | | 
Bonifay------------- | 40 |Poor | | Fair 
| | Thickest layer [0.00 | Bottom layer [0.02 
| | Bottom layer [0.00 | Thickest layer [0.18 
| | | | | 
Albany-------------- | 25 |Poor | | Fair 
| | Thickest layer [0.00 | Bottom layer [0.01 
| | Bottom layer [0.00 | Thickest layer [0.12 
| | | | | 
Centenary----------- | 20 |Poor | | Fair 
| | Bottom layer [0.00 | Bottom layer [0.10 
| | Thickest layer [0.00 | Thickest layer [0.71 
| | | | | 
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Table 13a.--Construction Materials (Part 1) --Continued 


| | | 
Map symbol |Pct. | Potential source of | Potential source of 
and soil name | of | gravel | sand 
|map | | 
| unit | Rating class | Value | Rating class | Value 
| | | | | 
| | | | | 
11: | | | | | 
Troup--------------- | 35 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.02 
| | Bottom layer [0.90 | Thickest layer 10.10 
l l l l l 
Bonifay------------- | 30 |Poor | [Fair 
| | Bottom layer |0.00 | Bottom layer 10.02 
| | Thickest layer |0.00 | Thickest layer 8 
| | | | | 
Fuquay-------------- | 25 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.01 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.52 
| | | | | 
12: | | | | | 
Bonneau------------- | 32 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.01 
| | Bottom layer 10.00 | Thickest layer 10.53 
| | | | | 
Leefield------------ | 29 |Poor | [Fair 
| | Thickest layer |0.00 | Bottom layer 10.02 
| | Bottom layer ۱٥١٥١ | Thickest layer 10.45 
| | | | | 
Norfolk------------- | 27 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.00 
| | Bottom layer 10.00 | Thickest layer 10.07 
| | | | | 
14: | | | | | 
Cowarts------------- | 33 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer 10.03 
| | Bottom layer [0.90 | Thickest layer 10.03 
l l l l | 
Dothan-------------- | 30 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.00 
| | Bottom layer [0.90 | Thickest layer 10.10 
| | | | | 
Fuquay-------------- | 28 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer |0.01 
| | Bottom layer ۱٥١٥١ | Thickest layer 10.52 
| | | | | 
16: | | | | | 
Cowarts------------- | 48 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer 10.03 
| | Bottom layer 10.00 | Thickest layer 10.03 
| | | | | 
Nankin-------------- | 49 |Poor | | Fair 
| | Thickest layer ۱٥١٥١ | Thickest layer 0 
| | Bottom layer |0.00 | Bottom layer 10.03 
| | | | | 
18: | | | | | 
Dothan-------------- | 47 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer |0.00 | Thickest layer 10.02 
l l l l l 
Fuquay-------------- | 41 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer |0.01 
| | Thickest layer |0.00 | Thickest layer 10.52 
| | | | | 
19: | | | | | 
Dothan-------------- | 49 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.10 
l l l l | 
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Table 13a.--Construction Materials (Part 1) --Continued 


| | | 
Map symbol |Pct. | Potential source of | Potential source of 
and soil name | of | gravel | sand 
|map | | 
| unit | Rating class | Value | Rating class | Value 
| | | | | 
| | | | | 
19: | | | | | 
Fuquay------------ | 39 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer [0.01 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.52 
| | | | | 
21: | | | | | 
Dothan------------ | 49 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.02 
| | | | | 
Fuquay------------ | 20 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer 10.01 
| | Bottom layer 10.00 | Thickest layer 10.52 
| | | | | 
Cowarts----------- | 19 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer 10.03 
| | Bottom layer |0.00 | Thickest layer 10.03 
l | | | | 
23: | | | | | 
Fuquay------------ | 49 |Poor | | Fair | 
| | Bottom layer |0.00 | Bottom layer 10.01 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.52 
| | | | | 
Lucy-------------- | 30 |Poor | | Fair | 
| | Bottom layer |0.00 | Bottom layer 10.04 
| | Thickest layer |0.00 | Thickest layer 0 
| | | | | 
Orangeburg-------- | 20 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.01 
| | Bottom layer [0.90 | Thickest layer 10.10 
l | | | | 
24: | | | | | 
Fuquay------------ | 55 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.01 
| | Bottom layer 10.00 | Thickest layer 10.52 
| | | | | 
Bonifay----------- | 38 |Poor | |Fair 
| | Bottom layer |0.00 | Bottom layer 10.02 
| | Thickest layer |0.00 | Thickest layer 10.18 
| | | | | 
27: | | | | | 
Goldsboro--------- | 87 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer ۱٥١٥١ | Thickest layer |0.10 
| | | | | 
28: | | | | | 
Goldsboro--------- | 91 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.00 
| | Bottom layer 10.00 | Thickest layer 10.10 
l | | | | 
29: | | | | | 
Grady------------- | 85 |Poor | | Poor | 
| | Thickest layer |0.00 | Bottom layer 10.00 
| | Bottom layer 10.00 | Thickest layer 10.00 
| | | | | 
30: | | | | | 
Lakeland---------- | 89 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.64 
| | Bottom layer 10.00 | Thickest layer 10.75 
۱ ۱ ۱ | | 
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Table 13a.--Construction Materials (Part 1) --Continued 


| | | 
Map symbol | Pct. | Potential source of | Potential source of 
and soil name | of | gravel | sand 
|map | | 
| unit | Rating class | Value | Rating class | Value 
| | | | | 
| | | | | 
31: | | | | | 
Lakeland------------ | 90 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.64 
| | Thickest layer |0.00 | Thickest layer 10.75 
| | | | | 
32: | | | | | 
Leefield------------ | 44 |Poor | |Fair 
| | Bottom layer |0.00 | Bottom layer 10.02 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.45 
| | | | | 
Bonifay------------- | 26 |Poor | [Fair | 
| | Thickest layer |0.00 | Bottom layer |0.02 
| | Bottom layer 10.00 | Thickest layer 10.18 
| | | | | 
Dothan-------------- | 23 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.02 
l l | | | 
33: | | | | | 
Leon- --------------- | 48 |Poor | | Fair | 
| | Bottom layer |0.00 | Bottom layer 10.44 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.64 
| | | | | 
Chipley------------- | 42 |Poor | | Fair 
| | Thickest layer ۱٥١٥١ | Thickest layer 9 
| | Bottom layer |0.00 | Bottom layer 10.64 
| | | | | 
35: | | | | | 
Lucy---------------- | 45 |Poor | | Fair | 
| | Bottom layer |0.00 | Bottom layer 10.04 
| | Thickest layer |0.00 | Thickest layer 10.10 
| | | | | 
Troup--------------- | 42 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.02 
| | Bottom layer [0.90 | Thickest layer |0.10 
| | | | | 
36: | | | | | 
Lucy---------------- | 49 |Poor | | Fair | 
| | Bottom layer |0.00 | Bottom layer 10.04 
| | Thickest layer |0.00 | Thickest layer 10.10 
l l l l | 
Orangeburg---------- | 21 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.01 
| | Bottom layer 10.00 | Thickest layer 10.10 
l l | | | 
Cowarts------------- | 19 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer 10.03 
| | Bottom layer 10.00 | Thickest layer 10.03 
l l | | | 
40: | | | | | 
Cowarts------------- | 50 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer 10.03 
| | Bottom layer ۱٥١٥١ | Thickest layer 10.03 
l l l | | 
Dothan-------------- | 25 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.00 
| | Bottom layer 10.00 | Thickest layer 10.02 
| | | | | 
Fuquay-------------- | 17 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer |0.01 
| | Bottom layer 10.00 | Thickest layer 10.52 
| | | | | 
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Table 13a.--Construction Materials (Part 1) --Continued 


| | | 
Map symbol |Pct. | Potential source of | Potential source of 
and soil name | of | gravel | sand 
|map | | 
| unit | Rating class | Value| Rating class | Value 
| | | | | 
| | | | | 
41: | | | | | 
Norfolk----------- | 89 |Poor | | Poor | 
| | Thickest layer |0.00 | Bottom layer 10.00 
| | Bottom layer 10.00 | Thickest layer 10.00 
l l l l l 
42: l | | | | 
Norfolk----------- | 89 |Poor | |Poor | 
| | Thickest layer |0.00 | Bottom layer 10.00 
| | Bottom layer 10.00 | Thickest layer 10.00 
| | | | | 
43: | | | | | 
Ocilla------------ | 90 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer |0.00 | Thickest layer 10.34 
| | | | | 
45: | | | | | 
Orangeburg-------- | 91 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.01 
| | Thickest layer ۱٥١٥١ | Thickest layer |0.10 
| | | | | 
46: | | | | | 
Orangeburg-------- | 92 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer [0.01 
| | Thickest layer ۱٥١٥١ | Thickest layer 0 
| | | | | 
47: | | | | | 
Orangeburg-------- | 48 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.01 
| | Thickest layer |0.00 | Thickest layer 10.10 
l | | | | 
Norfolk----------- | 19 |Poor | | Poor | 
| | Thickest layer |0.00 | Bottom layer 0 
| | Bottom layer 10.00 | Thickest layer 10.00 
l | | | | 
Tifton------------ | 18 |Poor | | Poor 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer |0.00 | Thickest layer 10.00 
| | | | | 
48: | | | | | 
Fuquay------------ | 45 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer |0.01 
| | Bottom layer 10.00 | Thickest layer 10.52 
| | | | | 
Orangeburg-------- | 25 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.01 
| | Thickest layer |0.00 | Thickest layer 10.10 
l l l l | 
Norfolk----------- | 21 |Poor | [Poor | 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer ۱٥١۵١ | Thickest layer 10.00 
l | | | | 
49: | | | | | 
Orangeburg-------- | 50 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.01 
| | Bottom layer 10.00 | Thickest layer 10.10 
| | | | | 
Norfolk----------- | 36 |Poor | [Fair 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer |0.00 | Thickest layer 10.07 
۱ l ۱ | | 
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Table 13a.--Construction Materials (Part 1) --Continued 


| | | 
Map symbol |Pct. | Potential source of | Potential source of 
and soil name | of | gravel | sand 
|map | | 
| unit | Rating class | Value | Rating class | Value 
| | | | | 
| | | | | 
51: | | | | | 
Plummer----------- | 85 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.02 
| | Bottom layer 10.00 | Thickest layer 10.38 
| | | | | 
52: | | | | | 
Rains------------- | 86 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.00 
| | Bottom layer |0.00 | Thickest layer 10.01 
| | | | | 
58: | | | | | 
Tifton------------ | 92 |Poor | | Poor 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.00 
| | Bottom layer |0.00 | Bottom layer 10.00 
l | | | | 
59: | | | | | 
Troup------------- | 50 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.02 
| | Thickest layer |0.00 | Thickest layer 10.10 
| | | | | 
Lakeland---------- | 21 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.64 
| | Thickest layer [0.90 | Thickest layer 10.75 
| | | | | 
Lucy-------------- | 16 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer 10.04 
| | Bottom layer 10.00 | Thickest layer 10.10 
| | | | | 
60: | | | | | 
Troup------------- | 85 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.02 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.10 
l l l l | 
61: | | | | | 
Troup------------- | 48 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.02 
| | Bottom layer 10.00 | Thickest layer 10.10 
l l l | | 
Nankin------------ | 37 |Poor | | Fair 
| | Thickest layer ۱٥١٥١ | Thickest layer 0 
| | Bottom layer |0.00 | Bottom layer 10.03 
l l | | | 
63: | | | | | 
Troup------------- | 50 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.02 
| | Thickest layer 10.00 | Thickest layer 10.10 
l | | | | 
Nankin------------ | 35 |Poor | | Fair 
| | Bottom layer ۱٥١۵١ | Thickest layer 10.00 
| | Thickest layer |0.00 | Bottom layer 10.03 
| | | | | 
65: | | | | | 
Udorthents-------- |100 [Not rated | [Not rated 
| | | | | 
66: | | | | | 
Pickney----------- | 32 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.45 
| | Thickest layer |0.00 | Thickest layer 10.47 
| | | | | 
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Table 13a.--Construction Materials (Part 1) --Continued 


| | | 
Map symbol |Pct. | Potential source of | Potential source of 
and soil name | of | gravel | sand 
|map | | 
| unit | Rating class | Value | Rating class | Value 
| | | | | 
| | | | | 
66: | | | | | 
Dorovan----------- | 29 |Poor | | Fair | 
| | Bottom layer 10.00 | Thickest layer 10.00 
| | Thickest layer |0.00 | Bottom layer 10.27 
l l l l l 
Bibb-------------- | 25 |Poor | | Fair | 
| | Bottom layer [0.90 | Thickest layer |0.11 
| | Thickest layer |0.00 | Bottom layer [0.45 
| | | | | 
69: | | | | | 
Lucy-------------- | 38 |Poor | | Fair | 
| | Bottom layer |0.00 | Bottom layer 10.04 
| | Thickest layer |0.00 | Thickest layer 10.10 
l | | | | 
Bonifay----------- | 28 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.02 
| | Thickest layer ۱٥١٥١ | Thickest layer 8 
| | | | | 
Orangeburg-------- | 22 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.01 
| | Thickest layer |0.00 | Thickest layer |0.10 
| | | | | 
71: | | | | | 
Cowarts----------- | 45 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer 10.03 
| | Bottom layer 10.00 | Thickest layer 10.03 
l l | | | 
Nankin------------ | 49 |Poor | | Fair 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.00 
| | Bottom layer |0.00 | Bottom layer 10.03 
| | | | | 
72: | | | | | 
Goldsboro--------- | 48 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer ۱٥١٥١ | Thickest layer |0.11 
| | | | | 
Ocilla------------ | 39 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.00 
| | Bottom layer 10.00 | Thickest layer 10.03 
| | | | | 
73: | | | | | 
Norfolk----------- | 86 |Poor | | Poor | 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.00 
l l l l l 
77: l l | | | 
Bonifay----------- | 49 |Poor | [Fair | 
| | Thickest layer |0.00 | Bottom layer 10.02 
| | Bottom layer 10.00 | Thickest layer 10.18 
l | | | | 
Fuquay------------ | 49 |Poor | | Fair | 
| | Bottom layer |0.00 | Bottom layer 10.01 
| | Thickest layer ۱٥١۵ | Thickest layer 10.52 
| | | | | 
78: | | | | | 
Chipley----------- | 35 |Poor | | Fair 
| | Bottom layer 10.00 | Thickest layer 10.59 
| | Thickest layer |0.00 | Bottom layer 10.64 
| | | | | 
Leon-------------- | 30 |Poor | | Fair | 
| | Bottom layer |0.00 | Bottom layer 10.44 
| | Thickest layer 10.00 | Thickest layer 10.64 
۱ ۱ ۱ | | 
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Table 13a.--Construction Materials (Part 1) --Continued 


| | | 
Map symbol | Pct. | Potential source of | Potential source of 
and soil name | of | gravel | sand 
|map | | 
| unit | Rating class | Value | Rating class | Value 
| | | | | 
| | | | | 
78: | | | | | 
Foxworth---------- | 26 |Poor | | Fair | 
| | Bottom layer |0.00 | Bottom layer 10.64 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.65 
| | | | | 
79: | | | | | 
Hurricane--------- | 50 |Poor | | Fair 
| | Bottom layer 10.00 | Thickest layer 10.64 
| | Thickest layer |0.00 | Bottom layer 10.90 
| | | | | 
Chipley----------- | 41 |Poor | | Fair | 
| | Bottom layer [0.90 | Thickest layer 10.59 
| | Thickest layer |0.00 | Bottom layer 10.64 
| | | | | 
80: | | | | | 
Foxworth---------- | 53 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer 10.64 
| | Bottom layer [0.90 | Thickest layer 10.65 
| | | | | 
Lakeland---------- | 32 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.64 
| | Bottom layer |0.00 | Thickest layer 10.75 
| | | | | 
82: | | | | | 
Chipley----------- | 46 |Poor | | Fair 
| | Thickest layer |0.00 | Thickest layer 10.59 
| | Bottom layer |0.00 | Bottom layer 10.64 
| | | | | 
Foxworth---------- | 40 |Poor | | Fair | 
| | Bottom layer |0.00 | Bottom layer 10.64 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.65 
| | | | | 
83: | | | | | 
Foxworth---------- | 47 |Poor | | Fair | 
| | Bottom layer |0.00 | Bottom layer 10.64 
| | Thickest layer |0.00 | Thickest layer 10.65 
| | | | | 
Lakeland---------- | 41 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.64 
| | Bottom layer 10.00 | Thickest layer 10.75 
| | | | | 
85: | | | | | 
Bonifay----------- | 38 |Poor | |Fair | 
| | Thickest layer |0.00 | Bottom layer 10.02 
| | Bottom layer 10.00 | Thickest layer 10.18 
l | | | | 
Leon-------------- | 27 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer 10.44 
| | Bottom layer 10.00 | Thickest layer 10.49 
| | | | | 
Chipley----------- | 25 |Poor | | Fair 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.59 
| | Bottom layer |0.00 | Bottom layer 10.64 
| | | | | 
86: | | | | | 
Leon-------------- | 31 |Poor | | Fair | 
| | Thickest layer |0.00 | Thickest layer 10.44 
| | Bottom layer |0.00 | Bottom layer 10.44 
| | | | | 
Clara------------- | 30 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer 10.39 
| | Bottom layer 10.00 | Thickest layer 10.39 
۱ ۱ ۱ ۱ 
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Table 13a.--Construction Materials (Part 1) --Continued 


| | | 
Map symbol |Pct. | Potential source of | Potential source of 
and soil name | of | gravel | sand 
[map | | 
| unit | Rating class | Value | Rating class | Value 
| | | | | 
| | | | | 
86: | | | | | 
Pickney------------- | 29 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.45 
| | Bottom layer 10.00 | Thickest layer 10.47 
| | | | | 
87: | | | | | 
Ousley-------------- | 35 |Poor | | Fair | 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.77 
| | Bottom layer |0.00 | Bottom layer 10.82 
| | | | | 
Rutlege------------- | 30 |Poor | | Fair 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.52 
| | Bottom layer |0.00 | Bottom layer 10.83 
l | | | | 
Pickney------------- | 26 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.45 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.47 
| | | | | 
88: | | | | | 
Rutlege------------- | 38 |Poor | | Fair 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.52 
| | Bottom layer |0.00 | Bottom layer 10.83 
| | | | | 
Bibb---------------- | 27 |Poor | | Fair | 
| | Thickest layer ۱٥١٥١ | Thickest layer |0.11 
| | Bottom layer |0.00 | Bottom layer 10.45 
l l l | | 
Surrency------------ | 25 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.01 
| | Thickest layer |0.00 | Thickest layer 10.33 
| | | | | 
89: | | | | | 
Bibb---------------- | 49 |Poor | | Fair | 
| | Bottom layer ۱٥١٥١ | Thickest layer [0.11 
| | Thickest layer |0.00 | Bottom layer 10.45 
| | | | | 
Rains--------------- | 25 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.00 
| | Bottom layer [0.90 | Thickest layer |0.01 
| | | | | 
Garcon-------------- | 24 |Poor | | Fair 
| | Bottom layer 10.00 | Thickest layer 10.25 
| | Thickest layer |0.00 | Bottom layer 10.35 
| | | | | 
90: | | | | | 
Hosford------------- | 50 |Poor | | Good | 
| | Thickest layer |0.00 | Bottom layer 10.98 
| | Bottom layer 10.00 | | 
| | | | | 
Plummer------------- | 41 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.04 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.38 
| | | | | 
91: | | | | | 
Pits---------------- ۱100 |Not rated | [Not rated 
| | | | | 
92: | | | | | 
Telogia------------- | 99 |Poor | | Poor 
| | Thickest layer |0.00 | Bottom layer 10.00 
| | Bottom layer 10.00 | Thickest layer 10.00 
l l l | | 
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Table 13a.--Construction Materials (Part 1) --Continued 


| | | 
Map symbol |Pct. | Potential source of | Potential source of 
and soil name | of | gravel | sand 
|map | | 
| unit | Rating class | Value | Rating class | Value 
| | | | | 
| | | | | 
93: | | | | | 
Foxworth------------ | 45 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer 10.64 
| | Bottom layer ۱٥١٥١ | Thickest layer 10.65 
| | | | | 
Blanton------------- | 24 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.03 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.20 
l l l l l 
Chipley------------- | 20 |Poor | | Fair 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.59 
| | Bottom layer |0.00 | Bottom layer 10.64 
| | | | | 
94: | | | | | 
Albany-------------- | 33 |Poor | | Fair | 
| | Bottom layer |0.00 | Bottom layer |0.01 
| | Thickest layer ۱٥١٥١ | Thickest layer |0.12 
| | | | | 
Garcon-------------- | 28 |Poor | | Fair 
| | Bottom layer 10.00 | Thickest layer 10.02 
| | Thickest layer |0.00 | Bottom layer 10.35 
| | | | | 
Bibb---------------- | 26 |Poor | | Fair | 
| | Bottom layer [0.90 | Thickest layer 10.03 
| | Thickest layer |0.00 | Bottom layer 10.45 
| | | | | 
96: | | | | | 
Pelham-------------- | 87 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.03 
| | Thickest layer ۱٥١٥١ | Thickest layer 7 
| | | | | 
97: | | | | | 
Eunola-------------- | 45 |Poor | | Fair 
| | Bottom layer 10.00 | Thickest layer 10.00 
| | Thickest layer |0.00 | Bottom layer 10.27 
| | | | | 
Garcon-------------- | 25 |Poor | | Fair 
| | Bottom layer 10.00 | Thickest layer 10.25 
| | Thickest layer |0.00 | Bottom layer 10.35 
| | | | | 
Ousley-------------- | 20 |Poor | | Fair 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.77 
| | Bottom layer |0.00 | Bottom layer 10.82 
| | | | | 
98: | | | | | 
Rutlege, | | | | | 
depressional------- | 50 |Poor | | Fair 
| | Thickest layer |0.00 | Thickest layer 10.52 
| | Bottom layer |0.00 | Bottom layer 10.83 
| | | | | 
Plummer, | | | | | 
depressional------- | 38 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.02 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.38 
| | | | | 
99: | | | | | 
Water--------------- ۱100 |Not rated | |Not rated 
| | | | 
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Table 13a.--Construction Materials (Part 1) --Continued 


| | | 
Map symbol |Pct. | Potential source of | Potential source of 
and soil name | of | gravel | sand 
|map | | 
| unit | Rating class | Value | Rating class | Value 
| | | | | 
| | | | | 
101: | | | | | 
Albany-------------- | 48 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer |0.01 
| | Bottom layer [0.90 | Thickest layer |0.12 
| | | | | 
Ocilla-------------- | 25 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.34 
| | | | | 
Chipley------------- | 16 |Poor | | Fair 
| | Thickest layer |0.00 | Thickest layer 10.59 
| | Bottom layer |0.00 | Bottom layer 10.64 
| | | | | 
104: | | | | | 
Urban land---------- | 50 [Not rated | [Not rated 
| | | | | 
Orangeburg---------- | 20 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.01 
| | Bottom layer |0.00 | Thickest layer 10.10 
| | | | | 
Norfolk------------- | 18 |Poor | |Fair 
| | Thickest layer |0.00 | Bottom layer 10.00 
| | Bottom layer [0.90 | Thickest layer 10.07 
| | | | | 
105: | | | | | 
Urban land---------- | 46 [Not rated | |Not rated 
| | | | | 
Orangeburg---------- | 25 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.01 
| | Thickest layer 10.00 | Thickest layer |0.10 
| | | | | 
Norfolk------------- | 17 |Poor | |Fair 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer |0.00 | Thickest layer 10.07 
l l | | | 
106: | | | | | 
Plummer ------------- | 49 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.02 
| | Bottom layer [0.90 | Thickest layer 10.38 
| | | | | 
Leon- --------------- | 19 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer 10.44 
| | Bottom layer 10.00 | Thickest layer 10.64 
| | | | | 
Sapelo-------------- | 18 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.08 
| | Bottom layer [0.90 | Thickest layer 10.47 
| | | | | 
107: | | | | | 
Fuquay-------------- | 50 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer |0.01 
| | Bottom layer 10.00 | Thickest layer 10.52 
| | | | | 
Bonifay------------- | 38 |Poor | |Fair 
| | Bottom layer |0.00 | Bottom layer |0.02 
| | Thickest layer |0.00 | Thickest layer 10.18 
l l l l | 
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Table 13a.--Construction Materials (Part 1) --Continued 


| | | 
Map symbol |Pct. | Potential source of | Potential source of 
and soil name | of | gravel | sand 
|map | | 
| unit | Rating class | Value | Rating class | Value 
| | | | | 
| | | | | 
108: | | | | | 
Troup------------- | 50 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.02 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.10 
l | | | | 
Lakeland---------- | 38 |Poor | | Fair 
| | Thickest layer |0.00 | Bottom layer 10.64 
| | Bottom layer 10.00 | Thickest layer 10.75 
| | | | | 
109: | | | | | 
Dothan------------ | 35 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer |0.00 | Thickest layer 10.10 
l | | | | 
Cowarts----------- | 28 [Poor | | Fair | 
| | Bottom layer |0.00 | Bottom layer 10.03 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.03 
l | | | | 
Fuquay------------ | 25 |Poor | | Fair | 
| | Bottom layer |0.00 | Bottom layer 10.01 
| | Thickest layer |0.00 | Thickest layer 10.52 
| | | | | 
113: | | | | | 
Leefield---------- | 88 |Poor | |Fair 
| | Thickest layer |0.00 | Bottom layer 10.02 
| | Bottom layer [0.90 | Thickest layer 10.45 
| | | | | 
115: | | | | | 
Faceville--------- | 85 |Poor | | Poor | 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer |0.00 | Thickest layer 10.00 
| | | | | 
116: | | | | | 
Faceville--------- | 85 |Poor | | Poor | 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.00 
l | | | | 
117: | | | | | 
Cowarts----------- | 50 |Poor | | Fair | 
| | Bottom layer |0.00 | Bottom layer 10.03 
| | Thickest layer ۱٥١٥١ | Thickest layer 10.03 
| | | | | 
Hosford----------- | 30 |Poor | | Good | 
| | Thickest layer |0.00 | Bottom layer 10.98 
| | Bottom layer 10.00 | 
| | | | | 
118: | | | | | 
Cowarts----------- | 48 |Poor | | Fair | 
| | Thickest layer |0.00 | Bottom layer 10.03 
| | Bottom layer [0.90 | Thickest layer 10.03 
l | | | | 
Nankin------------ | 49 |Poor | | Fair 
| | Thickest layer ۱٥١۵١ | Thickest layer 10.00 
| | Bottom layer |0.00 | Bottom layer 10.03 
۱ ۱ ۱ | 
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Table 13a.--Construction Materials (Part 1) --Continued 


| | | 
Map symbol | Pct. | Potential source of | Potential source of 
and soil name | of | gravel | sand 
|map | | 
| unit | Rating class | Value | Rating class | Value 
| | | | | 
| | | | | 
119: | | | | | 
Wahee--------------- | 55 |Poor | | Fair 
| | Bottom layer |0.00 | Bottom layer 10.00 
| | Thickest layer |0.00 | Thickest layer |0.01 
| | | | | 
Ochlockonee--------- | 33 |Poor | | Fair 
| | Bottom layer 10.00 | Thickest layer 10.09 
| | Thickest layer |0.00 | Bottom layer |0.11 
| | | | | 
120: | | | | | 
Hardin Heights------ | 79 |Poor | | Poor 
| | Thickest layer |0.00 | Bottom layer 10.00 
| | Bottom layer ۱٥١۵١ | Thickest layer 10.00 
l l l l l 
Telogia------------- | 20 |Poor | | Poor 
| Bottom layer |0.00 | Bottom layer 10.00 
| Thickest layer ۱٥١٥١ | Thickest layer 10.00 
| | | | 
| | | | 
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Table 13b.--Construction Materials (Part 2) 


[The information in this table indicates the dominant soil condition but does not eliminate the need for 
onsite investigation. The numbers in the value columns range from 0.00 to 0.99. The smaller the 
value, the greater the limitation. See text for further explanation of ratings in this table] 


| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
ļunit| Rating class and |Value| Rating class and [Value] Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
2: | | | | | | | 
Albany-------------- | 50 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.53 | Too sandy [0.00 
| | Wind erosion [0.00 | | | Depth to wetness |0.53 
| | Organic matter [0.18 | | | Too acid [0.92 
| | content low | | | | | 
| | Too acid [0.39 | | | 
| | Droughty 10.76 | | | 
| | | | | | | 
Blanton------------- | 38 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy [0.00 
| | Wind erosion 10.00 | | | Too acid [0.98 
| | Too acid [0.54 | | | 
| | | | | | | 
3: | | | | | | | 
Albany-------------- | 39 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.53 | Too sandy [0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.53 
| | Organic matter [0.18 | | | Too acid [0.92 
| | content low | | | | | 
| | Too acid 10.39 | | | 
| | Droughty 10.99 | | | 
| | | | | | | 
Ousley-------------- | 30 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.76 | Too sandy [0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.76 
| | Droughty [0.04 | | | Too acid [0.88 
| | Organic matter [0.12 | | | 
| | content low | | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
Pelham-------------- | 16 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy [0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.00 
| | Too acid [0.12 | | | Too acid [0.59 
| | Organic matter [0.50 | | | 
| | content low | | | | | 
| | | | | | | 
5: | | | | | | | 
Blanton------------- | 80 |Poor | | Good | | Poor 
| | Wind erosion 10.00 | | | Too sandy [0.00 
| | Too sandy 10.00 | | | Too acid [0.98 
| | Too acid [0.54 | | | 
| | | | | | | 
6: | | | | | | | 
Blanton------------- | 85 |Poor | | Good | | Poor 
| | Too sandy [0.00 | | | Too sandy [0.00 
| | Wind erosion [0.00 | | | Too acid [0.98 
| | Too acid [0.54 | | | 
| | | | | | | 
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Table 13b.--Construction Materials (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
9: | | | | | | | 
Bonifay------------- | 52 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | 
| | Organic matter 10.50 | | | 
| | content low | | | | 
| | Too acid 10.68 | | | 
| | | | | | | 
Alpin--------------- | 38 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | 
| | Organic matter 10.23 | | | 
| | content low | | | | 
| | Too acid 10.68 | | | 
| | Droughty 10.89 | | | 
| | | | | | | 
10: | | | | | | | 
Bonifay------------- | 40 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy 10.00 
| | Wind erosion 10.00 | | | 
| | Organic matter 10.50 | | | 
| | content low | | | | 
| | Too acid 10.68 | | | 
| | | | | | | 
Albany-------------- | 25 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.53 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.53 
| | Organic matter 10.18 | | | Too acid 10.92 
| | content low | | | | 
| | Too acid 10.39 | | | 
| | Droughty 10.76 | | | 
| | | | | | | 
Centenary----------- | 20 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Droughty 10.15 | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
11: | | | | | | | 
Troup--------------- | 35 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Slope |0.84 
| | Organic matter 10.12 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
Bonifay------------- | 30 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Slope |0.84 
| | Organic matter 10.50 | | | 
| | content low | | | | 
| | Too acid 10.68 | | | 
| | | | | | | 
Fuquay-------------- | 25 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy 10.00 
| | Wind erosion 10.00 | | | Slope |0.84 
| | Organic matter 10.05 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.54 | | | 
۱ ۱ | | | | | 
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Table 13b.--Construction Materials (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
۱ | | | | | | 
| | | | | | | 
12: | | | | | | | 
Bonneau------------- | 32 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Too acid |0.88 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
Leefield------------ | 29 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.53 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.53 
| | Organic matter 10.02 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.32 | | | 
| | | | | | | 
Norfolk------------- | 27 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too clayey 10.54 
| | Too acid 10.12 | | | Too acid 10.88 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too clayey 10.94 | | | 
| | | | | | | 
14: | | | | | | | 
Cowarts------------- | 33 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid |0.88 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.32 | | | 
| | | | | | | 
Dothan-------------- | 30 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.18 | | | 
| | content low | | | | 
| | Too acid 10.54 | | | 
۱ ۱ | | | | | 
Fuquay-------------- | 28 |Poor | | Good | | Poor 
| | Wind erosion 10.00 | | | Too sandy | 0.00 
| | Too sandy 10.00 | | | Too acid 10.98 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
16: | | | | | | | 
Cowarts------------- | 48 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Slope 10.37 
| | Organic matter |0.12 | | | Too acid |0.88 
| | content low | | | | 
| | Too acid 10.50 | | | 
۱ | | | | | | 
Nankin-------------- | 40 |Poor | | Good | | Poor 
| | Too clayey 10.00 | | | Too clayey | 0.00 
| | Organic matter 10.12 | | | Slope 10.37 
| | content low | | | | Too acid |0.88 
| | Too acid 10.50 | | | 
| | | | | | | 
18: | | | | | | | 
Dothan-------------- | 47 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.18 | | | 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
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Table 13b.--Construction Materials (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
18: | | | | | | | 
Fuquay-------------- | 41 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
19: | | | | | | | 
Dothan-------------- | 49 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.18 | | | 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
Fuquay-------------- | 39 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.05 | | | 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
21: | | | | | | | 
Dothan-------------- | 49 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Slope 10.37 
| | Organic matter 10.18 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
Fuquay-------------- | 20 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Slope 10.37 
| | Organic matter 10.05 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
Cowarts------------- | 19 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Slope 10.37 
| | Organic matter 10.12 | | | Too acid |0.88 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
23: | | | | | | | 
Fuquay-------------- | 40 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.05 | | | 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
Lucy---------------- | 30 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | 
| | Organic matter 10.02 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
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Table 13b.--Construction Materials (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
23: | | | | | | | 
Orangeburg---------- | 20 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid |0.88 
| | Organic matter 10.24 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
24: | | | | | | | 
Fuquay-------------- | 55 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Slope |0.84 
| | Organic matter 10.12 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
Bonifay------------- | 38 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Slope |0.84 
| | Organic matter 10.50 | | | 
| | content low | | | | 
| | Too acid 10.68 | | | 
| | | | | | | 
27: | | | | | | | 
Goldsboro----------- | 87 |Poor | | Fair | | Fair 
| | Wind erosion [0.00 | Depth to wetness |0.89 | Too acid 10.59 
| | Organic matter 10.02 | | | Depth to wetness |0.89 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
28: | | | | | | | 
Goldsboro----------- | 91 |Poor | | Fair | | Fair 
| | Wind erosion |0.00 | Depth to wetness |0.89 | Too acid 10.59 
| | Organic matter 10.02 | | | Depth to wetness |0.89 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
29: | | | | | | | 
Grady--------------- | 85 |Poor | | Poor | | Poor 
| | Too clayey [0.00 | Depth to wetness |0.00 | Depth to wetness |0.00 
| | Too acid |0.12 | Shrink-swell 10.89 | Too clayey | 0.00 
| | Organic matter 10.50 | | | Too acid 10.59 
| | content low | | | | 
| | | | | | | 
30: | | | | | | | 
Lakeland------------ | 89 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Droughty 10.28 | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
31: | | | | | | | 
Lakeland------------ | 90 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Slope |0.84 
| | Organic matter 10.12 | | | Too acid 10.98 
| | content low | | | | 
| | Droughty 10.28 | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
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Table 13b.--Construction Materials (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
۱ | | | | | | 
| | | | | | | 
32: | | | | | | | 
Leefield------------ | 44 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.53 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.53 
| | Organic matter 10.02 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
Bonifay------------- | 26 |Poor | | Good | | Poor 
| | Wind erosion 10.00 | | | Too sandy | 0.00 
| | Too sandy 10.00 | | | 
| | Organic matter 10.50 | | | 
| | content low | | | | 
| | Too acid 10.68 | | | 
| | | | | | | 
Dothan-------------- | 23 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.18 | | | 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
33: | | | | | | | 
Leon---------------- | 48 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.00 
| | Droughty 10.33 | | | Too acid 10.92 
| | Too acid 10.39 | | | 
| | Organic matter 10.88 | | | 
| | content low | | | | 
| | | | | | | 
Chipley------------- | 42 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.89 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.89 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | Droughty 10.81 | | | 
| | | | | | | 
35: | | | | | | | 
Lucy---------------- | 45 |Poor | | Good | | Poor 
| | Wind erosion 10.00 | | | Too sandy | 0.00 
| | Too sandy 10.00 | | | Slope 10.37 
| | Organic matter 10.02 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
Troup--------------- | 42 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Slope 10.37 
| | Organic matter 10.12 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
36: | | | | | | | 
Lucy---------------- | 49 |Poor | | Poor | | Poor 
| | Wind erosion [0.00 | Slope [0.00 | Slope | 0.00 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Organic matter 10.02 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
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Table 13b.--Construction Materials (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
36: | | | | | | | 
Orangeburg---------- | 21 |Poor | | Poor | | Poor 
| | Wind erosion [0.00 | Slope [0.00 | Slope | 0.00 
| | Organic matter 10.24 | | | Too acid |0.88 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
Cowarts------------- | 19 |Poor | | Poor | | Poor 
| | Wind erosion [0.00 | Slope [0.00 | Slope | 0.00 
| | Organic matter 10.12 | | | Too acid |0.88 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
40: | | | | | | | 
Cowarts------------- | 50 |Poor | | Poor | | Poor 
| | Wind erosion [0.00 | Slope [0.00 | Slope | 0.00 
| | Organic matter 10.12 | | | Too acid |0.88 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
Dothan-------------- | 25 |Poor | | Poor | | Poor 
| | Wind erosion [0.00 | Slope [0.00 | Slope | 0.00 
| | Organic matter 10.18 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
Fuquay-------------- | 17 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Slope [0.00 | Slope | 0.00 
| | Wind erosion 10.00 | | | Too sandy | 0.00 
| | Organic matter 10.05 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
41: | | | | | | | 
Norfolk------------- | 89 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too clayey 10.54 
| | Too acid 10.12 | | | Too acid 10.59 
| | Organic matter |0.12 | | | 
| | content low | | | | 
| | Too clayey 10.94 | | | 
| | | | | | | 
42: | | | | | | | 
Norfolk------------- | 89 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too clayey 10.54 
| | Too acid 10.12 | | | Too acid 10.59 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too clayey 10.94 | | | 
| | | | | | | 
43: | | | | | | | 
Ocilla-------------- | 90 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.29 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.29 
| | Organic matter 10.08 | | | Too acid |0.88 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
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Table 13b.--Construction Materials (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
45: | | | | | | | 
Orangeburg---------- | 91 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid |0.88 
| | Organic matter 10.24 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
46: | | | | | | | 
Orangeburg---------- | 92 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid |0.88 
| | Organic matter 10.24 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
47: | | | | | | | 
Orangeburg---------- | 48 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid |0.88 
| | Organic matter 10.24 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
Norfolk------------- | 19 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too clayey 10.54 
| | Too acid 10.12 | | | Too acid 10.59 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too clayey 10.94 | | | 
| | | | | | | 
Tifton-------------- | 18 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Rock fragments [0.45 
| | Organic matter 10.12 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
48: | | | | | | | 
Fuquay-------------- | 45 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Slope |0.84 
| | Organic matter 10.05 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
Orangeburg---------- | 25 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Slope |0.84 
| | Organic matter 10.24 | | | Too acid |0.88 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
Norfolk------------- | 21 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too clayey 10.54 
| | Too acid 10.12 | | | Too acid 10.59 
| | Organic matter 10.12 | | | Slope 10.96 
| | content low | | | | 
| | Too clayey 10.94 | | | 
| | | | | | | 
49: | | | | | | | 
Orangeburg---------- | 50 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid |0.88 
| | Organic matter 10.24 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
۱ ۱ | | | | | 
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Table 13b.--Construction Materials (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
۱ | | | | | | 
| | | | | | | 
49: | | | | | | | 
Norfolk------------- | 36 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid |0.88 
| | Too acid 10.12 | | | 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | | | | | | 
51: | | | | | | | 
Plummer------------- | 85 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.00 
| | Too acid ۱٥۰١12 | | | Too acid 10.59 
| | Organic matter 10.50 | | | 
| | content low | | | | 
| | | | | | | 
52: | | | | | | | 
Rains--------------- | 86 |Fair | | Poor | | Poor 
| | Too acid [0.50 | Depth to wetness |0.00 | Depth to wetness |0.00 
| | Organic matter 10.88 | | | Too acid 10.59 
| | content low | | | | 
۱ | | | | | | 
58: | | | | | | | 
Tifton-------------- | 92 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Rock fragments [0.45 
| | Organic matter 10.12 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
59: | | | | | | | 
Troup--------------- | 50 |Poor | | Good | | Poor 
| | Wind erosion 10.00 | | | Too sandy | 0.00 
| | Too sandy 10.00 | | | Too acid 10.98 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
Lakeland------------ | 21 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy 10.00 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Droughty 10.30 | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
Lucy---------------- | 16 |Poor | | Good | | Poor 
| | Wind erosion 10.00 | | | Too sandy 10.00 
| | Too sandy 10.00 | | | 
| | Organic matter 10.02 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
60: | | | | | | | 
Troup--------------- | 85 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Slope 10.37 
| | Organic matter 10.12 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
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Table 13b.--Construction Materials (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
61: | | | | | | | 
Troup--------------- | 48 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
Nankin-------------- | 37 |Poor | | Good | | Poor 
| | Too clayey 10.00 | | | Too clayey | 0.00 
| | Organic matter 10.12 | | | Too acid |0.88 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
63: | | | | | | | 
Troup--------------- | 50 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Slope [0.00 | Slope | 0.00 
| | Wind erosion 10.00 | | | Too sandy | 0.00 
| | Organic matter 10.12 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
Nankin-------------- | 35 |Poor | | Poor | | Poor 
| | Too clayey [0.00 | Slope [0.00 | Slope | 0.00 
| | Organic matter 10.12 | | | Too clayey | 0.00 
| | content low | | | | Too acid |0.88 
| | Too acid 10.50 | | | 
| | | | | | | 
65: | | | | | | | 
Udorthents---------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
66: | | | | | | | 
Pickney------------- | 32 |Poor | | Poor | | Poor 
| | Too sandy |0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Too acid 10.12 | | | Depth to wetness |0.00 
| | | | | | Too acid 10.59 
| | | | | | | 
Dorovan------------- | 29 |Poor | | Poor | | Poor 
| | Too acid [0.00 | Depth to wetness |0.00 | Depth to wetness |0.00 
| | | | | | Organic matter | 0.00 
| | | | | | content high | 
| | | | | | Too acid |0.12 
| | | | | | | 
Bibb---------------- | 25 |Fair | | Poor | | Poor 
| | Too acid |0.12 | Depth to wetness |0.00 | Depth to wetness |0.00 
| | Organic matter 10.88 | | | Rock fragments |0.12 
| | content low | | | | Too acid 10.59 
| | Water erosion 10.99 | | | 
| | | | | | | 
69: | | | | | | | 
Lucy---------------- | 38 |Poor | | Good | | Poor 
| | Wind erosion 10.00 | | | Too sandy | 0.00 
| | Too sandy 10.00 | | | 
| | Organic matter 10.02 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
69: | | | | | | | 
Bonifay------------- | 28 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | 
| | Organic matter 10.50 | | | 
| | content low | | | | 
| | Too acid 10.68 | | | 
| | | | | | | 
Orangeburg---------- | 22 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid |0.88 
| | Organic matter 10.24 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
71: | | | | | | | 
Cowarts------------- | 45 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid |0.88 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.32 | | | 
| | | | | | | 
Nankin-------------- | 40 |Poor | | Good | | Poor 
| | Too clayey 10.00 | | | Too clayey | 0.00 
| | Organic matter 10.12 | | | Too acid |0.88 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
72: | | | | | | | 
Goldsboro----------- | 48 |Poor | | Fair | | Fair 
| | Wind erosion [0.00 | Depth to wetness |0.89 | Too acid 10.59 
| | Organic matter 10.02 | | | Depth to wetness |0.89 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
Ocilla-------------- | 39 |Poor | | Fair | | Poor 
| | Too sandy |0.00 | Depth to wetness |0.29 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.29 
| | Organic matter 10.08 | | | Too acid |0.88 
| | content low | | | | 
| | Too acid 10.32 | | | 
| | | | | | | 
73: | | | | | | | 
Norfolk------------- | 86 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too clayey 10.54 
| | Too acid 10.12 | | | Too acid 10.59 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too clayey 10.94 | | | 
| | | | | | | 
77: | | | | | | | 
Bonifay------------- | 49 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | 
| | Organic matter 10.50 | | | 
| | content low | | | | 
| | Too acid 10.68 | | | 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
۱ | | | | | | 
| | | | | | | 
77: | | | | | | | 
Fuquay-------------- | 40 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
78: | | | | | | | 
Chipley------------- | 35 |Poor | | Fair | | Poor 
| | Wind erosion |0.00 | Depth to wetness |0.89 | Too sandy | 0.00 
| | Too sandy 10.00 | | | Depth to wetness |0.89 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | Droughty 10.77 | | | 
| | | | | | | 
Leon---------------- | 30 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.00 
| | Droughty 10.31 | | | Too acid 10.92 
| | Too acid 10.39 | | | 
| | Organic matter 10.88 | | | 
| | content low | | | | 
| | | | | | | 
Foxworth------------ | 26 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | Droughty 10.85 | | | 
| | | | | | | 
79: | | | | | | | 
Hurricane----------- | 50 |Poor | | Fair | | Poor 
| | Too sandy |0.00 | Depth to wetness |0.98 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Too acid |0.76 
| | Organic matter 10.08 | | | Depth to wetness 8 
| | content low | | | | 
| | Too acid 10.20 | | | 
| | Droughty 10.25 | | | 
| | | | | | | 
Chipley------------- | 41 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.89 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness 9 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | Droughty 10.80 | | | 
| | | | | | | 
80: | | | | | | | 
Foxworth------------ | 53 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | Droughty 7 .89 | | | 
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content low 


| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
|unit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
۱ | | | | | | 
| | | | | | | 
80: | | | | | | | 
Lakeland------------ | 32 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Droughty 10.33 | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
82: | | | | | | | 
Chipley------------- | 46 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.89 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.89 
| | Organic matter |0.12 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | Droughty 10.77 | | | 
| | | | | | | 
Foxworth------------ | 40 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | Droughty 16.99 | | | | 
| | | | | | | 
83: | | | | | | | 
Foxworth------------ | 47 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Slope |0.84 
| | Organic matter 10.12 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | Droughty 10.84 | | | 
| | | | | | | 
Lakeland------------ | 41 |Poor | | Good | | Poor 
| | Wind erosion 10.00 | | | Too sandy | 0.00 
| | Too sandy 10.00 | | | Slope |0.84 
| | Organic matter 10.12 | | | Too acid 10.98 
| | content low | | | | 
| | Droughty 10.28 | | | 
| | Too acid 10.54 | | | 
۱ | | | | | | 
85: | | | | | | | 
Bonifay------------- | 38 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | 
| | Organic matter 10.50 | | | 
| | content low | | | | 
| | Too acid 10.68 | | | 
| | | | | | | 
Leon---------------- | 27 |Poor | | Poor | | Poor 
| | Wind erosion [0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Too sandy 10.00 | | | Depth to wetness |0.00 
| | Too acid 10.39 | | | Too acid 10.92 
| | Droughty 10.69 | | | 
| | Organic matter 10.88 | | | 
| | | | | | | 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
۱ | | | | | | 
| | | | | | | 
85: | | | | | | | 
Chipley------------- | 25 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.89 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.89 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | Droughty 10.77 | | | 
| | | | | | | 
86: | | | | | | | 
Leon---------------- | 31 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.00 
| | Too acid 10.39 | | | Too acid 10.92 
| | Droughty 10.93 | | | 
| | | | | | | 
Clara--------------- | 30 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.00 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | | | | | | 
Pickney------------- | 29 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.00 
| | Too acid 10.50 | | | Too acid 10.59 
| | | | | | | 
87: | | | | | | | 
Ousley-------------- | 35 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.76 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.76 
| | Droughty 10.03 | | | Too acid |0.88 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
Rutlege------------- | 30 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Too acid 10.50 | | | Depth to wetness |0.00 
| | Organic matter 10.50 | | | Too acid 10.32 
| | content low | | | | 
| | Droughty 10.78 | | | 
| | | | | | | 
Pickney------------- | 26 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Too acid 10.50 | | | Depth to wetness |0.00 
| | | | | | Too acid 10.59 
| | | | | | | 
88: | | | | | | | 
Rutlege------------- | 38 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy 10.00 
| | Too acid 10.50 | | | Depth to wetness |0.00 
| | Organic matter 10.50 | | | Too acid 10.32 
| | content low | | | | 
| | Droughty 10.79 | | | 
| | | | | | | 
Bibb---------------- | 27 |Fair | | Poor | | Poor 
| | Too acid |0.12 | Depth to wetness |0.00 | Depth to wetness |0.00 
| | Organic matter 10.88 | | | Rock fragments |0.12 
| | content low | | | | Too acid 10.59 
| | Water erosion 10.99 | | | 
۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
88: | | | | | | | 
Surrency------------ | 25 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Too acid 10.50 | | | Depth to wetness |0.00 
| | Organic matter 10.50 | | | Too acid 10.32 
| | content low | | | | 
| | | | | | | 
89: | | | | | | | 
Bibb---------------- | 40 |Fair | | Poor | | Poor 
| | Too acid [0.12 | Depth to wetness |0.00 | Depth to wetness |0.00 
| | Organic matter 10.88 | | | Rock fragments |0.12 
| | content low | | | | Too acid 10.59 
| | Water erosion 10.99 | | | 
| | | | | | | 
Rains--------------- | 25 |Fair | | Poor | | Poor 
| | Too acid [0.50 | Depth to wetness |0.00 | Depth to wetness |0.00 
| | Organic matter 10.88 | | | Too acid 10.59 
| | content low | | | | 
| | | | | | | 
Garcon-------------- | 24 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.76 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.76 
| | Organic matter 10.12 | | | Too acid |0.88 
| | content low | | | | 
| | Too acid 10.32 | | | 
| | | | | | | 
90: | | | | | | | 
Hosford------------- | 50 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Depth to wetness |0.00 
| | Too acid 10.12 | | | Too sandy | 0.00 
| | | | | | Too acid 10.59 
| | | | | | | 
Plummer------------- | 41 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Too acid |0.12 | | | Depth to wetness |0.00 
| | Organic matter 10.50 | | | Too acid 10.59 
| | content low | | | | 
| | | | | | | 
91: | | | | | | | 
Pits---------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
92: | | | | | | | 
Telogia------------- | 90 |Fair | | Poor | | Fair 
| | Too clayey |0.12 | Low strength [0.00 | Too clayey 10.08 
| | Organic matter |0.50 | Shrink-swell |0.19 | Depth to wetness |0.76 
| | content low | | Depth to bedrock |0.58 | 
| | | | Depth to wetness |0.76 | 
| | | | | | | 
93: | | | | | | | 
Foxworth------------ | 45 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | Droughty ۳ .98 | | | 
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| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
93: | | | | | | | 
Blanton------------- | 24 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy 10.00 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Too acid 10.54 | | | 
| | | | | | | 
Chipley------------- | 20 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.89 | Too sandy 10.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.89 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | Droughty 10.79 | | | 
| | | | | | | 
94: | | | | | | | 
Albany-------------- | 33 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.53 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.53 
| | Organic matter 10.18 | | | Too acid 10.92 
| | content low | | | | 
| | Droughty 10.24 | | | 
| | Too acid 10.39 | | | 
| | | | | | | 
Garcon-------------- | 28 |Poor | | Fair | | Fair 
| | Wind erosion [0.00 | Depth to wetness |0.76 | Depth to wetness |0.76 
| | Too acid 10.32 | | | Too acid |0.88 
| | Organic matter 10.50 | | | 
| | content low | | | | 
| | | | | | | 
Bibb---------------- | 26 |Fair | | Poor | | Poor 
| | Too acid [0.12 | Depth to wetness |0.00 | Depth to wetness |0.00 
| | Organic matter 10.88 | | | Rock fragments |0.12 
| | content low | | | | Too acid 10.59 
| | Water erosion 10.99 | | | 
| | | | | | | 
96: | | | | | | | 
Pelham-------------- | 87 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.00 
| | Too acid 10.12 | | | Too acid 10.59 
| | Organic matter 10.50 | | | 
| | content low | | | | 
| | | | | | | 
97: | | | | | | | 
Eunola-------------- | 45 |Poor | | Fair | | Fair 
| | Wind erosion [0.00 | Depth to wetness |0.53 | Depth to wetness |0.53 
| | Organic matter 10.12 | | | Too acid |0.88 
| | content low | | | | 
| | Too acid 10.32 | | | 
| | | | | | | 
Garcon-------------- | 25 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.76 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.76 
| | Organic matter 10.12 | | | Too acid |0.88 
| | content low | | | | 
| | Too acid 10.32 | | | 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
97: | | | | | | | 
Ousley-------------- | 20 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.76 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.76 
| | Droughty 10.05 | | | Too acid 10.88 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
98: | | | | | | | 
Rutlege, | | | | | | | 
depressional------- | 50 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Too acid 10.50 | | | Depth to wetness |0.00 
| | Organic matter 10.50 | | | Too acid |0.32 
| | content low | | | | 
| | Droughty 10.79 | | | 
| | | | | | | 
Plummer, | | | | | | | 
depressional------- | 38 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Depth to wetness |0.00 
| | Too acid 10.12 | | | Too sandy | 0.00 
| | Organic matter 10.50 | | | Too acid 10.59 
| | content low | | | | 
| | | | | | | 
99: | | | | | | | 
Water--------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
101: | | | | | | | 
Albany-------------- | 48 |Poor | | Fair | | Poor 
| | Wind erosion [0.00 | Depth to wetness |0.53 | Too sandy 10.00 
| | Too sandy 10.00 | | | Depth to wetness |0.53 
| | Organic matter 10.18 | | | Too acid 10.92 
| | content low | | | | 
| | Too acid 10.39 | | | 
| | Droughty 10.54 | | | 
| | | | | | | 
Ocilla-------------- | 25 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.29 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.29 
| | Too acid 10.32 | | | Too acid |0.88 
| | Organic matter 10.50 | | | 
| | content low | | | | 
| | | | | | | 
Chipley------------- | 16 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness [0.89 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness 9 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | Droughty 10.77 | | | 
| | | | | | | 
104: | | | | | | | 
Urban land---------- | 50 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 20 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid |0.88 
| | Organic matter 10.24 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
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| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
104: | | | | | | | 
Norfolk------------- | 18 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid |0.88 
| | Too acid 10.12 | | | 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | | | | | | 
105: | | | | | | | 
Urban land---------- | 46 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 25 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid |0.88 
| | Organic matter 10.24 | | | 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
Norfolk------------- | 17 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too acid |0.88 
| | Too acid 10.12 | | | 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | | | | | | 
106: | | | | | | | 
Plummer------------- | 49 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.00 
| | Too acid 10.12 | | | Too acid 10.59 
| | Organic matter 10.50 | | | 
| | content low | | | | 
| | | | | | | 
Leon---------------- | 19 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.00 
| | Too acid 10.39 | | | Too acid 10.92 
| | Droughty 10.77 | | | 
| | | | | | | 
Sapelo-------------- | 18 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.14 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.14 
| | Organic matter 10.02 | | | Too acid 10.59 
| | content low | | | | 
| | Too acid 10.12 | | | 
| | | | | | | 
107: | | | | | | | 
Fuquay-------------- | 50 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Too acid 10.98 
| | Organic matter ۱٥۰١12 | | | 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
Bonifay------------- | 38 |Poor | | Good | | Poor 
| | Too sandy 10.00 | | | Too sandy | 0.00 
| | Wind erosion 10.00 | | | 
| | Organic matter 10.50 | | | 
| | content low | | | | 
| | Too acid 10.68 | | | 
۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
108: | | | | | | | 
Troup--------------- | 50 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Slope [0.00 | Slope | 0.00 
| | Wind erosion 10.00 | | | Too sandy | 0.00 
| | Organic matter 10.12 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
Lakeland------------ | 38 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Slope [0.00 | Slope | 0.00 
| | Wind erosion 10.00 | | | Too sandy | 0.00 
| | Organic matter 10.12 | | | Too acid 10.98 
| | content low | | | | 
| | Droughty [0.27 | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
109: | | | | | | | 
Dothan-------------- | 35 |Poor | | Poor | | Poor 
| | Wind erosion [0.00 | Slope [0.00 | Slope | 0.00 
| | Organic matter 10.18 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
Cowarts------------- | 28 |Poor | | Poor | | Poor 
| | Wind erosion [0.00 | Slope [0.00 | Slope | 0.00 
| | Organic matter 10.12 | | | Too acid |0.88 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
Fuquay-------------- | 25 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Slope [0.00 | Slope | 0.00 
| | Wind erosion 10.00 | | | Too sandy | 0.00 
| | Organic matter 10.05 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.54 | | | 
| | | | | | | 
113: | | | | | | | 
Leefield------------ | 88 |Poor | | Fair | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.53 | Too sandy | 0.00 
| | Wind erosion 10.00 | | | Depth to wetness |0.53 
| | Organic matter 10.02 | | | Too acid 10.98 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
115: | | | | | | | 
Faceville----------- | 85 |Poor | | Fair | | Poor 
| | Wind erosion [0.00 | Low strength |0.10 | Too clayey | 0.00 
| | Too clayey 10.00 | | | Too acid 10.98 
| | Organic matter 10.02 | | | 
| | content low | | | | 
| | Too acid 10.32 | | | 
| | Water erosion 10.99 | | | 
| | | | | | | 
116: | | | | | | | 
Faceville----------- | 85 |Poor | | Fair | | Poor 
| | Wind erosion [0.00 | Low strength |0.10 | Too clayey | 0.00 
| | Too clayey 10.00 | | | Too acid 10.98 
| | Organic matter 10.02 | | | 
| | content low | | | | 
| | Too acid 10.32 | | | 
| | Water erosion 10.99 | | | 
| | | | | | | 
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Table 13b.--Construction Materials (Part 2) --Continued 


| | | | 
Map symbol |Pct. | Potential source of | Potential source of | Potential source of 
and soil name | of | reclamation material | roadfill | topsoil 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
117: | | | | | | | 
Cowarts------------- | 50 |Poor | | Good | | Poor 
| | Wind erosion 10.00 | | | Slope | 0.00 
| | Organic matter 10.12 | | | Too acid |0.88 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
Hosford------------- | 30 |Poor | | Poor | | Poor 
| | Too sandy [0.00 | Depth to wetness |0.00 | Too sandy | 0.00 
| | Too acid 10.12 | | | Depth to wetness |0.00 
| | | | | | Too acid 10.59 
| | | | | | Slope 10.84 
| | | | | | | 
118: | | | | | | | 
Cowarts------------- | 48 |Poor | | Fair | | Poor 
| | Wind erosion [0.00 | Slope [0.50 | Slope | 0.00 
| | Organic matter 10.12 | | | Too acid |0.88 
| | content low | | | | 
| | Too acid 10.50 | | | 
| | | | | | | 
Nankin-------------- | 40 |Poor | | Fair | | Poor 
| | Too clayey [0.00 | Slope [0.50 | Slope | 0.00 
| | Organic matter 10.12 | | | Too clayey | 0.00 
| | content low | | | | Too acid |0.88 
| | Too acid 10.50 | | | 
| | | | | | | 
119: | | | | | | | 
Wahee--------------- | 55 |Fair | | Poor | | Fair 
| | Too clayey |0.12 | Low strength ۱٥١٥١ | Too clayey 10.07 
| | Organic matter [0.12 | Depth to wetness |0.53 | Depth to wetness |0.53 
| | content low | | Shrink-swell [0.91 | Too acid 10.59 
| | Too acid 10.50 | | | 
| | | | | | | 
Ochlockonee--------- | 33 |Poor | | Good | | Fair 
| | Wind erosion 10.00 | | | Too sandy 2 
۱ | Too sandy 10.12 | | | Too acid |0.88 
| | Organic matter 10.12 | | | 
| | content low | | | | 
| | Too acid 10.32 | | | 
| | | | | | | 
120: | | | | | | | 
Hardin Heights------ | 70 |Poor | | Poor | | Poor 
| | Depth to bedrock |0.00 | Depth to bedrock |0.00 | Slope | 0.00 
| | Droughty [0.05 | Low strength [0.00 | Depth to bedrock 0 
| | | | Slope 10.00 | 
| | | | Shrink-swell |0.12 | 
| | | | | | | 
Telogia------------- | 20 |Fair | | Poor | | Fair 
| | Too clayey |0.12 | Low strength ۱٥١٥١ | Too clayey |0.08 
| | Organic matter [0.50 | Shrink-swell [0.28 | Depth to wetness |0.76 
| | content low | | Depth to bedrock |0.58 | 
| | | | Depth to wetness |0.76 | 
| | | | | | | 
| | | | | | | 
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Table 14.--Water Management 


[The information in this table indicates the dominant soil condition but does not eliminate the need for 
onsite investigation. The numbers in the value columns range from 0.01 to 1.00. The larger the 


value, the greater the limitation. See text for further explanation of ratings in this table] 
| | | | 
Map symbol |Pct.| Pond reservoir areas | Embankments, dikes, and | Aquifer -fed 
and soil name | of | | levees | excavated ponds 
[map | | | 
[|unit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
2: | | | | | | | 
Albany-------------- | 50 |Very limited | |Very limited | |Very limited | 
| | Seepage [1.00 | Seepage [1.00 | Cutbanks cave [1.00 
| | | | Depth to [0.99 | Depth to [0.01 
| | | | saturated zone | | saturated zone | 
| | | | | | | 
Blanton------------- | 38 |Very limited | |Very limited | |Very limited | 
| | Seepage [1.00 | Seepage [1.00 | Cutbanks cave [1.00 
| | | | | | Depth to [0.99 
| | | | | | saturated zone | 
| | | | | | Slow refill [0.46 
| | | | | | | 
3: | | | | | | | 
Albany-------------- | 39 |Very limited | |Very limited | |Very limited | 
| | Seepage |1.00 | Seepage [1.00 | Cutbanks cave [1.00 
| | | | Depth to [0.99 | Depth to [0.01 
| | | | saturated zone | | saturated zone | 
| | | | | | | 
Ousley-------------- | 30 |Very limited | |Very limited | |Very limited | 
| | Seepage [1.00 | Ponding [1.00 | Cutbanks cave [1.00 
| | | | Seepage 1۱1.00 | Depth to [0.02 
| | | | Depth to 10.95 | saturated zone | 
| | | | saturated zone | | 
| | | | | | | 
Pelham-------------- | 16 |Very limited | |Very limited | |Very limited | 
| | Seepage 1۱1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
١ | | | Seepage [0.89 | | 
| | | | | | | 
5: | | | | | | | 
Blanton------------- | 80 |Very limited | |Very limited | |Very limited | 
| | Seepage [1.00 | Seepage [1.00 | Cutbanks cave [1.00 
| | | | | | Depth to [0.99 
| | | | | | saturated zone | 
| | | | | | Slow refill [0.46 
| | | | | | | 
6: | | | | | | | 
Blanton------------- | 85 |Very limited | |Very limited | |Very limited | 
| | Seepage |1.00 | Seepage [1.00 | Cutbanks cave [1.00 
| | Slope [0.68 | | | Depth to [0.99 
| | | | | | saturated zone | 
| | | | | | Slow refill [0.46 
| | | | | | | 
9: | | | | | | | 
Bonifay------------- | 52 |Very limited | |Very limited | |Very limited | 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | | | | | | 
Alpin--------------- | 38 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | | | | | | 
10: | | | | | | | 
Bonifay------------- | 40 |Very limited | |Very limited | |Very limited | 
| | Seepage [1.00 | Seepage |1.00 | Depth to water |1.00 
| | | | | | 
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Table 14.--Water Management - -Continued 


| | | | 
Map symbol |Pct.| Pond reservoir areas | Embankments, dikes, and | Aquifer - fed 
and soil name | of | | levees | excavated ponds 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
10: | | | | | | | 
Albany-------------- | 25 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | Depth to |0.99 | Depth to |0.01 
| | | | saturated zone | | saturated zone | 
| | | | | | | 
Centenary----------- | 20 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | | | Depth to 10.90 
| | | | | | saturated zone | 
| | | | | | | 
11: | | | | | | | 
Troup--------------- | 35 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [1.00 | | | | 
| | | | | | | 
Bonifay------------- | 30 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope 11.00 | | | 
| | | | | | | 
Fuquay-------------- | 25 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [1.00 | | | | 
| | | | | | | 
12: | | | | | | | 
Bonneau------------- | 32 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | | | Depth to 10.90 
| | | | | | saturated zone | 
| | | | | | Slow refill 10.30 
| | | | | | | 
Leefield------------ | 29 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | Depth to |0.99 | Depth to |0.01 
| | | | saturated zone | | saturated zone | 
| | | | | | | 
Norfolk------------- | 27 |Somewhat limited | |Not limited | |Very limited 
| | Seepage 10.70 | | | Depth to water |1.00 
| | | | | | Slow refill 10.30 
| | | | | | | 
14: | | | | | | | 
Cowarts------------- | 33 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.92 | Seepage |0.15 | Depth to water |1.00 
| | Seepage |0.54 | Depth to 10.02 | 
| | | | saturated zone | | 
| | | | | | | 
Dothan-------------- | 30 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.92 | Seepage |0.83 | Depth to water |1.00 
| | Seepage |0.70 | Depth to 10.02 | 
| | | | saturated zone | | 
| | | | | | | 
Fuquay-------------- | 28 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope 16.92 | | | | 
| | | | | | | 
16: | | | | | | | 
Cowarts------------- | 48 |Very limited | |Somewhat limited | |Very limited 
| Slope |1.00 | Seepage ۱٥١4١ | Depth to water |1.00 
| Seepage |0.54 | Depth to 10.02 | 
| | | | | | 
| | | | | | 
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Table 14.--Water Management - -Continued 


| | | | 
Map symbol |Pct.| Pond reservoir areas | Embankments, dikes, and | Aquifer -fed 
and soil name | of | | levees | excavated ponds 
سا‎ | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
16: | | | | | | | 
Nankin-------------- | 40 |Very limited | |Not limited | |Very limited 
| | Slope ۱1.00 | | | Depth to water |1.00 
| | Seepage [0.70 | | | | 
| | | | | | | 
18: | | | | | | | 
Dothan-------------- | 47 |Somewhat limited | |Somewhat limited | |Very limited 
| | Seepage |9.70 | Seepage ۱٥١4١ | Depth to water |1.00 
| | | | Depth to 10.02 | 
| | | | saturated zone | | 
| | | | | | | 
Fuquay-------------- | 41 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | | | | | | 
19: | | | | | | | 
Dothan-------------- | 49 |Somewhat limited | |Somewhat limited | |Very limited 
| | Seepage |0.70 | Seepage |0.70 | Depth to water |1.00 
| | Slope [0.08 | Depth to 10.02 | 
| | | | saturated zone | | 
| | | | | | | 
Fuquay-------------- | 39 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
۱ | Slope [0.08 | | | | 
| | | | | | | 
21: | | | | | | | 
Dothan-------------- | 49 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Seepage |9.78 | Depth to water |1.00 
| | Seepage |0.70 | Depth to 10.02 | 
| | | | saturated zone | | 
| | | | | | | 
Fuquay-------------- | 20 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [1.00 | | | | 
| | | | | | | 
Cowarts------------- | 19 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Seepage |0.34 | Depth to water |1.00 
| | Seepage |0.54 | Depth to 10.02 | 
| | | | saturated zone | | 
| | | | | | | 
23: | | | | | | | 
Fuquay-------------- | 40 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | | | | | | 
Lucy---------------- | 30 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | | | | | | 
Orangeburg---------- | 20 |Somewhat limited | |Somewhat limited | |Very limited 
| | Seepage |0.70 | Seepage |0.90 | Depth to water |1.00 
| | | | | | | 
24: | | | | | | | 
Fuquay-------------- | 55 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [1.00 | | | | 
| | | | | | | 
Bonifay------------- | 38 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [1.00 | | | | 
| | | | | | | 
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Table 14.--Water Management - -Continued 


| | | | 
Map symbol |Pct.| Pond reservoir areas | Embankments, dikes, and | Aquifer - fed 
and soil name | of | | levees | excavated ponds 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
27: | | | | | | | 
Goldsboro--------- | 87 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Seepage |0.70 | Depth to |0.86 | Slow refill 10.30 
| | | | saturated zone | | Cutbanks cave |0.10 
| | | | Seepage |9.77 | Depth to |0.06 
| | | | | | saturated zone | 
| | | | | | | 
28: | | | | | | | 
Goldsboro--------- | 91 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Seepage |0.70 | Depth to |0.86 | Slow refill 10.30 
| | Slope 10.08 | saturated zone | | Cutbanks cave |0.10 
| | | | Seepage |9.77 | Depth to |0.06 
| | | | | | saturated zone | 
| | | | | | | 
29: | | | | | | | 
Grady------------- | 85 |Not limited | |Very limited | |Somewhat limited 
| | | | Ponding |1.00 | Slow refill 10.30 
| | | | Depth to |1.00 | Cutbanks cave |0.10 
| | | | saturated zone | | 
| | | | Piping [0.65 | | 
| | | | | | | 
30: | | | | | | | 
Lakeland---------- | 89 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | | | | | | 
31: | | | | | | | 
Lakeland---------- | 90 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [1.00 | | | | 
| | | | | | | 
32: | | | | | | | 
Leefield---------- | 44 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | Depth to 10.99 | Slow refill 10.30 
| | | | saturated zone | | Depth to [0.01 
| | | | | | saturated zone | 
| | | | | | | 
Bonifay----------- | 26 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | | | | | | 
Dothan------------ | 23 |Somewhat limited | |Somewhat limited | |Very limited 
| | Seepage |0.70 | Seepage |0.55 | Depth to water |1.00 
| | | | Depth to 10.02 | 
| | | | saturated zone | | 
| | | | | | | 
33: | | | | | | | 
Leon-------------- | 48 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | | Seepage [uus | 
Chipley----------- | 42 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | Depth to |0.86 | Depth to |0.06 
| | | | saturated zone | | saturated zone | 
| | | | | | | 
35: | | | | | | | 
Lucy-------------- | 45 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [1.00 | | | | 
| | ۱ ۱ ۱ ۱ ۱ 
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Table 14.--Water Management - -Continued 


| | | | 
Map symbol |Pct.| Pond reservoir areas | Embankments, dikes, and | Aquifer -fed 
and soil name | of | | levees | excavated ponds 
سا‎ | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
35: | | | | | | | 
Troup------------- | 42 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [1.00 | | | | 
| | | | | | | 
36: | | | | | | | 
Lucy-------------- | 49 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [1.00 | | | | 
| | | | | | | 
Orangeburg-------- | 21 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Seepage |0.90 | Depth to water |1.00 
| | Seepage 0 | | | 
Cowarts----------- | 19 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Seepage ۱٥١4١ | Depth to water |1.00 
| | Seepage |0.54 | Depth to 10.02 | 
| | | | saturated zone | | 
| | | | | | | 
40: | | | | | | | 
Cowarts----------- | 50 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Seepage |0.45 | Depth to water |1.00 
| | Seepage |0.54 | Depth to 10.02 | 
| | | | saturated zone | | 
| | | | | | | 
Dothan------------ | 25 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Seepage |0.81 | Depth to water |1.00 
| | Seepage |0.70 | Depth to 10.02 | 
| | | | saturated zone | | 
| | | | | | | 
Fuquay------------ | 17 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [1.00 | | | | 
| | | | | | | 
41: | | | | | | | 
Norfolk----------- | 89 |Somewhat limited | |Not limited | |Very limited 
| | Seepage 10.70 | | | Depth to water |1.00 
| | | | | | Slow refill 10.30 
| | | | | | | 
42: | | | | | | | 
Norfolk----------- | 89 |Somewhat limited | |Not limited | |Very limited 
| | Seepage 10.70 | | | Depth to water |1.00 
| | Slope 10.08 | | | Slow refill 10.30 
| | | | | | | 
43: | | | | | | | 
Ocilla------------ | 90 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | | Seepage |1.00 | 
| | | | | | | 
45: | | | | | | | 
Orangeburg-------- | 91 |Somewhat limited | |Somewhat limited | |Very limited 
| | Seepage |0.70 | Seepage |0.90 | Depth to water |1.00 
| | | | | | | 
46: | | | | | | | 
Orangeburg-------- | 92 |Somewhat limited | |Somewhat limited | |Very limited 
| | Seepage |9.70 | Seepage |0.90 | Depth to water |1.00 
| | Slope [0.08 | | | | 
۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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Table 14.--Water Management - -Continued 


| | | | 
Map symbol |Pct.| Pond reservoir areas | Embankments, dikes, and | Aquifer - fed 
and soil name | of | | levees | excavated ponds 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
47: | | | | | | | 
Orangeburg-------- | 48 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.92 | Seepage |0.90 | Depth to water |1.00 
| | Seepage و‎ | | | 
Norfolk----------- | 19 |Somewhat limited | |Not limited | |Very limited 
| | Slope 10.92 | | | Depth to water |1.00 
| | Seepage 10.70 | | | Slow refill 10.30 
| | | | | | | 
Tifton------------ | 18 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.92 | Seepage [0.51 | Depth to water |1.00 
| | Seepage 10.70 | | | 
| | | | | | | 
48: | | | | | | | 
Fuquay------------ | 45 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope 11.00 | | | 
| | | | | | | 
Orangeburg-------- | 25 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Seepage |0.90 | Depth to water |1.00 
| | Seepage Vade | | | 
Norfolk----------- | 21 |Very limited | |Not limited | |Very limited 
| | Slope |1.00 | | | Depth to water |1.00 
| | Seepage 10.70 | | | Slow refill 10.30 
| | | | | | | 
49: | | | | | | | 
Orangeburg-------- | 50 |Somewhat limited | |Somewhat limited | |Very limited 
| | Seepage |0.70 | Seepage |0.90 | Depth to water |1.00 
| | Slope 10.08 | | | 
| | | | | | | 
Norfolk----------- | 36 |Somewhat limited | |Somewhat limited | |Very limited 
| | Seepage |0.70 | Seepage ۱٥١۵١ | Depth to water |1.00 
| | Slope 10.08 | | | Slow refill 10.30 
| | | | | | | 
51: | | | | | | | 
Plummer----------- | 85 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | | Seepage |1.00 | 
| | | | | | | 
52: | | | | | | | 
Rains------------- | 86 |Somewhat limited | |Very limited | |Somewhat limited 
| | Seepage |0.72 | Depth to |1.00 | Cutbanks cave |0.10 
| | | | saturated zone | | 
| | | | Piping [1.00 | | 
| | | | | | | 
58: | | | | | | | 
Tifton------------ | 92 |Somewhat limited | |Somewhat limited | |Very limited 
| | Seepage |0.70 | Seepage |0.16 | Depth to water |1.00 
| | | | | | | 
59: | | | | | | | 
Troup------------- | 50 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope 10.32 | | | 
| | | | | | | 
Lakeland---------- | 21 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope 10.32 | | | 
۱ | | | | | | 
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Table 14.--Water Management - -Continued 


| | | | 
Map symbol |Pct.| Pond reservoir areas | Embankments, dikes, and | Aquifer -fed 
and soil name | of | | levees | excavated ponds 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
59: | | | | | | | 
Lucy---------------- | 16 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [0.32 | | | | 
| | | | | | | 
60: | | | | | | | 
Troup--------------- | 85 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [1.00 | | | | 
| | | | | | | 
61: | | | | | | | 
Troup--------------- | 48 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [0.92 | | | | 
| | | | | | | 
Nankin-------------- | 37 |Somewhat limited | |Not limited | |Very limited 
| | Slope 10.92 | | | Depth to water |1.00 
| | Seepage [0.70 | | | | 
| | | | | | | 
63: | | | | | | | 
Troup--------------- | 50 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [1.00 | | | | 
| | | | | | | 
Nankin-------------- | 35 |Very limited | |Not limited | |Very limited 
| | Slope |1.00 | | | Depth to water |1.00 
| | Seepage [0.70 | | | | 
| | | | | | | 
65: | | | | | | | 
Udorthents---------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
66: | | | | | | | 
Pickney------------- | 32 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | | Seepage rs 
Dorovan------------- | 29 |Somewhat limited | |Very limited | |Somewhat limited 
| | Seepage |0.70 | Organic matter |1.00 | Cutbanks cave |0.10 
| | | | content | | | 
| | | | Depth to 11.00 | 
| | | | saturated zone | | 
| | | | Seepage 081 | 
Bibb---------------- | 25 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
۱ | | | | | | 
69: | | | | | | | 
Lucy---------------- | 38 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [0.92 | | | | 
| | | | | | | 
Bonifay------------- | 28 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [0.92 | | | | 
| | | | | | | 
Orangeburg---------- | 22 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.92 | Seepage |0.90 | Depth to water |1.00 
| | Seepage [0.70 | | | | 
| | | | | | | 
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Table 14.--Water Management - -Continued 


| | | | 
Map symbol |Pct.| Pond reservoir areas | Embankments, dikes, and | Aquifer - fed 
and soil name | of | | levees | excavated ponds 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
71: | | | | | | | 
Cowarts------------- | 45 |Somewhat limited | |Somewhat limited | |Very limited 
| | Seepage [0.54 | Depth to |0.02 | Depth to water |1.00 
| | Slope 10.08 | saturated zone | | 
| | | | | | | 
Nankin-------------- | 40 |Somewhat limited | |Not limited | |Very limited 
| | Seepage 10.70 | | | Depth to water |1.00 
| | Slope 10.08 | | | 
| | | | | | | 
72: | | | | | | | 
Goldsboro----------- | 48 |Somewhat limited | |Somewhat limited | |Somewhat limited 
| | Slope |0.92 | Depth to [0.86 | Slow refill 10.30 
| | Seepage 10.70 | saturated zone | | Cutbanks cave |0.10 
| | | | Seepage |0.73 | Depth to 6 
۱ ۱ ۱ ۱ ۱ ۱ saturated zone | 
| | | | | | | 
Ocilla-------------- | 39 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | Slope 10.92 | saturated zone | | 
| | | | Seepage 10.48 | 
۱ | | | | | | 
73: | | | | | | | 
Norfolk------------- | 86 |Somewhat limited | |Not limited | |Very limited 
| | Slope 10.92 | | | Depth to water |1.00 
| | Seepage 10.70 | | | Slow refill 10.30 
| | | | | | | 
77: | | | | | | | 
Bonifay------------- | 49 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | | | | | | 
Fuquay-------------- | 40 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | | | | | | 
78: | | | | | | | 
Chipley------------- | 35 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | Depth to |0.86 | Depth to |0.06 
| | | | saturated zone | | saturated zone | 
| | | | | | | 
Leon---------------- | 30 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | | Seepage Es | 
Foxworth------------ | 26 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | | | Depth to 10.99 
| | | | | | saturated zone | 
| | | | | | | 
79: | | | | | | | 
Hurricane----------- | 50 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | Depth to |0.68 | Depth to |0.14 
| | | | saturated zone | | saturated zone | 
| | | | | | | 
Chipley------------- | 41 |Very limited | |Very limited | |Very limited 
| Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | Depth to |0.86 | Depth to |0.06 
| | | | | | 
| | | | | | 
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Table 14.--Water Management - -Continued 


| | | | 
Map symbol |Pct.| Pond reservoir areas | Embankments, dikes, and | Aquifer -fed 
and soil name | of | | levees | excavated ponds 
سا‎ | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
80: | | | | | | | 
Foxworth------------ | 53 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | | | Depth to 10.99 
| | | | | | saturated zone | 
| | | | | | | 
Lakeland------------ | 32 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | | | | | | 
82: | | | | | | | 
Chipley------------- | 46 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | Depth to |0.86 | Depth to | 0.06 
| | | | saturated zone | | saturated zone | 
| | | | | | | 
Foxworth------------ | 40 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | | | Depth to 10.99 
| | | | | | saturated zone | 
| | | | | | | 
83: | | | | | | | 
Foxworth------------ | 47 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | Slope |1.00 | | | Depth to 10.99 
| | | | | | saturated zone | 
| | | | | | | 
Lakeland------------ | 41 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [1.00 | | | | 
| | | | | | | 
85: | | | | | | | 
Bonifay------------- | 38 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | | | | | | 
Leon---------------- | 27 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | | Seepage 5 | 
Chipley------------- | 25 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | Depth to |0.86 | Depth to |0.06 
| | | | saturated zone | | saturated zone | 
| | | | | | | 
86: | | | | | | | 
Leon---------------- | 31 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | | Seepage 9 | 
Clara--------------- | 30 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | ۱ Seepage وت‎ | 
Pickney------------- | 29 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | | Seepage [1.00 | | 
| | | | | | | 


508 


Soil Survey of Gadsden County, Florida 


Table 14.--Water Management - -Continued 


| | | | 
Map symbol |Pct.| Pond reservoir areas | Embankments, dikes, and | Aquifer - fed 
and soil name | of | | levees | excavated ponds 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
87: | | | | | | | 
Ousley-------------- | 35 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | Depth to |0.95 | Depth to | 0.02 
| | | | saturated zone | | saturated zone | 
| | | | | | | 
Rutlege------------- | 30 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Ponding |1.00 | Cutbanks cave |1.00 
| | | | Depth to 11.00 | 
| | | | saturated zone | | 
| | ۱ | Seepage DA | 
Pickney------------- | 26 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Ponding |1.00 | Cutbanks cave |1.00 
| | | | Depth to 11.00 | 
| | | | saturated zone | | 
| | | | Seepage [1.00 | | 
| | | | | | | 
88: | | | | | | | 
Rutlege------------- | 38 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Ponding |1.00 | Cutbanks cave |1.00 
| | | | Depth to 11.00 | 
| | | | saturated zone | | 
| | | | Seepage ve | 
Bibb---------------- | 27 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | | | | | 
Surrency------------ | 25 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | | Seepage |1.00 | 
| | | | | | | 
89: | | | | | | | 
Bibb---------------- | 40 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | | | | | 
Rains--------------- | 25 |Somewhat limited | |Very limited | |Somewhat limited 
| | Seepage |0.72 | Depth to |1.00 | Cutbanks cave |0.10 
| | | | saturated zone | | 
| | | | Piping [1.00 | | 
| | | | | | | 
Garcon-------------- | 24 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | Depth to |0.95 | Depth to | 0.02 
| | | | saturated zone | | saturated zone | 
| | | | | | | 
90: | | | | | | | 
Hosford------------- | 50 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | Slope |0.32 | Seepage |1.00 | 
| | | | | | | 
Plummer------------- | 41 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | Slope |0.02 | Seepage |1.00 | 
| | | | | | | 
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Table 14.--Water Management - -Continued 


| | | | 
Map symbol |Pct.| Pond reservoir areas | Embankments, dikes, and | Aquifer -fed 
and soil name | of | | levees | excavated ponds 
سا‎ | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
91: | | | | | | | 
Pits---------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
92: | | | | | | | 
Telogia------------- | 90 |Somewhat limited | |Somewhat limited | |Very limited 
| | Depth to bedrock |0.10 | Depth to 10.95 | Slow refill |1.00 
| | Slope 10.02 | saturated zone | | Depth to hard 10.42 
| | | | Thin layer 10.11 | bedrock 
| | | | | | Cutbanks cave |0.10 
| | | | | | Depth to 10.02 
| | | | | | saturated zone | 
| | | | | | | 
93: | | | | | | | 
Foxworth------------ | 45 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | | | Depth to 10.99 
| | | | | | saturated zone | 
| | | | | | | 
Blanton------------- | 24 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | | | Depth to 10.99 
| | | | | | saturated zone | 
| | | | | | Slow refill 10.46 
| | | | | | | 
Chipley------------- | 20 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | Depth to |0.86 | Depth to |0.06 
| | | | saturated zone | | saturated zone | 
| | | | | | | 
94: | | | | | | | 
Albany-------------- | 33 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | Depth to |0.99 | Depth to |0.01 
| | | | saturated zone | | saturated zone | 
| | | | | | | 
Garcon-------------- | 28 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | Depth to |0.95 | Depth to 10.02 
| | | | saturated zone | | saturated zone | 
| | | | | | | 
Bibb---------------- | 26 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | | | | | 
96: | | | | | | | 
Pelham-------------- | 87 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | | Seepage 10.70 | 
| | | | | | | 
97: | | | | | | | 
Eunola-------------- | 45 |Very limited | |Somewhat limited | |Very limited 
| | Seepage |1.00 | Depth to [0.99 | Cutbanks cave |1.00 
| | | | saturated zone | | Depth to |0.01 
| | | | | | saturated zone | 
| | | | | | | 
Garcon-------------- | 25 |Very limited | |Very limited | |Very limited 
| Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | Depth to |0.95 | Depth to | 0.02 
| | | | | | 
| | | | | | 
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Table 14.--Water Management - -Continued 


| | | | 
Map symbol |Pct.| Pond reservoir areas | Embankments, dikes, and | Aquifer - fed 
and soil name | of | | levees | excavated ponds 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
97: | | | | | | | 
Ousley-------------- | 20 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Ponding |1.00 | Cutbanks cave |1.00 
| | | | Seepage |1.00 | Depth to | 0.02 
| | | | Depth to 10.95 | saturated zone 
| | | | saturated zone | | 
| | | | | | | 
98: | | | | | | | 
Rutlege, | | | | | | | 
depressional------- | 50 |Very limited | |Very limited | |Very limited 
| | Seepage ۱1.0۵ | Ponding |1.00 | Cutbanks cave |1.00 
| | | | Depth to 11.00 | 
| | | | saturated zone | | 
| | | | Seepage |1.00 | 
| | | | | | | 
Plummer, | | | | | | | 
depressional------- | 38 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Ponding |1.00 | Cutbanks cave |1.00 
| | | | Depth to 11.00 | 
| | | | saturated zone | | 
| | | | Seepage |1.00 | 
| | | | | | | 
99: | | | | | | | 
Water--------------- |100 |Not rated | |Not rated | |Not rated 
| | | | | | | 
101: | | | | | | | 
Albany-------------- | 48 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | Depth to |0.99 | Depth to |0.01 
| | | | saturated zone | | saturated zone | 
| | | | | | | 
Ocilla-------------- | 25 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | | Seepage AH | 
Chipley------------- | 16 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | | Depth to |0.86 | Depth to |0.06 
| | | | saturated zone | | saturated zone | 
| | | | | | | 
104: | | | | | | | 
Urban land---------- | 50 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 20 |Somewhat limited | |Somewhat limited | |Very limited 
| | Seepage |0.70 | Seepage |0.90 | Depth to water |1.00 
۱ | Slope [0.08 | | | | 
| | | | | | | 
Norfolk------------- | 18 |Somewhat limited | |Somewhat limited | |Very limited 
| | Seepage |0.70 | Seepage ۱٥١۵١ | Depth to water |1.00 
| | Slope 10.08 | | | Slow refill 10.30 
| | | | | | | 
105: | | | | | | | 
Urban land---------- | 46 |Not rated | |Not rated | |Not rated 
| | | | | | | 
Orangeburg---------- | 25 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope [0.92 | Seepage |0.90 | Depth to water |1.00 
| | Seepage [0.70 | | | | 
| | | | | | | 
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Table 14.--Water Management - -Continued 


| | | | 
Map symbol |Pct.| Pond reservoir areas | Embankments, dikes, and | Aquifer -fed 
and soil name | of | | levees | excavated ponds 
سا‎ | | | 
|unit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
105: | | | | | | | 
Norfolk------------- | 17 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope |0.92 | Seepage |0.12 | Depth to water |1.00 
| | Seepage 10.70 | | | Slow refill 10.30 
| | | | | | | 
106: | | | | | | | 
Plummer------------- | 49 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | Seepage سو‎ | 
Leon---------------- | 19 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | | Seepage a | 
Sapelo-------------- | 18 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | | | Seepage [1.00 | | 
| | | | | | | 
107: | | | | | | | 
Fuquay-------------- | 50 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | | | | | | 
Bonifay------------- | 38 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | | | | | | 
108: | | | | | | | 
Troup--------------- | 50 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [1.00 | | | | 
| | | | | | | 
Lakeland------------ | 38 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [1.00 | | | | 
| | | | | | | 
109: | | | | | | | 
Dothan-------------- | 35 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Seepage |0.85 | Depth to water |1.00 
| | Seepage |0.70 | Depth to 10.02 | 
| | | | saturated zone | | 
| | | | | | | 
Cowarts------------- | 28 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Seepage |0.45 | Depth to water |1.00 
| | Seepage |0.54 | Depth to 10.02 | 
| | | | saturated zone | | 
| | | | | | | 
Fuquay-------------- | 25 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Seepage |1.00 | Depth to water |1.00 
| | Slope [1.00 | | | | 
| | | | | | | 
113: | | | | | | | 
Leefield------------ | 88 |Very limited | |Very limited | |Very limited 
| Seepage |1.00 | Seepage |1.00 | Cutbanks cave |1.00 
| | | Depth to |0.99 | Depth to |0.01 
| | | | | | 
| | | | ۱ ۱ 


saturated zone 


512 


saturated zone 


Soil Survey of Gadsden County, Florida 


Table 14.--Water Management - -Continued 


saturated zone 


| | | | 
Map symbol |Pct.| Pond reservoir areas | Embankments, dikes, and | Aquifer - fed 
and soil name | of | | levees | excavated ponds 
[map | | | 
Junit| Rating class and |Value| Rating class and |Value| Rating class and |Value 
| | limiting features | | limiting features | | limiting features | 
| | | | | | | 
| | | | | | | 
115: | | | | | | | 
Faceville----------- | 85 |Somewhat limited | |Somewhat limited | |Very limited 
| | Seepage [0.70 | Piping |0.96 | Depth to water |1.00 
| | Slope [0.08 | | | | 
| | | | | | | 
116: | | | | | | | 
Faceville----------- | 85 |Somewhat limited | |Very limited | |Very limited 
| | Slope |0.92 | Piping |1.00 | Depth to water |1.00 
| | Seepage [0.70 | | | | 
| | | | | | | 
117: | | | | | | | 
Cowarts------------- | 50 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Seepage |0.55 | Depth to water |1.00 
| | Seepage |0.54 | Depth to 10.02 | 
| | | | saturated zone | | 
| | | | | | | 
Hosford------------- | 30 |Very limited | |Very limited | |Very limited 
| | Seepage |1.00 | Depth to |1.00 | Cutbanks cave |1.00 
| | | | saturated zone | | 
| | Slope |1.00 | Seepage |1.00 | 
| | | | | | | 
118: | | | | | | | 
Cowarts------------- | 48 |Very limited | |Somewhat limited | |Very limited 
| | Slope |1.00 | Seepage |0.43 | Depth to water |1.00 
| | Seepage |0.54 | Depth to 10.02 | 
| | | | saturated zone | | 
| | | | | | | 
Nankin-------------- | 40 |Very limited | |Not limited | |Very limited 
| | Slope |1.00 | | | Depth to water |1.00 
| | Seepage [0.70 | | | | 
| | | | | | | 
119: | | | | | | | 
Wahee--------------- | 55 |Not limited | |Very limited | |Very limited 
| | | | Piping |1.00 | Slow refill 0 
۱ ۱ ۱ | Depth to [0.99 | Cutbanks cave |0.10 
| | | | saturated zone | | Depth to |0.01 
| | | | | | saturated zone | 
| | | | | | | 
Ochlockonee--------- | 33 |Very limited | |Somewhat limited | |Very limited 
| | Seepage |1.00 | Seepage |0.30 | Cutbanks cave |1.00 
| | | | | | Depth to 10.81 
| | | | | | saturated zone | 
| | | | | | | 
120: | | | | | | | 
Hardin Heights------ | 70 |Very limited | |Very limited | |Very limited 
| | Slope |1.00 | Thin layer |1.00 | Depth to water |1.00 
| | Depth to bedrock |0.99 | Piping 10.24 | 
| | | | | | | 
Telogia------------- | 20 |Somewhat limited | |Somewhat limited | |Very limited 
| | Slope [0.92 | Depth to [0.95 | Slow refill |1.00 
| | Depth to bedrock |0.10 | saturated zone | | Depth to hard 10.42 
| | | | Thin layer 10.11 | bedrock 
| | | | | | Cutbanks cave |0.10 
| | | | | | Depth to 10.02 
| | | | | | | 
| | | | | | | 
| | | | | | | 
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[rable 15.--Engineering Soil Properties 


[Absence of an entry indicates that the data were not estimated] 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number- - |Liquid| Plas- 
and soil name | | | | | >10 | 3-10 | [Limit |ticity 
| | | Unified | AASHTO | inches | inches | 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pct | Pct | | | | | Pct | 
| | | | | | | | | | | | 
2: | | | | | | | | | | | | 
Albany---------- | 0-8 |Sand |SP-SM, SM 1۸-2 | 0 | © | 100 | 100 |75-90 [10-20 | 0-14 | NP 
| 8-55 |Sand, fine sand |SM, SP-SM |A-2 | ©0 | © | 100 | 100 |75-90 [10-20 | 0-14 | NP 
| 55-80 |Sandy clay loam, sandy |SC, SC-SM lis 2- "i Pon | e | © ][|97-100|95-100|70-100|20-50 | 0-40 |NP-17 
| | loam, fine sandy loam | | A- A-2 | | | | | | | | 
| | | | | | | | | | | | 
Blanton--------- | 0-8 |Sand |SM, SP-SM |A-3, A-2-4 | © | © | 100 |90-100|65-100| 5-20 | 0-14 | NP 
| 8-50 |Sand, fine sand |SM, SP-SM |A-3, A-2-4 | © | © | 100 [|90-100|65-100| 5-20 | 0-14 | NP 
| 50-54 |Sandy loam, loamy sand, |SC-SM, SM 1۸-4 | e | © | 100 |95-100|65-96 |13-30 | 0-25 |NP-3 
| | loamy coarse sand | | | | | | 
| 54-80 |Sandy clay loam, sandy |SM, SC-SM, SCJA-2-6, A-2-4, | 0 | 0 | 100 [|95-100|69-100|25-50 |12-45 | 3-22 
| | loam, sandy clay | | A-4, A-6 | | | | | | | | 
| | | | | | | | | | | | 
3: | | | | | | | | | | | | 
Albany---------- | 0-6 |Sand |SM, SP-SM |A-2 | © | © | 100 | 100 |75-90 [10-20 | 0-14 | NP 
| 6-47 |Sand, fine sand |SM, SP-SM |A-2 | e | © | 100 | 100 |75-90 |10-20 | 0-14 | NP 
| 47-80 |Sandy clay loam, sandy |SC, SC-SM ۳ 2- r a | e | © ][97-100|95-100|70-100|20-50 | 0-40 |NP-17 
| | loam, fine sandy loam | | A- A-2 | | | | | | | 
| | | | | | | | | | 
Ousley---------- | 0-4 |Sand |SM, SP-SM |A-2, A-3 | 0 | 0 | 100 | 100 |80-100| 5-25 | 0-14 | NP 
| 4-80 |Sand, fine sand |SP-SM, SM, SPJA-3, A-2 | e | © | 100 | 100 |80-99 | 2-15 | 0-14 | NP 
| | | | | | | | | | 
Pelham---------- | 9-8 |Sand |SM, SP-SM |A-2 | 0 | 0 | 100 [|95-100|75-100|10-25 | 0-14 | NP 
| 8-34 |Sand, fine sand |SM, SP-SM |^-2 | 0 | 0 | 100 |95-100|75-100|10-25 | 0-14 | NP 
| 34-49 |Fine sandy loam, sandy |SM, SC-SM, SCJA-4, A-2, A-6| © | © | 100 [|95-100|65-100|27-50 |15-30 | 2-12 
| | loam, sandy clay loam | | | | | | 
| 49-80 [Sandy clay loam, sandy |SC, SC-SM, SMJA A-4, A-2| © | © | 100 |95-100|72-93 |29-47 |15-30 | 2-12 
| | loam, fine sandy loam | | | | | | | | | | 
| | | | | | | | | | | | 
5: | | | | | | | | | | | | 
Blanton--------- | 9-5 |Sand |SP-SM, SM |A-3, A-2-4 | 0 | 0 | 100 [|90-100|65-100|] 5-20 | 0-14 | NP 
| 5-41 |Sand, fine sand |SP-SM, SM |A-3, A-2-4 | 0 | 0 | 100 |90-100|65-100| 5-20 | 0-14 | NP 
| 41-48 |Sandy loam, loamy sand, |SM, SC-SM |A-2-4 | 0 | 0 | 100 |95-100|65-96 |13-30 | 0-25 |NP-3 
| | loamy coarse sand | | | | | | | 
| 48-80 |Sandy clay loam, sandy |SC, SC-SM, SM|A-2-6, A-2-4,| © | © | 100 |95-100|69-100|25-50 |12-45 | 3-22 
| | loam, sandy clay | | A-4, A-6 | | | | | | | | 
| | | | | | | 
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Table 15.--Engineering Soil Properties--Continued 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >1 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO lnches inches | | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pet | Pct | | | | | Pct | 
| | | | | | | | | | | | 
6: | | | | | | | | | | 
Blanton--------- | 9-4 |Sand |SM, SP-SM |A-3, A-2-4 | 0 | 0 | 100 [|90-100|65-100|] 5-20 | 0-14 | NP 
| 4-40 |Sand, fine sand |SM, SP-SM |A-3, A-2-4 | 0 | 0 | 100 [|90-100|65-100|] 5-20 | 0-14 | NP 
| 49-53 |Sandy loam, loamy sand, |SM, SC-SM |A-2-4 | 0 | 0 | 100 [|95-100|65-96 |13-30 | 0-25 |NP-3 
| | loamy coarse sand | | | | | | | 
| 53-80 |Sandy clay loam, sandy |SM, SC-SM, SC|A-2-6, A-2-4, | 0 | 0 | 100 [|95-100|69-100|25-50 |12-45 | 3-22 
| | loam, sandy clay | | A-4, A-6 | | | | | | | | 
| | | | | | | | | | | | 
9: | | | | | | | | | | 
Bonifay--------- | 9-9 |Loamy sand | SP- SM |A-3, A-2-4 | 0 | © |98-100]98-100|60-95 | 5-12 | 0-14 | NP 
| 9-42 |Loamy sand | SP- SM |A-3, A-2-4 | 0 | © |98-100]98-100|60-95 | 5-12 | 0-14 | NP 
| 42-52 |Sandy loam, sandy clay |SM, SC-SM, SC|A-2-4, A-2-6, | 0 | 0 ][|95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | | A-4, A-6 | | | | | 
| 52-80 |Sandy clay loam, sandy |SC, SC-SM, SM[A-6, A-4, A- | 0 | 0 ][|95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | | 2-6, A-2-4 | | | | | | | | 
| | | | | | | | | | | | 
Alpin----------- | 9-6 |Sand |SM, SP-SM |A-2-4, A-3 | 0 | 0 ][95-100|90-100|60-100| 5-20 | 0-14 | NP 
| 6-65 |Sand, fine sand |SM, SP-SM |A-2-4, A-3 | 0 | 0 |95-100]90-100|60-100| 5-20 | 0-14 | NP 
| 65-80 |Sand, fine sand |SM, SP-SM |A-2-4 | 0 | 0 ]|95-100|90-100|60-100|11-20 | 0-14 | NP 
| | | | | | | | | | | | 
10: | | | | | | | | | 
Bonifay--------- | 0-5 |Loamy sand |SP-SM |A-3, A-2-4 | © | © ][98-100|98-100|60-95 | 5-12 | 0-14 | NP 
| 5-57 |Loamy sand |SP-SM |A-3, A-2-4 | © | © ][98-100|98-100|60-95 | 5-12 | 0-14 | NP 
| 57-63 |Sandy loam, sandy clay |SM, SC-SM, SC|A-2-4, A-2-6,] © | 0 |95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | | A-4, A-6 | | | | | 
| 63-80 [Sandy clay loam, sandy |SC, SC-SM, SM|A-6, A-4, A- | © | © |[95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | | 2-6, A-2-4 | | | | | | | | 
| | | | | | | | | | | | 
Albany---------- | 9-7 ۵۹ے‎ |SP-SM, SM |A-2 | 0 | 0 | 100 | 100 |75-90 |10-20 | 0-14 | NP 
| 7-55 |Sand, fine sand |SM, SP-SM |A-2 | 0 | 0 100 | 100 |75-90 |10-20 | 0-14 | NP 
| 55-80 |Sandy clay loam, sandy |SC-SM, SC |A-2-6, A-6, | 0 | © ][|97-100|95-100|70-100|20-50 | 0-40 |NP-17 
| | loam, fine sandy loam | | A-4, A-2 | | | | | | | | 
| | | | | | | | | | | 
Centenary------- | 9-5 |Sand |SP-SM, SM |A-3 | 0 | 0 | 100 | 100 83۔۱76‎ |10-17 | 0-14 | NP 
| 5-64 |Sand, fine sand, loamy |SP-SM, SM |A-3, A-2-4 | 0 | © | 100 | 100 |76-83 | 8-15 | 0-14 | NP 
| | sand | | | | | | | | | 
| 64-80 |Loamy sand, fine sand, |SP-SM, SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |76-84 | 9-17 | 0-14 | NP 
| | sand | | | | | | | | | | 
| | | | | | | | | | | | 
11: | | | | | | | | | | | | 
Troup----------- | 9-4 |Sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-75 |10-30 | 0-14 | NP 
| 4-16 |Sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-75 |10-30 | 0-14 | NP 
| 16-52 |Loamy sand, sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-75 |10-30 | 0-14 | NP 
| 52-80 |Sandy clay loam, sandy |SC, SC-SM, ,6۔۱۵‎ A-4, A-2| 0 | 0 ][|95-100|90-100|60-90 |24-55 |19-40 | 4-20 
| | loam, fine sandy loam | CL-ML, CL | | | | | | | | | 
۱ | | | | | 
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Table 15.--Engineering Soil Properties --Continued 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >1 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO inches inches] 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pct | Pct | | | | | Pct | 
| | | | | | | | | | | | 
11: | | | | | | | | | | 
Bonifay--------- | 0-4 |Loamy sand |SP-SM |A-3, A-2-4 | © | © ][98-100|98-100|60-95 | 5-12 | 0-14 | NP 
| 4-48 |Loamy sand |SP-SM |A-3, A-2-4 | © | © ][98-100|98-100|60-95 | 5-12 | 0-14 | NP 
| 48-54 |Sandy loam, sandy clay |SM, SC-SM, SC|A-2-4, A-2-6,] © | © |95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | | A-4, A-6 | | | | | 
| 54-80 |Sandy clay loam, sandy |SC, SC-SM, SM|A-6, A-4, A- | © | © |95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | | 2-6, A-2-4 | | | | | | | | 
| | | | | | | | | 
Fuquay---------- | 9-5 |Sand |SM, SP-SM |A-3, A-2 | 0 | 0 |95-100]90-100]45-80 | 5-20 | 0-14 | NP 
| 5-34 |Sand, fine sand |SP-SM, SM |A-3, A-2 | 0 | 0 |95-100]90-100]45-80 | 5-20 | 0-14 | NP 
| 34-40 [Sandy loam, fine sandy |SM, SC, SC-SM|A-6, A-2, A-4| © | © ][85-100|85-100|60-80 |23-45 | 0-25 |NP-13 
| | loam, sandy clay loam | | | | | | | | 
| 40-80 |Sandy clay loam |sc, CL 1۸-6, A-2, A-4| © | © ][95-100|90-100|60-93 |28-55 [20-39 | 8-25 
| | | | | | | | | | | | 
12: | | | | | | | | | | | | 
Bonneau--------- | 9-7 |Sand |SM, SP-SM |A-2, A-3 | 0 | 0 | 100 | 100 |60-95 | 8-20 | 0-14 | NP 
| 7-27 |Sand, fine sand |SM, SP-SM |A-2, A-3 | 0 | 0 | 100 | 100 |60-95 | 8-20 | 0-14 | NP 
| 27-36 |Fine sandy loam, sandy |SM, SC-SM, SC|A-4, A-2, A-6| 0 | 0 | 100 | 100 [|91-100|30-49 |21-40 | 4-21 
| | loam, sandy clay loam | | | | | | | | 
| 36-80 |Sandy clay loam, sandy |SC, SC-SM ,6۔۱۵‎ A-4, A-2| 0 | 0 | 100 | 100 [60-100|30-50 |21-40 | 4-21 
| | loam, fine sandy loam | | | | | | | | | | 
| | | | | | | | | | | 
Leefield-------- | 9-9 |Sand |SM, SP-SM, |A-2 | 0 | 0 |98-100]95-100]65-95 |10-20 | 0-14 | NP 
| | | SW-SM | | | | | | | | | 
| 9-28 |Sand |SM, SP-SM, |A-2 | 0 | 0 ][98-100|95-100|65-95 |10-20 | 0-14 | NP 
| | | SW-SM | | | | | | | | | 
| 28-42 |Sandy loam, sandy clay |SC, SC-SM, SMJA A-6, 4| 0 | 0 |95-100]93-100]65-95 |20-40 | 0-40 |NP-16 
| | loam | | | | | | | | 
| 42-80 |Sandy clay loam, sandy |SC, SC-SM, SMJA A-2, A-4| 0 | 0 ]|95-100|95-100|65-90 |20-40 | 0-40 |NP-20 
| | loam | | | | | | | | | | 
| | | | | | | | | | 
Norfolk--------- | 0-6 |Loamy fine sand | SM |A-2-4, A-2 | 0 | 0 |95-100]92-100|50-95 |13-30 | 0-20 | NP 
| 6-11 |Sandy loam, fine sandy |SC-SM, SC, |A-4, A-2, A-6| © | © ][95-100|91-100|60-95 |25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | | 
| 11-25 [Sandy clay loam, fine  |SC, SC-SM, 1۸-6, A-2, A-4| © | © ][95-100|91-100|70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | 
| 25-44 |Sandy loam, fine sandy |SC-SM, SC, 1۸-4, A-2, A-6| © | © ][95-100|91-100|60-95 [25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | | 
| 44-80 |Sandy clay loam, fine  |SC, SC-SM, 1۸-6, A-2, A-4| © | © ][95-100|91-100|70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | | | | 
l ۱ ۱ ۱ ۱ ۱ 
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Table 15.--Engineering Soil Properties--Continued 


| loam, fine sandy loam 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >1 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO lnches inches | 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pet | Pct | | | | | Pct | 
| | | | | | | | | | | | 
14: | | | | | | | | | | 
Cowarts--------- | 0-4 |Loamy fine sand | SM |A-2-4 | 0 | 0 ][90-100|85-100|50-80 |13-30 | 0-14 | NP 
| 4-8 |Fine sandy loam, sandy |SM, SC-SM, SC|A-4, A-2, A-6| 0 | 0 ][|95-100|90-100|60-95 |23-45 |20-40 |NP-15 
| | loam, sandy clay loam | | | | | | | | | 
| 8-40 |Sandy clay loam, sandy |SC-SM, SC, SM|A-7, A-6 | 0 | 0 ][|95-100|90-100|60-95 |25-50 |20-54 | 5-25 
| | clay | | | | | | | | 
| 49-80 |Sandy loam, sandy clay |SC-SM, SC, |A-7, A-6, A- | 0 | 0 ][|85-100|80-100|60-95 |25-58 |25-53 | 5-20 
| | loam | CL-ML, CL | 2, A-4 | | | | | | | | 
| | | | | | | | | 
Dothan---------- | 0-6 |Loamy fine sand | SM |A-2 | 0 | 0 |95-100]92-100|60-80 |13-30 | 0-14 | NP 
| 6-11 |Fine sandy loam, sandy |SC, SC-SM, SM[A-6, A-4, A-2| 0 | 0 ][|95-100|92-100|60-90 |23-49 | 0-40 |NP-16 
| | loam, sandy clay loam | | | | | | | | | | 
| 11-80 |Sandy clay loam, sandy |SC, SC-SM, SM[A-6, A-4, A-2| 0 | 0 |95-100]92-100|60-90 |23-49 | 0-40 |NP-16 
| | loam, fine sandy loam | | | | | | | | | | 
| | | | | | | | | 
Fuquay---------- | 9-6 |Sand |SM, SP-SM |A-3, A-2 | 0 | 0 ][95-100|90-100|45-80 | 5-20 | 0-14 | NP 
| 6-33 |Sand, fine sand |SP-SM, SM |A-3, A-2 | 0 | 0 ]|95-100|90-100|45-80 | 5-20 | 0-14 | NP 
| 33-45 |Sandy loam, fine sandy |SM, SC, SC-SM|A-6, A-2, A-4| 0 | 0 |85-100]85-100|60-80 |23-45 | 0-25 |NP-13 
| | loam, sandy clay loam | | | | | | | 
| 45-80 |Sandy clay loam ISC, CL ,6۔۱۵‎ A-2, A-4| 0 | 0 ][|95-100|90-100|60-93 |28-55 |20-39 | 8-25 
| | | | | | | | | | | | 
16: | | | | | | | | | | | | 
Cowarts--------- | 0-5 |Loamy fine sand | SM |A-2-4 | 0 | 0 ][90-100|85-100|50-80 |13-30 | 0-14 | NP 
| 5-10 |Fine sandy loam, sandy |SM, SC-SM, SC|A-4, A-2, A-6| © | © ]95-100|90-100|60-95 |23-45 |20-40 |NP-15 
| | loam, sandy clay loam | | | | | | | 
| 10-25 [Sandy clay loam, sandy |SM, SC-SM, SC|A-7, A-6 | © | © |95-100|90-100|60-95 [25-50 [20-54 | 5-25 
| | clay | | | | | | | 
| 25-80 |Sandy loam, sandy clay |SC-SM, SC, |A-7, A-6, A- | 0 | © ][85-100|80-100|60-95 |25-58 |25-53 | 5-20 
| | loam | CL-ML, CL | 4, A-2 | | | | | | | | 
| | | | | | | | | | | | 
Nankin---------- | 9-4 [Sandy loam |SM, SC-SM 1۵۸-4, A-2 | 0 | 0 ][|85-100|85-100|70-90 |25-45 | 0-25 |NP-4 
| 4-9 |Sandy clay loam, sandy |SC, SC-SM ,6۔۱۵‎ A-4, A-2| 0 | 0 ][|97-100|95-100|75-90 |25-45 |20-35 | 4-15 
| | loam | | | | | | | 
| 9-28 |Sandy clay, clay |SC, CL, ML, |A-7, A-6 4| 0 | 0 ][98-100|95-100|75-95 [40-70 |25-45 | 7-20 
| | | CL-ML | | | | | | | 
| 28-80 |Sandy clay loam, sandy |SC, SC-SM, ,6۔۱۵۸‎ A-4, A-2| 0 | 0 |98-100]95-100]70-85 |25-55 |20-40 | 4-16 
| | loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | | | | | 
18: | | | | | | | | | | 
Dothan---------- | 0-9 |Loamy fine sand | SM |A-2 | 0 | 0 |95-100]92-100|60-80 |13-30 | 0-14 | NP 
9-27 |Fine sandy loam, sandy |SC, SC-SM, SM|A-6, A-4, A-2| 0 | 0 ][|95-100|92-100|60-90 |23-49 | 0-40 |NP-16 
| loam, sandy clay loam | | | | | | | | | 
27-80 |Sandy clay loam, sandy |SC, SC-SM, SM|A-6, A-4, A-2| 0 | 0 ][|95-100|92-100|60-90 |23-49 | 0-40 |NP-16 
| | | | | 
| | | | 
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| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >1 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO inches inches] 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pct | Pct | | | | | Pct | 
| | | | | | | | | | | | 
18: | | | | | | | | | | 
Fuquay---------- | 9-7 |Sand |SP-SM, SM |A-2, A-3 | 0 | 0 |95-100]90-100]45-80 | 5-20 | 0-14 | NP 
| 7-37 |Sand, fine sand |SP-SM, SM |A-3, A-2 | 0 | 0 ]|95-100|90-100|45-80 | 5-20 | 0-14 | NP 
| 37-43 |Sandy loam, fine sandy |SM, SC, SC-SM|A-6, A-2, A-4| 0 | 0 ][85-100|85-100|60-80 |23-45 | 0-25 |NP-13 
| | loam, sandy clay loam | | | | | | | 
| 43-80 |Sandy clay loam |sc, CL ,6۔۱۵‎ A-2, A-4| 0 | 0 ][|95-100|90-100|60-93 |28-55 |20-39 | 8-25 
| | | | | | | | | | | | 
19: | | | | | | | | | 
Dothan---------- | 0-9 |Loamy fine sand | SM JA | © | © |95-100|92-100|60-80 [13-30 | 0-14 | NP 
| 9-17 |Fine sandy loam, sandy |SC, SC-SM, SM|A-6, A-4, A-2] © | 0 |[95-100|92-100|60-90 |23-49 | 0-40 |NP-16 
| | loam, sandy clay loam | | | | | | | 
| 17-80 |Sandy clay loam, sandy |SC, SC-SM, ۸ A-4, A-2] © | © |95-100|92-100|60-90 |23-49 | 0-40 |NP-16 
| | loam, fine sandy loam | | | | | | | | | | 
| | | | | | | | | 
Fuquay---------- | 9-7 |Sand |SP-SM, SM |A-3, A-2 | 0 | 0 |95-100]90-100]45-80 | 5-20 | 0-14 | NP 
| 7-30 |Sand, fine sand |SP-SM, SM |A-3, A-2 | 0 | 0 |95-100]90-100]45-80 | 5-20 | 0-14 | NP 
| 30-38 |Sandy loam, fine sandy |SM, SC, SC-SM|A-6, A-2, A-4| © | © ][85-100|85-100|60-80 |23-45 | 0-25 |NP-13 
| | loam, sandy clay loam | | | | | | | 
| 38-80 |Sandy clay loam |sc, CL 1۸-6, A-2, A-4| © | © ][95-100|90-100|60-93 |28-55 |20-39 | 8-25 
| | | | | | | | | | | | 
21: | | | | | | | | | 
Dothan---------- | 0-5 |Loamy fine sand | SM JA | 0 | 0 |95-100|92-100|60-80 [13-30 | 0-14 | NP 
| 5-13 |Fine sandy loam, sandy |SC, SC-SM, SM[A-6, A-4, A-2| 0 | 0 ][|95-100|92-100|60-90 |23-49 | 0-40 |NP-16 
| | loam, sandy clay loam | | | | | | | 
| 13-80 |Sandy clay loam, sandy |SC, SC-SM, SM|A A-4, A-2| 0 | 0 ][|95-100|92-100|60-90 |23-49 | 0-40 |NP-16 
| | loam, fine sandy loam | | | | | | | | | | 
| | | | | | | | | 
Fuquay---------- | 9-5 |Sand |SM, SP-SM |A-3, A-2 | 0 | 0 ]|95-100|90-100|45-80 | 5-20 | 0-14 | NP 
| 5-21 |Sand, fine sand |SP-SM, SM |A-2, A-3 | 0 | 0 ]|95-100|90-100|45-80 | 5-20 | 0-14 | NP 
| 21-29 |Sandy loam, fine sandy |SM, SC, SC-SM|A-6, A-2, A-4| 0 | 0 ][|85-100|85-100|60-80 |23-45 | 0-25 |NP-13 
| | loam, sandy clay loam | | | | | | | 
| 29-80 |Sandy clay loam |SC, CL ,6۔۱۵‎ A-2, A-4| 0 | 0 ][|95-100|90-100|60-93 |28-55 |20-39 | 8-25 
| | | | | | | | | 
Cowarts--------- | 0-4 |Loamy fine sand | SM |A-2-4 | 0 | 0 ][90-100|85-100|50-80 |13-30 | 0-14 | NP 
| 4-9 |Fine sandy loam, sandy |SM, SC-SM, SC|A-4, A-2, A-6| © | © ][95-100|90-100|60-95 |23-45 |20-40 |NP-15 
| | loam, sandy clay loam | | | | | | | 
| 9-32 [Sandy clay loam, sandy |SC-SM, SC, SMJA-7, A-6 | © | © |95-100|90-100|60-95 [25-50 [20-54 | 5-25 
| | clay | | | | | | | 
| 32-80 |Sandy loam, sandy clay |SC-SM, SC, 1۸-7, A-6, A- | 0 | © ][85-100|80-100|60-95 |25-58 |25-53 | 5-20 
| | loam | CL-ML, CL | 4, A-2 | | | | | | | | 
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| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >1 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO lnches inches | 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pet | Pct | | | | | Pct | 
| | | | | | | | | | | | 
23: | | | | | | | | | | 
Fuquay---------- | 9-10 |Sand |SM, SP-SM |A-3, A-2 | 0 | 0 |95-100]90-100]45-80 | 5-20 | 0-14 | NP 
| 10-32 |Sand, fine sand |SM, SP-SM |A-2, A-3 | 0 | 0 ][95-100|90-100|45-80 | 5-20 | 0-14 | NP 
| 32-46 |Sandy loam, fine sandy |SM, SC, SC-SM|A-6, A-2, A-4| 0 | 0 ][|85-100|85-100|60-80 |23-45 | 0-25 |NP-13 
| | loam, sandy clay loam | | | | | | | 
| 46-80 |Sandy clay loam ISC, CL ,6۔۱۵‎ A-2, A-4| 0 | 0 ][|95-100|90-100|60-93 |28-55 |20-39 | 8-25 
| | | | | | | | | 
Lucy------------ | 9-8 |Loamy sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-87 |10-30 | 0-14 | NP 
| 8-24 |Loamy sand, sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-87 |10-30 | 0-14 | NP 
| 24-35 |Sandy loam, fine sandy |SC, SC-SM, SM|A-2, A-6, A-4| 0 | 0 ][|97-100|95-100|55-95 |15-50 |10-30 |NP-15 
| | loam, sandy clay loam | | | | | | 
| 35-80 |Sandy clay loam, clay ISC, SC-SM, SM[A-6, A-2, A-4| 0 | 0 | 100 [|95-100|60-95 |20-50 |20-40 | 3-20 
| | loam, sandy loam | | | | | | | | | | 
| | | | | | | | | | | | 
Orangeburg------ | 9-6 |Loamy sand | SM |A-2 | 0 | © |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 6-11 |Loamy sand | SM |A-2 | 0 | © |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 11-80 |Sandy clay loam ISC, SC-SM, |A-6, A-4 | 0 | 0 |98-100]95-100]71-96 |38-58 |22-40 | 3-19 
| | | SM, CL | | | | | | | | | 
| | | | | | | | | | | | 
24: | | | | | | | | | | | | 
Fuquay---------- | 0-5 |Sand |SM, SP-SM |A-2, A-3 | © | © |95-100|90-100|45-80 | 5-20 | 0-14 | NP 
| 5-32 |Sand, fine sand |SM, SP-SM |A-3, A-2 | © | © |95-100|90-100|45-80 | 5-20 | 0-14 | NP 
| 32-44 |Sandy loam, fine sandy |SM, SC, SC-SM|A-6, A-2, A-4| © | © ][85-100|85-100|60-80 |23-45 | 0-25 |NP-13 
| | loam, sandy clay loam | | | | | | | | | | 
| 44-80 |Sandy clay loam 156 CL 1۸-6, A-2, A-4| © | © ][95-100|90-100|60-93 |28-55 |20-39 | 8-25 
| | | | | | | | | | | | 
Bonifay--------- | 9-4 |Loamy sand | SP- SM |A-3, A-2-4 | 0 | 0 ][98-100|98-100|60-95 | 5-12 | 0-14 | NP 
| 4-45 |Loamy sand | SP- SM |A-3, A-2-4 | 0 | © |98-100]98-100|60-95 | 5-12 | 0-14 | NP 
| 45-53 [Sandy loam, sandy clay |SM, SC-SM, SC|A-2-4, A-2-6,] © | © |95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | A-4, A-6 | | | | | | | | 
| 53-80 [Sandy clay loam, sandy |SC, SC-SM, SM[|A-6, A-4, A- | © | © |[95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | | 2-6, A-2-4 | | | | | | | | 
| | | | | | | | | | | | 
27: | | | | | | | | | | | | 
Goldsboro------- | 0-8 |Loamy fine sand | SM |A-2 | 0 | 0 ]|95-100|95-100|50-95 |13-30 | 0-20 | NP 
| 8-12 |Loamy fine sand, sand | SM |A-2 | 0 | 0 |95-100]95-100|50-95 |13-30 | 0-20 | NP 
| 12-15 |Sandy loam | SC- SM |A-4, A-2-4 | 0 | © ][98-100|95-100|60-100|25-55 |16-37 | 4-18 
| 15-80 |Sandy clay loam, sandy |SC, SC-SM, ,6۔۱۵‎ A-4, A-2| 0 | 0 ][98-100|95-100|60-100|25-55 |16-37 | 4-18 
| | loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | | | | | 
28: | | | | | | | | | 
Goldsboro------- | 0-6 |Loamy fine sand | SM |A-2 | 0 | 0 |95-100]95-100|]50-95 |13-30 | 0-20 | NP 
| 6-9 |Loamy fine sand, sand | SM |A-2 | 0 | 0 ]|95-100|95-100|50-95 |13-30 | 0-20 | NP 
| 9-13 |Sandy loam | SC- SM |A-4, A-2-4 | 0 | © ][98-100|95-100|60-100|25-55 |16-37 | 4-18 
| 13-80 |Sandy clay loam, sandy |SC, SC-SM, |A-6, A-4, A-2]| © | © ][98-100|95-100|60-100|25-55 |16-37 | 4-18 
| | loam | CL-ML, CL | | | | | | | | 
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| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >1 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO inches inches] 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pet | Pet | | | | | Pct | 
| | | | | | | | | | | | 
29: | | | | | | | | | | 
Grady----------- | 9-5 |Fine sandy loam |SM, SC-SM, SC|A-4, A-2 | 0 | 0 | 100 [|99-100|85-100|25-50 | 0-20 |NP-10 
| 5-11 |Sandy clay loam, clay | cL |A-6 | 0 | 0 | 100 | 100 [|90-100|51-80 |25-40 |11-20 
| | loam | | | | | | | | 
| 11-62 |Clay, sandy clay |MH, CL, CH |A-7, A-6 | 0 | 0 | 100 | 100 [|90-100|55-90 |30-51 |12-24 
| 62-80 |Sandy clay, clay ICL, CH |A-7, A-6 | 0 | 0 | 100 | 100 [|90-100|55-90 |30-51 |12-24 
| | | | | | | | | | | | 
30: | | | | | | | | | 
Lakeland-------- | 9-3 |Sand | SP- SM |A-3, A-2-4 | 0 | 0 ][90-100|90-100|60-100| 5-12 | 0-14 | NP 
| 3-80 |Sand, fine sand |SP-SM, SP |A-3, A-2-4 | 0 | © ][90-100|90-100|50-100|] 1-12 | 0-14 | NP 
| | | | | | | | | | | | 
31: | | | | | | | | 
Lakeland-------- | 9-3 |Sand | SP- SM |A-3, A-2-4 | 0 | 0 ][90-100|90-100|60-100| 5-12 | 0-14 | NP 
| 3-80 |Sand, fine sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 ][90-100|90-100|50-100|] 1-12 | 0-14 | NP 
| | | | | | | | | | | | 
32: | | | | | | | | | | 
Leefield-------- | 9-10 |Sand |SM, SP-SM, |A-2 | 0 | 0 ][98-100|95-100|65-95 |10-20 | 0-14 | NP 
| | | SW-SM | | | | | | | 
| 10-23 |Sand |SM, SP-SM, |A-2 | 0 | 0 |98-100]95-100]65-95 |10-20 | 0-14 | NP 
| | | SW-SM | | | | | | | 
| 23-33 |Sandy loam, sandy clay |SC, SC-SM, SM|A-2, A-6, A-4| 0 | 0 ][|95-100|93-100|65-95 |20-40 | 0-40 |NP-16 
| | loam | | | | | | | | 
| 33-80 |Sandy clay loam, sandy |SC, SC-SM, SMJA-6, A-2, A-4| 0 | 0 ][|95-100|95-100|65-90 |20-40 | 0-40 |NP-20 
| | loam | | | | | | | | | | 
| | | | | | | | | | 
Bonifay--------- | 0-8 |Loamy sand |SP-SM |A-3, A-2-4 | © | © ][98-100|98-100|60-95 | 5-12 | 0-14 | NP 
| 8-42 |Loamy sand | SP-sM |A-3, A-2-4 | © | © ][98-100|98-100|60-95 | 5-12 | 0-14 | NP 
| 42-53 |Sandy loam, sandy clay |SM, SC-SM, SC|A-2-4, A-2-6,] © | 0 |95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | | A-4, A-6 | | | | | 
| 53-80 [Sandy clay loam, sandy |SC, SC-SM, SM|A-6, A-4, A- | © | © |[95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | | 2-6, A-2-4 | | | | | | | | 
| | | | | | | | | 
Dothan---------- | 0-9 |Loamy fine sand | SM |A-2 | 0 | 0 |95-100]92-100|60-80 |13-30 | 0-14 | NP 
| 9-24 |Fine sandy loam, sandy |SC, SC-SM, SM[A-6, A-4, A-2| 0 | 0 ][|95-100|92-100|60-90 |23-49 | 0-40 |NP-16 
| | loam, sandy clay loam | | | | | | 
| 24-80 |Sandy clay loam, sandy |SC, SC-SM, SM[A-6, A-4, A-2| 0 | 0 ][|95-100|92-100|60-90 |23-49 | 0-40 |NP-16 
| | loam, fine sandy loam | | | | | | | | | | 
| | | | | | | | | | | | 
33: | | | | | | | | | | | | 
Leon------------ | 9-4 ٥۹ |SP-SM, SP |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100] 2-12 | 0-14 | NP 
| 4-10 |Sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100]| 2-12 | 0-14 | NP 
| 10-17 |Sand, fine sand, loamy |SM, SP-SM, SP|A-2-4, A-3 | 0 | 0 | 100 | 100 |80-100| 3-20 | 0-14 | NP 
| | sand | | | | | | | | 
| 17-63 |Sand, fine sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100] 2-12 | 0-14 | NP 
| 63-80 |Sand, fine sand, loamy |SM, SP-SM, SP|A-2-4, A-3 | © | © | 100 | 100 |80-100] 3-20 | 0-14 | NP 
| | | | | | | | 
| | | | | | | | 
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Table 15.--Engineering Soil Properties--Continued 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >1 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO lnches inches | 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pet | Pct | | | | | Pct | 
| | | | | | | | | | | | 
33: | | | | | | | | | | | | 
Chipley--------- | 9-10 |Sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100] 6-12 | 0-29 |NP-2 
| 10-80 |Sand, fine sand | SP- SM |A-3, A-2-4 | 0 | © | 100 | 100 |80-100]| 6-12 | 0-14 | NP 
| | | | | | | | | | | | 
35: | | | | | | | | | | | 
Lucy------------ | 0-5 |Loamy sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-87 |10-30 | 0-14 | NP 
| 5-26 |Loamy sand, sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-87 |10-30 | 0-14 | NP 
| 26-38 |Sandy loam, fine sandy |SC, SC-SM, SM|A-2, A-6, A-4| 0 | 0 ][|97-100|95-100|55-95 |15-50 |10-30 |NP-15 
| | loam, sandy clay loam | | | | | | | 
| 38-80 |Sandy clay loam, clay ISC, SC-SM, ۸ A-2, A-4| 0 | 0 | 100 [|95-100|60-95 |20-50 |20-40 | 3-20 
| | loam, sandy loam | | | | | | | | | | 
| | | | | | | | | | | | 
Troup----------- | 9-4 |Sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-75 |10-30 | 0-14 | NP 
| 4-14 |Sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-75 |10-30 | 0-14 | NP 
| 14-43 |Loamy sand, sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-75 |10-30 | 0-14 | NP 
| 43-80 |Sandy clay loam, sandy |SC, SC-SM, ,6۔۱۵‎ A-4, A-2| 0 | 0 ][|95-100|90-100|60-90 |24-55 |19-40 | 4-20 
| | loam, fine sandy loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | | | | | 
36: | | | | | | | | | | 
Lucy------------ | 0-5 |Loamy sand |SM, SP-SM |A-2 | © | © |95-100|90-100|50-87 |10-30 | 0-14 | NP 
| 5-22 |Loamy sand, sand |SM, SP-SM |A-2 | © | © |95-100|90-100|50-87 |10-30 | 0-14 | NP 
| 22-33 |Sandy loam, fine sandy |SC, SC-SM, SM|A-2, A-6, A-4| © | © |97-100|95-100|55-95 |15-50 |10-30 |NP-15 
| | loam, sandy clay loam | | | | | | | 
| 33-80 |Sandy clay loam, clay  |SC, SC-SM, ۸ A-2, A-4| © | © | 100 |95-100|60-95 |20-50 |20-40 | 3-20 
| | loam, sandy loam | | | | | | | | | | 
| | | | | | | | | | | | 
Orangeburg------ | 0-4 |Loamy sand | SM |A-2 | 0 | 0 |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 4-9 |Loamy sand | SM |A-2 | 0 | © |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 9-80 |Sandy clay loam ISC, SC-SM, |A-6, A-4 | 0 | © |98-100]95-100]71-96 |38-58 |22-40 | 3-19 
| | | SM, CL | | | | | | | | | 
| | | | | | | | | 
Cowarts--------- | 0-3 |Loamy fine sand | SM |A-2-4 | 0 | 0 ][90-100|85-100|50-80 |13-30 | 0-14 | NP 
| 3-9 |Fine sandy loam, sandy |SM, SC-SM, SC|A-4, A-2, A-6| 0 | 0 ][|95-100|90-100|60-95 |23-45 |20-40 |NP-15 
| | loam, sandy clay loam | | | | | | | | | 
| 9-29 |Sandy clay loam, sandy |SC-SM, SC, SM|A-7, A-6 | 0 | 0 ][|95-100|90-100|60-95 |25-50 |20-54 | 5-25 
| | clay | | | | | | | | | | 
| 29-80 |Sandy loam, sandy clay  |SC-SM, SC, |A-6, he P A- | 0 | 0 ][85-100|80-100|60-95 |25-58 |25-53 | 5-20 
| | loam | CL-ML, CL | 4 | | | | | | | | 
| | | | | | | 
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Table 15.--Engineering Soil Properties--Continued 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >1 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO inches inches] 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pct | Pct | | | | | Pct | 
| | | | | | | | | | | | 
40: | | | | | | | | | | 
Cowarts--------- | 0-3 |Loamy fine sand | SM |A-2-4 | 0 | 0 ][90-100|85-100|50-80 |13-30 | 0-14 | NP 
| 3-7 |Fine sandy loam, sandy |SM, SC-SM, SC|A-4, A-2, A-6| © | © |95-100|90-100|60-95 |23-45 |20-40 |NP-15 
| | loam, sandy clay loam | | | | | | | 
| 7-27 |Sandy clay loam, sandy |SC-SM, SC, SM|A-7, A-6 | 0 | 0 ][95-100|90-100|60-95 |25-50 |20-54 | 5 
| | clay | | | | | | | 
| 27-80 |Sandy loam, sandy clay |SC-SM, SC, ,6۔۱۵‎ A-7, A- | 0 | 0 ][85-100|80-100|60-95 |25-58 |25-53 | 5 
| | loam | CL-ML, CL | 4, A-2 | | | | | | | | 
| | | | | | | | | | 
Dothan---------- | 0-5 |Loamy fine sand | SM |A-2 | 0 | 0 |95-100]92-100|60-80 |13-30 | 0-14 | NP 
| 5-12 |Fine sandy loam, sandy |SC, SC-SM, SM[A-6, A-4, A-2| 0 | 0 ][|95-100|92-100|60-90 |23-49 | 0-40 |NP-16 
| | loam, sandy clay loam | | | | | | | | 
| 12-80 |Sandy clay loam, sandy |SC, SC-SM, SM[A-6, A-4, A-2| 0 | 0 ][|95-100|92-100|60-90 |23-49 | 0-40 |NP-16 
| | loam, fine sandy loam | | | | | | | | | | 
| | | | | | | | | | 
Fuquay---------- | 9-4 |Sand |SP-SM, SM |A-3, A-2 | 0 | 0 |95-100]90-100]45-80 | 5-20 | 0-14 | NP 
| 4-21 |Sand, fine sand |SM, SP-SM |A-2, A-3 | 0 | 0 |95-100]90-100]45-80 | 5-20 | 0-14 | NP 
| 21-35 |Sandy loam, fine sandy |SM, SC, SC-SM|A-6, A-2, A-4| 0 | 0 ][|85-100|85-100|60-80 |23-45 | 0-25 |NP-13 
| | loam, sandy clay loam | | | | | | | 
| 35-80 |Sandy clay loam |SC, CL ,6۔۱۵‎ A-2, A-4| 0 | 0 ][|95-100|90-100|60-93 |28-55 |20-39 | 8-25 
| | | | | | | | | | | | 
41: | | | | | | | | | 
Norfolk--------- | 0-9 |Loamy fine sand | SM |A-2-4, A-2 | 0 | 0 |95-100]92-100|50-95 |13-30 | 0-20 | NP 
| 9-14 |Sandy loam, fine sandy |SC-SM, SC, |A-4, A-2, A-6| 0 | 0 ][|95-100|91-100|60-95 [25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | | 
| 14-41 |Sandy clay loam, fine ISC, SC-SM, |A-6, A-2, 4| 0 | 0 |95-100]91-100]70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | 
| 41-62 |Sandy loam, fine sandy |SC-SM, SC, |A-4, A-2, 6| 0 | 0 ][|95-100|91-100|60-95 |25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | | 
| 62-80 |Sandy clay loam, fine ISC, SC-SM, |A-6, A-2, 4| 0 | 0 ][|95-100|91-100|70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | | | | | 
42: | | | | | | | | | | 
Norfolk--------- | 0-6 |Loamy fine sand | SM |A-2-4, A-2 | © | © ][95-100|92-100|50-95 |13-30 | 0-20 | NP 
| 6-14 |Sandy loam, fine sandy |SC-SM, SC, |A-4, A-2, A-6| © | © ][95-100|91-100|60-95 [25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | | 
| 14-40 |Sandy clay loam, fine  |SC, SC-SM, 1۸-6, A-2, A-4| © | © ][95-100|91-100|70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | 
| 40-51 |Sandy loam, fine sandy |SC-SM, SC, 1۸-4, A-2, A-6| © | © ][95-100|91-100|60-95 [25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | | 
| 51-80 |Sandy clay loam, fine  |SC, SC-SM, 1۸-6, A-2, A-4| © | © ][95-100|91-100|70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | | | | 
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Table 15.--Engineering Soil Properties--Continued 


| clay 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >1 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO lnches inches | 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pct | Pct | | | | | Pct | 
| | | | | | | | | | | | 
43: | | | | | | | | | | 
Ocilla--------- | 9-3 |Sand |SM, SP-SM |A-2, A-3 | 0 | 0 | 100 [|95-100|70-100|] 8-35 | 0-14 | NP 
| 3-29 |Sand, loamy sand |SM, SP-SM |A-2, A-3 | 0 | 0 | 100 [|95-100|70-100|] 8-35 | 0-14 | NP 
| 29-34 |Fine sandy loam, sandy |SC, SM, ML, ,6۔۱۵‎ A-4, A-2| 0 | 0 | 100 [|95-100|80-100|20-55 |20-40 |NP-18 
| | loam, sandy clay loam | CL | | | | | | 
| 34-80 |Sandy clay loam, fine |SC, SM, ML, ,6۔۱۵‎ A-4, A-2| 0 | 0 | 100 [|95-100|80-100|20-55 |20-40 |NP-18 
| | sandy loam, sandy loam | CL | | | | | | | | | 
| | | | | | | | | | | | 
45: | | | | | | | | | | 
Orangeburg----- | 9-9 |Loamy sand | SM |A-2 | 0 | © |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 9-18 |Loamy sand | SM |A-2 | 0 | © |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 18-80 |Sandy clay loam ISC, SC-SM, |A-6, A-4 | 0 | 0 |98-100]95-100]71-96 |38-58 |22-40 | 3-19 
| | | SM, CL | | | | | | | | | 
| | | | | | | | | | | | 
46: | | | | | | | | | | 
Orangeburg----- | 9-8 |Loamy sand | SM |A-2 | 0 | 0 |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 8-14 |Loamy sand | SM |A-2 | 0 | © |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 14-80 |Sandy clay loam |SC, SC-SM, |A-6, A-4 | 0 | 0 |98-100]95-100]71-96 |38-58 |22-40 | 3-19 
| | | SM, CL | | | | | | | | | 
| | | | | | | | | | | | 
47: | | | | | | | | | | 
Orangeburg- ---- | 9-5 |Loamy sand | SM |A-2 | 0 | © |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 5-12 |Loamy sand | SM |A-2 | 0 | © |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 12-80 |Sandy clay loam ISC, SC-SM, |A-6, A-4 | 0 | 0 |98-100]95-100]71-96 |38-58 |22-40 | 3-19 
| | | SM, CL | | | | | | | | | 
| | | | | | | | | | | | 
Norfolk-------- | 0-6 |Loamy fine sand | SM |A-2-4, A-2 | © | © ][95-100|92-100|50-95 |13-30 | 0-20 | NP 
| 6-11 |Sandy loam, fine sandy |SC-SM, SC, |A-4, A-2, A-6| © | © ][95-100|91-100|60-95 |25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | | 
| 11-46 |Sandy clay loam, fine  |SC, SC-SM, 1۸-6, A-2 4| © | © ]|95-100|91-100|70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | 
| 46-62 |Sandy loam, fine sandy |SC-SM, SC, |A-4, A-2, A-6| © | © ][95-100|91-100|60-95 [25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | | 
| 62-80 |Sandy clay loam, fine  |SC, SC-SM, |A-6, A-2, A-4| © | © ][95-100|91-100|70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | | | | 
Tifton--------- | 0-5 |Loamy fine sand |SM, SC-SM |A-2 | 0 | 0 |70-97 |62-94 |53-85 |11-27 | 0-20 |NP-6 
| 5-9 |Fine sandy loam, sandy |SM, SC-SM |A-2 | 0 | 0 |70-95 |56-89 |55-89 |20-35 | 0-25 |NP-7 
| | loam, gravelly sandy | | | | | | | | | | 
| | loam | | | | | | | | | | 
| 9-32 |Sandy clay loam, ISC, CL ,6۔۱۵‎ A-4, A-2| 0 | 0 |70-98 |65-94 |60-89 |22-53 |22-40 | 8-22 
| | gravelly sandy clay | | | | | | | | | | 
| | loam | | | | | | | | | | 
| 32-80 |Sandy clay loam, sandy |SC, CL ,6۔۱۵‎ A-7 | 0 | 0 ][|87-100|80-99 |50-94 |34-55 |24-45 | 8-23 
| | | | | | | | | | 
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Table 15.--Engineering Soil Properties --Continued 


vcS 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >10 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO |inches|inches| 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pct | Pct | | | | | Pct | 
| | | | | | | | | | | | 
48: | | | | | | | | | | 
Fuquay---------- | 9-5 |Sand |SM, SP-SM |A-2, A | 0 | 0 |95-100]90-100]45-80 | 5-20 | 0-14 | NP 
| 5-30 |Sand, fine sand |SM, SP-SM |A-2, A | 0 | 0 ]|95-100|90-100|45-80 | 5-20 | 0-14 | NP 
| 30-40 |Sandy loam, fine sandy |SM, SC, SC-SM|A-6, A A-4| 0 | 0 |85-100]85-100]60-80 |23-45 | 0-25 |NP-13 
| | loam, sandy clay loam | | | | | | | 
| 40-80 |Sandy clay loam ISC, CL ,6۔۱۵‎ A-2, A-4| 0 | 0 ][95-100|90-100|60-93 |28-55 |20-39 | 8-25 
| | | | | | | | | 
Orangeburg------ | 0-4 |Loamy sand | SM |A-2 | 0 | © |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 4-10 |Loamy sand | SM |A-2 | 0 | 0 |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 10-80 |Sandy clay loam ISC, SC-SM, |A-6, A-4 | 0 | 0 |98-100]95-100]71-96 |38-58 |22-40 | 3-19 
| | | SM, CL | | | | | | | | | 
| | | | | | | | | 
Norfolk--------- | 0-3 |Loamy fine sand | SM |A-2-4, A-2 | © | © ][95-100|92-100|50-95 |13-30 | 0-20 | NP 
| 3-13 |Sandy loam, fine sandy |SC-SM, SC, |A-4, A-2, A-6| © | © ][95-100|91-100|60-95 [25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | | 
| 13-40 |Sandy clay loam, fine  |SC, SC-SM, 1۸-6, A-2, A-4| © | © ][95-100|91-100|70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | 
| 40-62 |Sandy loam, fine sandy |SC-SM, SC, 1۸-4, A-2, A-6| © | © ][95-100|91-100|60-95 |25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | 
| 62-80 |Sandy clay loam, fine  |SC, SC-SM, 1۸-6, A-2, A-4| © | © ][95-100|91-100|70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | | | | | 
49: | | | | | | | | | | 
Orangeburg------ | 9-8 |Loamy sand | SM |A-2 | 0 | 0 |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 8-15 |Loamy sand | SM |A-2 | 0 | 0 ][98-100|95-100|60-87 |14-28 | 0-14 | NP 
| 15-80 |Sandy clay loam ISC, SC-SM, |A-6, A-4 | 0 | 0 |98-100]95-100]71-96 |38-58 |22-40 | 3-19 
| | | SM, CL | | | | | | | | | 
| | | | | | | | | 
Norfolk--------- | 0-5 |Loamy fine sand | SM |A-2-4, A-2 | 0 | 0 |95-100]92-100|50-95 |13-30 | 0-20 | NP 
| 5-15 [Sandy loam, fine sandy |SC-SM, SC, |A-4, A-2, A-6| 0 | 0 ][|95-100|91-100|60-95 |25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | | 
| 15-22 |Sandy clay loam, fine |SC, SC-SM, ,6۔۱۵‎ A-2, A-4| 0 | 0 |95-100]91-100]70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | 
| 22-45 |Sandy loam, fine sandy |SC-SM, SC, |A-4, A-2, A-6| 0 | 0 ][|95-100|91-100|60-95 |25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | 
| 45-80 |Sandy clay loam, fine ISC, SC-SM, |A-6, A-2, A-4| 0 | 0 |95-100]91-100]70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | | | | | 
51: | | | | | | | | | | | 
Plummer--------- | 0-9 |Sand, fine sand |SM, SP-SM |A-2-4, A-3 | 0 | 0 | 100 | 100 |75-90 | 5-20 | 0-14 | NP 
9-50 |Sand, fine sand |SM, SP-SM 1۵-2-4, A-3 | 0 | 0 | 100 | 100 |75-90 | 5-20 | 0-14 | NP 
50-80 |Sandy clay loam, sandy |SC, SC-SM, SM|A-4, A-2-4 | 0 | 0 | 100 |97-100]76-96 |20-48 | 0-30 |NP-10 
| | | | | | | 
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Table 15.--Engineering Soil Properties--Continued 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >10 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO |inches|inches| 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pet | Pet | | | | | Pct | 
| | | | | | | | | | | | 
52: | | | | | | | | | | | | 
Rains----------- | 9-7 |Fine sandy loam |SM, ML |A-4, A-2-4 | © | © | 100 |95-100|50-85 |25-56 | 0-35 |NP-10 
| 7-34 |Sandy clay loam, clay  |SC, SC-SM, |A-6, A-4, A-2] © | © | 100 [|95-100|55-98 |30-70 |18-40 | 4-20 
| | loam | CL-ML, CL | | | | | | | | | 
| 34-80 |Sandy clay, clay loam, |SC, SC-SM, 1۸-6, A-7, A-4| © | © | 100 |98-100|60-98 |36-72 |18-51 | 4-28 
| | sandy clay loam | CL, CH | | | | | | | | | 
| | | | | | | | | | | | 
58: | | | | | | | | | | | | 
Tifton---------- | 0-6 |Loamy fine sand |SM, SC-SM |A-2 | 0 | 0 |70-97 |62-94 |53-85 |11-27 | 0-20 |NP-6 
| 6-10 |Sandy loam, fine sandy |SM, SC-SM |A-2 | 0 | 0 |70-95 |56-89 |55-89 [20-35 | 0-25 |NP-7 
| | loam, gravelly sandy | | | | | | | | | | 
| | loam | | | | | | | | | | 
| 10-45 |Sandy clay loam, ISC, CL ,6۔۱۵‎ A-4, A-2| 0 | 0 |70-98 |65-94 |60-89 |22-53 |22-40 | 8-22 
| | gravelly sandy clay | | | | | | | | | | 
| | loam | | | | | | | | | | 
| 45-80 |Sandy clay loam, sandy |SC, CL ,6۔۱۵‎ A-7 | 0 | 0 ][|87-100|80-99 |50-94 |34-55 |24-45 | 8-23 
| | clay | | | | | | | | | | 
| | | | | | | | | | | | 
59: | | | | | | | | | | | | 
Troup----------- | 9-3 |Sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-75 |10-30 | 0-14 | NP 
| 3-15 |Sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-75 |10-30 | 0-14 | NP 
| 15-53 |Loamy sand, sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-75 |10-30 | 0-14 | NP 
| 53-80 |Sandy clay loam, sandy |SC, SC-SM, |A-6, A-4, A-2| 0 | 0 [|95-100|90-100|60-90 |24-55 |19-40 | 4-20 
| | loam, fine sandy loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | 
Lakeland-------- | 9-5 JSand | SP- SM |A-3, A-2-4 | 0 | 0 ][90-100|90-100|60-100| 5-12 | 0-14 | NP 
| 5-80 |Sand, fine sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 ][90-100|90-100|50-100|] 1-12 | 0-14 | NP 
| | | | | | | | | | | | 
Lucy------------ | 9-7 |Loamy sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-87 |10-30 | 0-14 | NP 
| 7-33 |Loamy sand, sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-87 |10-30 | 0-14 | NP 
| 33-39 |Sandy loam, fine sandy |SC, SC-SM, SM|A-2, A-6, A-4| © | © |97-100|95-100|55-95 |15-50 |10-30 |NP-15 
| | loam, sandy clay loam | | | | | | | | | 
| 39-80 [Sandy clay loam, clay  |SC, SC-SM, SM|A-6, A-2, A-4| © | © | 100 [|95-100|60-95 |20-50 |20-40 | 3-20 
| | loam, sandy loam | | | | | | | | | | 
| | | | | | | | | | | | 
60: | | | | | | | | | | | | 
Troup----------- | 9-3 |Sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-75 |10-30 | 0-14 | NP 
| 3-13 |Sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-75 |10-30 | 0-14 | NP 
| 13-42 |Loamy sand, sand |SM, SP-SM |A-2 | 0 | 0 ]|95-100|90-100|50-75 |10-30 | 0-14 | NP 
| 42-80 |Sandy clay loam, sandy |SC, SC-SM, |A-6, A-4, A-2| 0 | 0 ][95-100|90-100|60-90 |24-55 |19-40 | 4-20 
| | loam, fine sandy loam | CL-ML, CL | | | | | | | | | 
| | | | | | 
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Table 15.--Engineering Soil Properties --Continued 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | | 3-10 | |Limit |ticity 
| | | Unified | AASHTO inches inches] 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | l l | Pet | Pet | | | | | Pct | 
| | | | | | | | | | | | 
61: | | | | | | | | | | 
Troup----------- | 0-5 |Sand |SM, SP-SM |A-2 | © | © |95-100|90-100|50-75 [10-30 | 0-14 | NP 
| 5-13 |Sand |SM, SP-SM |A-2 | © | © |95-100|90-100|50-75 |10-30 | 0-14 | NP 
| 13-58 |Loamy sand, sand |SM, SP-SM |A-2 | © | © |95-100|90-100|50-75 [10-30 | 0-14 | NP 
| 58-80 |Sandy clay loam, sandy |SC, SC-SM, |A-6, A-4, A-2] © | © ][95-100|90-100|60-90 |24-55 |19-40 | 4-20 
| | loam, fine sandy loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | | 
Nankin---------- | 9-7 |Sandy loam |SM, SC-SM |A-4, A-2 | 0 | 0 |85-100]85-100]70-90 |25-45 | 0-25 [NP 
| 7-11 |Sandy clay loam, sandy |SC, SC-SM ,6۔۱۵‎ A-4, A-2| 0 | 0 ][|97-100|95-100|75-90 [25-45 |20-35 | 4 
| | loam | | | | | | | 
| 11-27 |Sandy clay, clay |SC, CL, ML, |A-7, A-6 4| 0 | 0 ][98-100|95-100|75-95 [40-70 |25-45 | 7-20 
| | | CL-ML | | | | | | 
| 27-80 |Sandy clay loam, sandy |SC, SC-SM, 1۸-6, A-4, A-2| © | © ][98-100|95-100|70-85 |25-55 [20-40 | 4-16 
| | loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | | | | | 
63: | | | | | | | | | | 
Troup----------- | 9-3 |Sand |SM, SP-SM |A-2 | 0 | 0 ]|95-100|90-100|50-75 |10-30 | 0-14 | NP 
| 3-11 |Sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-75 |10-30 | 0-14 | NP 
| 11-41 |Loamy sand, sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-75 |10-30 | 0-14 | NP 
| 41-80 |Sandy clay loam, sandy |SC, SC-SM, |A-6, A-4, A-2| 0 | 0 ][|95-100|90-100|60-90 |24-55 |19-40 | 4-20 
| | loam, fine sandy loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | | 
Nankin---------- | 9-3 |Sandy loam |SM, SC-SM |A-4, A-2 | 0 | 0 ][85-100|85-100|70-90 |25-45 | 0-25 [NP 
| 3-11 |Sandy clay loam, sandy |SC, SC-SM ,6۔۱۵‎ A-4, A-2| 0 | 0 ][|97-100|95-100|75-90 |25-45 |20-35 | 4 
| | loam | | | | | | | 
| 11-27 |Sandy clay, clay ISC, CL, ML, |A-7, A-6, 4| 0 | 0 |98-100]95-100]75-95 [40-70 |25-45 | 7-20 
| | | CL-ML | | | | | | | 
| 27-80 |Sandy clay loam, sandy |SC, SC-SM, ,6۔۱۵‎ A-4, A-2| 0 | 0 ][98-100|95-100|70-85 |25-55 |20-40 | 4-16 
| | loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | | | | | 
65: | | | | | | | | | | | | 
Udorthents. | | | | | | | | | | | | 
| | | | | | | | | | | | 
66: | | | | | | | | | | | | 
Pickney--------- | 9-41 |Sand |SM, SP-SM |A-2 | 0 | 0 | 100 | 100 |50-90 |10-25 | 0-14 | NP 
| 41-80 |Sand, loamy sand |SM, SP-SM, SP|A-2, A-3 | 0 | 0 | 100 | 100 [|50-90 | 3-25 | 0-14 | NP 
| | | | | | | | | | | | 
Dorovan--------- | 0-74 [Muck |PT |^-8 | 0 | 0 |--- | --- | --- | --- | --- | --- 
| 74-80 |Sand, loamy sand |SP-SM, SM, |A-3, A-4, A- | 0 | 0 | 100 | 100 | 5-70 | 5-49 | 0-20 |NP-7 
| | | SC-SM | 2-4, A-1 | | | | | | | | 
| | | | | | | | | | 
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Table 15.--Engineering Soil Properties--Continued 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >10 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO |inches|inches| 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pct | Pct | | | | | Pct | 
| | | | | | | | | | | | 
66: | | | | | | | | | | | | 
Bibb------------ | 9-8 |Sandy loam |SM, SC-SM, |A-2, A-4 | 0 | 0-5 |95-100]90-100|60-90 |30-60 | 0-25 |NP-7 
| | | ML, CL-ML | | | | | | | 
| 8-33 |Sandy loam, loam, silt |SM, SC-SM, |A-2, A-4 | 0 | 0-10 |60-100|50-100|40-100|30-90 | 0-30 |NP-7 
| | loam | ML, CL-ML | | | | | | | 
| 33-61 |Loamy sand |SM, SP-SM |A-2, A-3, A- | 0 | 0-5 ]|95-100|90-100|]40-90 | 8-35 | 0-14 | NP 
| | | | 1-b | | | | | | 
| 61-80 |Sand, loamy sand |SM, SP-SM, SP|A-2, A-3 | 0 | 0 | 100 | 100 |50-90 | 3-25 | 0-14 | NP 
| | | | | | | | | | | | 
69: | | | | | | | | | | | | 
Lucy------------ | 9-6 |Loamy sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-87 |10-30 | 0-14 | NP 
| 6-28 |Loamy sand, sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-87 |10-30 | 0-14 | NP 
| 28-35 |Sandy loam, fine sandy |SC, SC-SM, SM|A-2, A-6, A-4| 0 | 0 ][|97-100|95-100|55-95 |15-50 |10-30 |NP-15 
| | loam, sandy clay loam | | | | | | | | | | 
| 35-80 |Sandy clay loam, clay ISC, SC-SM, ۸ A-2, A-4| 0 | 0 | 100 [|95-100|60-95 |20-50 |20-40 | 3-20 
| | loam, sandy loam | | | | | | | | | | 
| | | | | | | | | 
Bonifay--------- | 0-5 |Loamy sand |SP-SM |A-3, A-2-4 | 0 | © |98-100]98-100|60-95 | 5-12 | 0-14 | NP 
| 5-44 |Loamy sand | SP- SM |A-3, A-2-4 | 0 | © ][98-100|98-100|60-95 | 5-12 | 0-14 | NP 
| 44-59 |Sandy loam, sandy clay |SM, SC-SM, SC|A-2-4, A-2-6, | 0 | 0 ][|95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | | A-4, A-6 | | | | | 
| 59-80 |Sandy clay loam, sandy |SC, SC-SM, SM[A-6, A-4, A- | 0 | 0 ][95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | | 2-6, A-2-4 | | | | | | | | 
| | | | | | | | | | | | 
Orangeburg- ----- | 9-5 |Loamy sand | SM |A-2 | 0 | © |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 5-11 |Loamy sand | SM |A-2 | © | © |98-100|95-100|60-87 [14-28 | 0-14 | NP 
| 11-80 |Sandy clay loam |SC, SC-SM, |A-6, A-4 | © | © |98-100|95-100|71-96 |38-58 [22-40 | 3-19 
| | | SM, CL | | | | | | | | | 
| | | | | | | | | | | | 
71: | | | | | | | | | | | 
Cowarts--------- | 0-4 |Loamy fine sand | SM |A-2-4 | 0 | 0 ][90-100|85-100|50-80 |13-30 | 0-14 | NP 
| 4-8 |Fine sandy loam, sandy |SM, SC-SM, SC|A-4, A-2, A-6| 0 | 0 ][|95-100|90-100|60-95 |23-45 |20-40 |NP-15 
| | loam, sandy clay loam | | | | | | | 
| 8-57 |Sandy clay loam, sandy |SM, SC-SM, SC|A-7, A-6 | 0 | 0 ][|95-100|90-100|60-95 |25-50 |20-54 | 5-25 
| | clay | | | | | | | 
| 57-80 |Sandy loam, sandy clay |SC-SM, SC, |A-7, A-6, A- | 0 | 0 ][85-100|80-100|60-95 |25-58 |25-53 | 5-20 
| | loam | CL-ML, CL | 4, A-2 | | | | | | | | 
| | | | | | | | | | | | 
Nankin---------- | 9-8 |Sandy loam |SM, SC-SM 1۵۸-4, A-2 | 0 | 0 |85-100]85-100]70-90 |25-45 | 0-25 |NP-4 
| 8-13 |Sandy clay loam, sandy |SC, SC-SM ,6۔۱۵‎ A-4, A-2| 0 | 0 ][|97-100|95-100|75-90 |25-45 |20-35 | 4-15 
| | loam | | | | | | | 
| 13-28 |Sandy clay, clay |SC, CL, ML, |A-7, A-6, A-4| 0 | 0 ][98-100|95-100|75-95 |40-70 |25-45 | 7-20 
| | | CL-ML | | | | | | 
| 28-80 |Sandy clay loam, sandy |SC, SC-SM, ,6۔۱۵‎ A-4, A-2| 0 | 0 |98-100]95-100]70-85 |25-55 |20-40 | 4-16 
| | loam | CL-ML, CL | | | | | | | | 
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Table 15.--Engineering Soil Properties --Continued 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >10 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO |inches|inches| 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pct | Pct | | | | | Pct | 
| | | | | | | | | | | | 
72: | | | | | | | | | 
Goldsboro------- | 0-5 |Loamy sand | SM |A-2 | 0 | 0 ][95-100|95-100|50-95 |13-30 | 0-20 | NP 
| 5-12 |Loamy sand, sand | SM |A-2 | 0 | 0 ][95-100|95-100|50-95 |13-30 | 0-20 | NP 
| 12-16 |Sandy loam | SC- SM |A-4, A-2-4 | 0 | © ][98-100|95-100|60-100|25-55 |16-37 | 4-18 
| 16-80 |Sandy clay loam, sandy |SC, SC-SM, ,6۔۱۵‎ A-4, A-2| 0 | 0 ][98-100|95-100|60-100|25-55 |16-37 | 4-18 
| | loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | | 
Ocilla---------- | 9-3 |Sand |SM, SP-SM |A-2, A-3 | 0 | 0 | 100 [|95-100|70-100|] 8-35 | 0-14 | NP 
| 3-28 |Sand, loamy sand |SM, SP-SM |A-2, A-3 | 0 | 0 | 100 [|95-100|70-100|] 8-35 | 0-14 | NP 
| 28-59 |Fine sandy loam, sandy |SC, SM, ML, ,6۔۱۵‎ A-4, A-2| 0 | 0 | 100 [|95-100|80-100|20-55 |20-40 |NP-18 
| | loam, sandy clay loam | CL | | | | | | 
| 59-80 |Sandy clay loam, fine |SC, SM, ML, ,6۔۱۵‎ A-4, A-2| 0 | 0 | 100 [|95-100|80-100|20-55 |20-40 |NP-18 
| | sandy loam, sandy loam | CL | | | | | | | | | 
| | | | | | | | | | | | 
73: | | | | | | | | | | 
Norfolk--------- | 0-4 |Loamy fine sand | SM |A-2-4, A-2 | © | © ][95-100|92-100|50-95 |13-30 | 0-20 | NP 
| 4-8 |Sandy loam, fine sandy |SC-SM, SC, |A-4, A-2, A-6| © | © ][95-100|91-100|60-95 [25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | | 
| 8-44 |Sandy clay loam, fine  |SC, SC-SM, 1۸-6, A-2, A-4| © | © ][95-100|91-100|70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | 
| 44-58 |Sandy loam, fine sandy |SC-SM, SC, 1۸-4, A-2, A-6| © | © ][95-100|91-100|60-95 [25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | | 
| 58-80 |Sandy clay loam, fine  |SC, SC-SM, 1۸-6, A-2, A-4| © | © ][95-100|91-100|70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | | | | | 
77: | | | | | | | | | | 
Bonifay--------- | 9-10 |Loamy sand | SP- SM |A-3, A-2-4 | 0 | © ][98-100|98-100|60-95 | 5-12 | 0-14 | NP 
| 10-48 |Loamy sand | SP- SM |A-3, A-2-4 | 0 | 0 |98-100]98-100|60-95 | 5-12 | 0-14 | NP 
| 48-67 |Sandy loam, sandy clay |SM, SC-SM, SC|A-2-4, A-2-6,] © | © |95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | | A-4, A-6 | | | | | 
| 67-80 |Sandy clay loam, sandy |SC, SC-SM, SM|A-6, A-4, A- | © | © [95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | | 2-6, A-2-4 | | | | | | | | 
| | | | | | | | | 
Fuquay---------- | 9-7 |Sand |SM, SP-SM |A-2, A-3 | 0 | 0 ][95-100|90-100|45-80 | 5-20 | 0-14 | NP 
| 7-36 |Sand, fine sand |SM, SP-SM |A-3, A-2 | 0 | 0 ][95-100|90-100|45-80 | 5-20 | 0-14 | NP 
| 36-59 |Sandy loam, fine sandy |SM, SC, SC-SM|A-6, A-2, A-4| 0 | 0 ][85-100|85-100|60-80 |23-45 | 0-25 |NP-13 
| | loam, sandy clay loam | | | | | | | 
| 59-80 |Sandy clay loam ISC, CL ,6۔۱۵‎ A-2, A-4| 0 | 0 ][95-100|90-100|60-93 |28-55 |20-39 | 8-25 
| | | | | | | | | | | | 
78: | | | | | | | | 
Chipley--------- | 9-6 |Sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100| 6-12 | 0-29 |NP-2 
| 6-80 |Sand, fine sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100]| 6-12 | 0-14 | NP 
۱ ۱ ۱ ۱ ۱ ۱ 
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Table 15.--Engineering Soil Properties--Continued 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >1 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO lnches inches | 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pet | Pct | | | | | Pct | 
| | | | | | | | | | | | 
78: | | | | | | | | | | | | 
Leon----------- | 9-5 |Sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100| 2-12 | 0-14 | NP 
| 5-18 |Sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100] 2-12 | 0-14 | NP 
| 18-26 |Sand, fine sand, loamy |SM, SP-SM, SP|A-2-4, A-3 | 0 | 0 | 100 | 100 |80-100] 3-20 | 0-14 | NP 
| | sand | | | | | | | | 
| 26-65 |Sand, fine sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100] 2-12 | 0-14 | NP 
| 65-80 |Sand, fine sand, loamy |SM, SP-SM, SP|A-2-4, A-3 | 0 | 0 | 100 | 100 |80-100] 3-20 | 0-14 | NP 
| | sand | | | | | | | | | | 
| | | | | | | | | | 
Foxworth------- | 9-9 |Sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |60-100] 5-12 | 0-14 | NP 
| 9-37 |Sand, fine sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |60-100] 5-12 | 0-14 | NP 
| 37-80 |Sand, fine sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 | 100 | 100 |50-100] 1-12 | 0-14 | NP 
| | | | | | | | | | | | 
79: | | | | | | | | | | | | 
Hurricane------ | 0-8 |Sand |SP-SM |A-3 | © | © | 100 | 100 |78-100| 4-8 | 0-14 | NP 
| 8-64 |Sand, fine sand | SP-sM |A-3 | ©0 | © | 100 | 100 |78-100| 4-8 | 0-14 | NP 
| 64-80 |Sand, fine sand, loamy  |SP-SM |A-3, A-2-4 | © | © | 100 | 100 |80-100| 5-15 | 0-14 | NP 
| | sand | | | | | | | | | | 
| | | | | | | | | | 
Chipley-------- | 9-9 |Sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100] 6-12 | 0-29 |NP- 
| 9-80 |Sand, fine sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100] 6-12 | 0-14 | i 
| | | | | | | | | | | | 
80: | | | | | | | | | | 
Foxworth------- | 9-8 |Sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |60-100] 5-12 | 0-14 | NP 
| 8-41 |Sand, fine sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |60-100] 5-12 | 0-14 | NP 
| 41-80 |Sand, fine sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 | 100 | 100 |50-100| 1-12 | 0-14 | NP 
| | | | | | | | | | 
Lakeland------- | 9-8 |Sand | SP- SM |A-3, A-2-4 | 0 | 0 |90-100]90-100|60-100| 5-12 | 0-14 | NP 
| 8-80 |Sand, fine sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 ][90-100|90-100|50-100|] 1-12 | 0-14 | NP 
| | | | | | | | | | | | 
82: | | | | | | | | | | 
Chipley-------- | 9-6 |Sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100| 6-12 | 0-29 |NP 
| 6-80 |Sand, fine sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100] 6-12 | 0-14 | a 
| | | | | | | | | | | | 
Foxworth------- | 9-7 |Sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |60-100] 5-12 | 0-14 | NP 
| 7-62 |Sand, fine sand | SP- SM |A-3, A-2-4 | 0 | © | 100 | 100 ۱٥٥ 100| 5-12 | 0-14 | NP 
| 62-80 |Sand, fine sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 | 100 | 100 [50-100|] 1-12 | 0-14 | NP 
| | | | | | | | | | | | 
83: | | | | | | | | | | 
Foxworth------- | 9-6 |Sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |60-100] 5-12 | 0-14 | NP 
| 6-36 |Sand, fine sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 ۱٥٥ 100| 5-12 | 0-14 | NP 
| 36-80 |Sand, fine sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 | 100 | 100 |50-100] 1-12 | 0-14 | NP 
| | | | | | | | | 
Lakeland------- | 9-3 |Sand | SP- SM |A-3, A-2-4 | 0 | 0 ][90-100|90-100|60-100| 5-12 | 0-14 | NP 
| 3-80 |Sand, fine sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 ][90-100|90-100|50-100|] 1-12 | 0-14 | NP 
۱ | | | | | 
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Table 15.--Engineering Soil Properties --Continued 


| | | Classification | Fragments | Percentage passing 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >1 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO inches inches] 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | l l | Pet | Pet | | | | | Pct | 
| | | | | | | | | | | | 
85: | | | | | | | | | | 
Bonifay--------- | 9-9 |Loamy sand | SP- SM |A-3, A-2-4 | 0 | © |98-100]98-100|60-95 | 5-12 | 0-14 | NP 
| 9-43 |Loamy sand | SP- SM |A-3, A-2-4 | 0 | © |98-100]98-100|60-95 | 5-12 | 0-14 | NP 
| 43-52 |Sandy loam, sandy clay |SM, SC-SM, SC|A-2-4, A-2-6, | 0 | 0 ][|95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | A-4, A-6 | | | | | | 
| 52-80 |Sandy clay loam, sandy |SC, SC-SM, SM|A-6, A-4, A- | 0 | 0 ][|95-100|90-100|63-95 [23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | | 2-6, A-2-4 | | | | | | | | 
| | | | | | | | | | | | 
Leon------------ | 0-7 |Sand |SP-SM, SP |A-3, A-2-4 | © | © | 100 | 100 |80-100| 2-12 | 0-14 | NP 
| 7-16 |Sand |SP-SM, SP |A-3, A-2-4 | © | © | 100 | 100 |80-100| 2-12 | 0-14 | NP 
| 16-34 |Sand, fine sand, loamy |SM, SP-SM, SP|A-2-4, A-3 | © | © | 100 | 100 |80-100] 3-20 | 0-14 | NP 
| | sand | | | | | | | | 
| 34-59 |Sand, fine sand |SP-SM, SP JA 2 A-2-4 | © | © | 100 | 100 |80-100| 2-12 | 0-14 | NP 
| 59-80 |Sand, fine sand, loamy |SM, SP-SM, SP|A-2-4, A-3 | © | © | 100 | 100 ][80-100| 3-20 | 0-14 | NP 
| | sand | | | | | | | | | | 
| | | | | | | | | | 
Chipley--------- | 0-5 کات‎ |SP-SM JA 3, A-2-4 | © | © | 100 | 100 |80-100| 6-12 | 0-29 |NP-2 
| 5-80 |Sand, fine sand |SP-SM |A-3, A-2-4 | © | © | 100 | 100 |80-100| 6-12 | 0-14 | NP 
| | | | | | | | | | | | 
86: | | | | | | | | | | 
Leon------------ | 0-8 |Sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100] 2-12 | 0-14 | NP 
| 8-18 |Sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100] 2-12 | 0-14 | NP 
| 18-37 |Sand, fine sand, loamy |SM, SP-SM, SP|A-2-4, A-3 | 0 | 0 | 100 | 100 |80-100]| 3-20 | 0-14 | NP 
| | sand | | | | | | | | 
| 37-45 |Sand, fine sand |SP-SM, SP JA 2 A-2-4 | 0 | 0 | 100 | 100 |80-100| 2-12 | 0-14 | NP 
| 45-80 |Sand, fine sand, loamy |SM, SP-SM, SP|A-2-4, A-3 | 0 | 0 | 100 | 100 [80-100| 3-20 | 0-14 | NP 
| | sand | | | | | | | | | | 
| | | | | | | | | | | | 
Clara----------- | 0-6 [Muck [PT |A-8 | 0 | 0 | --- | --- | --- | --- | --- | --- 
| 6-18 |Fine sand, sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 | 100 | 100 |85-100] 2-12 | 0-14 | NP 
| 18-48 |Fine sand, sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 | 100 | 100 |85-100] 2-12 | 0-14 | NP 
| 48-80 |Fine sand, sand, loamy |SP-SM, SP, SM|A-3, A-2-4 | 0 | 0 | 100 | 100 |85-100| 2-16 | 0-14 | NP 
| | fine sand | | | | | | | | | 
| | | | | | | | | | 
Pickney--------- | 9-35 |Sand |SM, SP-SM JA | 0 | 0 | 100 | 100 |50-90 [10-25 | 0-14 | NP 
| 35-80 |Sand, loamy sand |SM, SP-SM, SP|A-2, A-3 | 0 | © | 100 | 100 |50-90 | 3-25 | 0-14 | NP 
| | | | | | | | | | | | 
87: | | | | | | | | | | 
Ousley---------- | 9-3 |Sand |SM, SP-SM JA 5. A-3 | 0 | 0 | 100 | 100 [80-100|] 5-25 | 0-14 | NP 
| 3-80 |Sand, fine sand |SP-SM, SM, SP|A-3, A-2 | 0 | 0 | 100 | 100 |80-99 | 2-15 | 0-14 | NP 
| | | | | | | | | 
Rutlege--------- | 9-13 |Sand | SP- SM JA | 0 | 0 ][95-100|95-100|70-100|] 5-10 | 0-14 | NP 
| 13-80 |Sand, loamy sand |SP-SM, SM, 5۲۱۸-3, A-2 | 0 | 0 ][95-100|95-100|50-80 | 2-25 | 0-20 | NP 
| | | | | | | | 
Pickney--------- | 9-37 |Sand |SM, SP-SM JA | 0 | 0 | 100 | 100 [50-90 [10-25 | 0-14 | NP 
| 37-80 |Sand, loamy sand |SM, SP-SM, SP|A-2, A-3 | 0 | 0 | 100 | 100 |50-90 | 3-25 | 0-14 | NP 
| | | | | | 
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Table 15.--Engineering Soil Properties--Continued 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >1 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO lnches inches | 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pet | Pct | | | | | Pct | 
| | | | | | | | | | | | 
88: | | | | | | | | | 
Rutlege--------- | 9-14 |Sand | SP- SM |A-3 | 0 | 0 ][95-100|95-100|70-100| 5-10 | 0-14 | NP 
| 14-80 |Sand, loamy sand |SP-SM, SM, 5۲۱۸-3, A-2 | 0 | 0 |95-100]95-100|50-80 | 2-25 | 0-20 | NP 
| | | | | | | | | | | | 
Bibb------------ | 0-12 |Sandy loam |SM, SC-SM, |A-2, A-4 | © | 0-5 ]|95-100|90-100|60-90 [30-60 | 0-25 |NP-7 
| | . | ML, CL-ML | | | | | | | | | 
| 12-37 |Sandy loam, loam, silt |SM, SC-SM, |A-2, A-4 | © | 0-10 |60-100|50-100|40-100|30-90 | 0-30 |NP 
| | loam | ML, CL-ML | | | | | | | | | 
| 37-65 |Loamy sand |SP-SM, SM |A-2, A-3, A- | © | 0-5 [95-100|90-100|40-90 | 8-35 | 0-14 | NP 
| | | | 1-b | | | | | | | | 
| 65-80 |Sand, loamy sand |SM, SP-SM, SP|A-2, A-3 | © | © | 100 | 100 |50-90 | 3-25 | 0-14 | NP 
| | | | | | | | | | | | 
Surrency-------- | 9-16 |Fine sand |SM, SP-SM |A-2 | 0 | 0 | 100 [|95-100|50-75 |10-26 | 0-14 | NP 
| 16-38 |Fine sand, sand, loamy |SM, SP-SM |A-2-4 | 0 | 0 | 100 [|95-100|50-100|10-26 | 0-14 | NP 
| | sand | | | | | | | 
| 38-80 |Sandy clay loam ISC, SC-SM, SM[A-6, A-4, A-2| 0 | 0 | 100 |95-100|80-100|30-44 | 0-35 |NP-15 
| | | | | | | | | | | | 
89: | | | | | | | | | | | | 
Bibb------------ | 9-10 |Sandy loam |SM, SC-SM, |A-2, A-4 | 0 | 0-5 1|95-100]90-100|60-90 |30-60 | 0-25 |NP 
| | ۱ | ML, CL-ML | | | | | | | | | 
| 10-36 |Sandy loam, loam, silt  |SM, SC-SM, |A-2, A-4 | 0 | 0-10 |60-100|50-100|40-100|30-90 | 0-30 |NP 
| | loam | ML, CL-ML | | | | | | | | | 
| 36-66 |Loamy sand |SM, SP-SM |A-2, A-3, A- | 0 | 0-5 |95-100]90-100|40-90 | 8-35 | 0-14 | NP 
| | | | 1-b | | | | | | | | 
| 66-80 |Sand, loamy sand |SM, SP-SM, ,2۔5۲۱۵‎ A-3 | 0 | 0 | 100 | 100 |50-90 | 3-25 | 0-14 | NP 
| | | | | | | | | | | | 
Rains----------- | 9-9 |Fine sandy loam |SM, ML |A-4, A-2-4 | 0 | 0 | 100 |95-100|50-85 |25-56 | 0-35 |NP-10 
| 9-36 |Sandy clay loam, clay |SC, SC-SM, ,6۔۱۵‎ A-4, A-2| 0 | 0 | 100 |95-100]55-98 |30-70 |18-40 | 4-20 
| | loam | CL-ML, CL | | | | | | | 
| 36-80 |Sandy clay, clay loam, |SC, SC-SM, |A-6, A-7, A-4| 0 | 0 | 100 [|98-100|60-98 |36-72 |18-51 | 4-28 
| | sandy clay loam | CL, CH | | | | | | | | | 
| || | | | | | | | | | | 
Garcon---------- | 9-7 |Fine sand |SM, SP-SM |A-2-4, A-3 | 0 | 0 | 100 [|95-100|80-95 | 8-20 | 0-14 | NP 
| 7-26 |Fine sand, loamy fine |SM, SP-SM |A-2-4, A-3 | 0 | 0 | 100 [|95-100|80-95 | 8-20 | 0-14 | NP 
| | sand, loamy sand | | | | | | | | 
| 26-40 |Sandy clay loam, fine |SC-SM, SM |A-2-4 | 0 | 0 | 100 [|85-100|80-95 |18-35 | 0-25 [NP 
| | sandy loam, sandy loam | | | | | | | | 
| 40-51 |Sandy loam, fine sandy |SC-SM, SM |A-2-4 | 0 | 0 | 100 [|85-100|80-95 |18-35 | 0-25 [NP 
| | loam, sandy clay loam | | | | | | | | 
| 51-60 |Loamy fine sand, fine |SP-SM, SP |A-3 | 0 | 0 | 100 [|98-100|75-95 | 4-10 | 0-14 | NP 
| | sand, sand | | | | | | | | 
| 60-80 |Fine sand, sand |SP-SM, SP |A-3 | 0 | 0 | 100 [|98-100|75-95 | 4-10 | 0-14 | NP 
| | | | | | | | 
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Table 15.--Engineering Soil Properties --Continued 


ces 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >1 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO inches inches] 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | l l | Pet | Pet | | | | | Pct | 
| | | | | | | | | | | | 
90: | | | | | | | | | | 
Hosford--------- | 9-4 |Mucky sand |SP-SM, SM |A-2-4, A-3 | 0 | 0 |95-100]89-100|68-82 |10-17 | 0-14 | NP 
| 4-66 |Mucky coarse sand |SP-SM, SM |A-2-4, A-3 | 0 | 0 ][95-100|89-100|68-82 |10-17 | 0-14 | NP 
| 66-80 |Sand, fine sand |SP-SM, SM |A-3, A-2 | 0 | 0 ]|95-100|90-100|69-82 | 8-15 | 0-20 | NP 
| | | | | | | | | | 
Plummer--------- | 9-7 JMucky sand |SM, SP-SM |A-2-4, A-3 | 0 | 0 | 100 | 100 |75-90 | 5-20 | 0-14 | NP 
| 7-48 |Sand, fine sand |SM, SP-SM |A-2-4, A-3 | 0 | 0 | 100 | 100 |75-90 | 5-20 | 0-14 | NP 
| 48-80 |Sandy loam, fine sandy |SC, SC-SM, SM|A-4, A-2-4 | 0 | 0 | 100 |97-100]76-96 |20-48 | 0-30 |NP-10 
| | loam, sandy clay loam | | | | | | | | | | 
| | | | | | | | | | | | 
91: | | | | | | | | | | | 
Pits. | | | | | | | | | | | | 
| | | | | | | | | | | | 
92: | | | | | | | | | | 
Telogia--------- | 0-6 |Sandy loam |ML, CL-ML, CL[A-6, A-4 | © | © |95-100|86-100|64-92 [39-64 [23-45 | 7-21 
| 6-40 |Clay loam, silty clay, |CH, CL |A-7 | © | © |95-100|89-100|72-100|49-78 [39-62 |19-36 
| | clay, silty clay loam | | | | | | | 
| 40-48 |Clay loam, silty clay  |CH, CL |A-7 | © | © |95-100|89-100|78-100|59-81 [46-62 |25-36 
| | loam, silty clay, clay | | | | | | | | | | 
| 48-52 |Unweathered bedrock | --- | --- | --- | --- | --- | --- | --- | --- | --- | --- 
| | | | | | | | | | | | 
93: | | | | | | | | | | | | 
Foxworth-------- | 9-7 |Sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |٥٥ 100| 5-12 | 0-14 | NP 
| 7-54 |Sand, fine sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |60-100] 5-12 | 0-14 | NP 
| 54-80 |Sand, fine sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 | 100 | 100 |50-100] 1-12 | 0-14 | NP 
| | | | | | | | | | 
Blanton--------- | 9-7 |Sand |SP-SM, SM |A-3, A-2-4 | 0 | 0 | 100 [|90-100|65-100|] 5-20 | 0-14 | NP 
| 7-52 |Sand, fine sand |SP-SM, SM |A-3, A-2-4 | 0 | 0 | 100 [|90-100|65-100|] 5-20 | 0-14 | NP 
| 52-56 |Sandy loam, loamy sand, |SC-SM, SM |A-2-4 | 0 | 0 | 100 [|95-100|65-96 |13-30 | 0-25 |NP-3 
| | loamy coarse sand | | | | | | | 
| 56-80 |Sandy clay loam, sandy |SC, SC-SM, SM|A-2-6, A-2-4, | 0 | 0 | 100 [|95-100|69-100|25-50 |12-45 | 3-22 
| loam, sandy clay | | A-4, A-6 ۱ | | | | | | i 
Chipley--------- | 0-8 |Sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100] 6-12 | 0-29 |NP-2 
| 8-80 |Sand, fine sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100] 6-12 | 0-14 | NP 
| | | | | | | | | | | | 
94: | | | | | | | | | | 
Albany---------- | 9-6 JSand |SP-SM, SM |A-2 | 0 | 0 | 100 | 100 |75-90 |10-20 | 0-14 | NP 
| 6-64 |Sand, fine sand | SP- SM, SM |A-2 | 0 | 0 | 100 | 100 |75-90 |10-20 | 0-14 | NP 
| 64-80 |Sandy clay loam, sandy |SC, SC-SM |A-2-6, A-6, | 0 | 0 ][|97-100|95-100|70-100|20-50 | 0-40 |NP-17 
| | loam, fine sandy loam | | A-4, A-2 | | | | | | | | 
| | | | | | 


epuo[4 ۶۸۷۲۸۵۹۰ uapspey jo Asnins |IoS 


ees 


Table 15.--Engineering Soil Properties --Continued 


| sand 


| | | Classification | Fragments | Percentage passing 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >1 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO lnches inches | 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pet | Pet | | | | | Pct | 
| | | | | | | | | | | | 
94: | | | | | | | | | | | | 
Garcon---------- | 9-8 |Fine sand |SM, SP-SM JA 2: A-3 | 0 | 0 | 100 [|95-100|80-95 | 8-20 | 0-14 | NP 
| 8-22 |Fine sand, loamy fine |SM, SP-SM JA 4, A-3 | 0 | 0 | 100 [|95-100|80-95 | 8-20 | 0-14 | NP 
| | sand, loamy sand | | | | | | | | | | 
| 22-44 |Sandy clay loam, fine |SC-SM, SM |A-2-4 | 0 | 0 | 100 [|85-100|80-95 |18-35 | 0-25 |NP-7 
| | sandy loam, sandy loam | | | | | | | | | | 
| 44-55 |Sandy loam, fine sandy |SC-SM, SM |A-2-4 | 0 | 0 | 100 [|85-100|80-95 |18-35 | 0-25 [NP 
| | loam, sandy clay loam | | | | | | | | | | 
| 55-59 |Loamy fine sand, fine |SP, SP-SM |A-3 | 0 | 0 | 100 [|98-100|75-95 | 4-10 | 0-14 | NP 
| | sand, sand | | | | | | | | | | 
| 59-80 |Fine sand, sand |SP-SM, SP |A-3 | 0 | 0 | 100 [|98-100|75-95 | 4-10 | 0-14 | NP 
| | | | | | | | | | | | 
Bibb------------ | 9-5 |Sandy loam |SM, SC-SM, |A-2, A-4 | 0 | 0-5 |95-100]90-100|60-90 |30-60 | 0-25 |NP 
| | | ML, CL-ML | | | | | | | | | 
| 5-38 |Sandy loam, loam, silt  |SM, SC-SM, |A-2, A-4 | 0 | 0-10 |60-100|50-100|40-100|30-90 | 0-30 |NP 
| | loam | ML, CL-ML | | | | | | | | 
| 38-59 |Loamy sand |SP-SM, SM |A-2, A-3, A- | 0 | 0-5 ]|95-100|90-100|]40-90 | 8-35 | 0-14 | NP 
| | | | 1-b | | | | | | | | 
| 59-80 |Sand, loamy sand |SM, SP-SM, ,2۔5۲۱۵‎ A-3 | 0 | 0 | 100 | 100 |50-90 | 3-25 | 0-14 | NP 
| | | | | | | | | | | | 
96: | | | | | | | | | 
Pelham---------- | 0-5 |Sand |SM, SP-SM |A-2 | © | © | 100 [|95-100|75-100|10-25 | 0-14 | NP 
| 5-35 |Sand, fine sand |SM, SP-SM |A-2 | © | © | 100 [|95-100|75-100|10-25 | 0-14 | NP 
| 35-58 |Fine sandy loam, sandy |SM, SC-SM, SC|A-4, A-2, A-6| © | © | 100 |95-100|65-100|27-50 |15-30 | 2-12 
| | loam, sandy clay loam | | | | | | | | | 
| 58-80 [Sandy clay loam, sandy |SC, SC-SM, ۸ A-4, A-2]| © | © | 100 |95-100|72-93 |29-47 |15-30 | 2-12 
| | loam, fine sandy loam | | | | | | | | | | 
| | | | | | | | | | | | 
97: | | | | | | | | | | | | 
Eunola---------- | 9-7 |Fine sand |SM, SP-SM |A-2, A-2-4, | 0 | 0 | 100 | 100 [50-80 |10-38 | 0-14 | NP 
| | | | A-4 | | | | | | | | 
| 7-18 |Loamy fine sand |SM, SP-SM |A-2-4, A-4, | 0 | 0 | 100 [|98-100|50-80 |10-38 | 0-14 | NP 
| | | | A-2 | | | | | | | | 
| 18-56 |Sandy clay loam, clay |SC, SM, ML, ,6۔۱۵‎ A-4, A-7| 0 | 0 | 100 [|98-100|80-95 |36-60 |22-50 | 3-26 
| | loam, sandy clay | cL | | | | | | | | | 
| 56-68 |Loamy sand, sand, fine |SM, SP-SM |A-2, A-3 | 0 | 0 | 100 [|98-100|50-75 | 5-30 | 0-14 | NP 
| | sand | | | | | | | | | 
| 68-80 |Sand, loamy sand, fine |SM, SP-SM A-2, A-3 | 0 | 0 | 100 [|98-100|50-75 | 5-30 | 0-14 | NP 
| | | | | | | | | | 
| | | | | | | | | | 
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Table 15.--Engineering Soil Properties --Continued 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >1 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO inches inches] 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | l l | Pet | Pet | | | | | Pct | 
| | | | | | | | | | | | 
97: | | | | | | | | | | | | 
Garcon---------- | 0-8 |Fine sand |SM, SP-SM |A-2-4, A-3 | 0 | 0 | 100 [|95-100|80-95 | 8-20 | 0-14 | NP 
| 8-31 |Fine sand, loamy fine |SM, SP-SM |A-2-4, A-3 | 0 | 0 | 100 [|95-100|80-95 | 8-20 | 0-14 | NP 
| | sand, loamy sand | | | | | | | | 
| 31-48 |Sandy clay loam, fine |SC-SM, SM |A-2-4 | 0 | 0 | 100 [|85-100|80-95 |18-35 | 0-25 |NP-7 
| | sandy loam, sandy loam | | | | | | | | 
| 48-56 |Sandy loam, fine sandy |SC-SM, SM |A-2-4 | 0 | 0 | 100 [|85-100|80-95 |18-35 | 0-25 |NP-7 
| | loam, sandy clay loam | | | | | | | | 
| 56-60 |Loamy fine sand, fine |SP, SP-SM |A-3 | 0 | 0 | 100 [|98-100|75-95 | 4-10 | 0-14 | NP 
| | sand, sand | | | | | | | | 
| 60-80 |Fine sand, sand |SP-SM, SP |A-3 | 0 | 0 | 100 [|98-100|75-95 | 4-10 | 0-14 | NP 
| | | | | | | | | | 
Ousley---------- | 9-5 |Sand |SM, SP-SM |A-2, A-3 | 0 | 0 | 100 | 100 [|80-100|] 5-25 | 0-14 | NP 
| 5-80 |Sand, fine sand |SP-SM, SM, 5۲۱۸-3, A-2 | 0 | 0 | 100 | 100 |80-99 | 2-15 | 0-14 | NP 
| | | | | | | | | | | | 
98: | | | | | | | | | | | | 
Rutlege, | | | | | | | | | 
depressional---| 0-15 |Sand | SP- SM |A-3 | 0 | 0 |95-100]95-100|70-100| 5-10 | 0-14 | NP 
| 15-80 |Sand, loamy sand |SP-SM, SM, 5۲۱۸-3, A-2 | 0 | 0 ][95-100|95-100|50-80 | 2-25 | 0-20 | NP 
| | | | | | | | | | | | 
Plummer, | | | | | | | | | 
depressional---| 0-10 |Sand, fine sand |SM, SP-SM |A-2-4, A-3 | 0 | 0 | 100 | 100 |75-90 | 5-20 | 0-14 | NP 
| 10-58 |Sand, fine sand |SM, SP-SM |A-2-4, A-3 | © | © | 100 | 100 |75-90 | 5-20 | 0-14 | NP 
| 58-80 |Sandy clay loam, sandy |SC, SC-SM, SM|A-4, A-2-4 | © | © | 100 |97-100|76-96 |20-48 | 0-30 |NP-10 
| | loam, fine sandy loam | | | | | | | | | | 
| | | | | | | | | | | | 
99: | | | | | | | | | | | | 
Water | | | | | | | | | | | | 
| | | | | | | | | | | | 
101: | | | | | | | | | | | | 
Albany---------- | 9-8 |Sand |SP-SM, SM |A-2 | 0 | 0 | 100 | 100 |75-90 |10-20 | 0-14 | NP 
| 8-59 |Sand, fine sand |SM, SP-SM |A-2 | 0 | 0 | 100 | 100 |75-90 |10-20 | 0-14 | NP 
| 59-80 |Sandy clay loam, sandy |SC-SM, SC |A-2-6, A-6, | 0 | © ][|97-100|95-100|70-100|20-50 | 0-40 |NP-17 
| | loam, fine sandy loam | | A-4, A-2 | | | | | | | | 
| | | | | | | | | 
Ocilla---------- | 9-4 |Sand |SM, SP-SM |A-2, A-3 | 0 | 0 | 100 [|95-100|70-100|] 8-35 | 0-14 | NP 
| 4-32 |Sand, loamy sand |SM, SP-SM |A-2, A-3 | 0 | 0 | 100 [|95-100|70-100|] 8-35 | 0-14 | NP 
| 32-58 |Fine sandy loam, sandy |SC, SM, ML, ,6۔۱۵‎ A-4, A-2| 0 | 0 | 100 [|95-100|80-100|20-55 |20-40 |NP-18 
| | loam, sandy clay loam | CL | | | | | | 
| 58-80 |Sandy clay loam, fine |SC, SM, ML, ,6۔۱۵‎ A-4, A-2| 0 | 0 | 100 [|95-100|80-100|20-55 |20-40 |NP-18 
| | sandy loam, sandy loam | CL | | | | | | | | | 
| | | | | | | | | 
Chipley--------- | 9-6 |Sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100] 6-12 | 0-29 |NP-2 
| 6-80 |Sand, fine sand | SP- SM |A-3, A-2-4 | 0 | 0 | 100 | 100 |80-100| 6-12 | 0-14 | NP 
| | | | | | 
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| loam, fine sandy loam | 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >10 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO | inches | inches | | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pct | Pct | | | | | Pct | 
| | | | | | | | | | | | 
104: | | | | | | | | | | | | 
urban land. | | | | | | | | | | | 
| | | | | | | | | | | | 
Orangeburg------ | 9-6 |Loamy sand | SM |A-2 | 0 | © |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 6-18 |Loamy sand | SM |A-2 | 0 | © |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 18-80 |Sandy clay loam |SC, SC-SM, |A-6, A-4 | 0 | 0 |98-100]95-100]71-96 |38-58 |22-40 | 3-19 
| | | SM, CL | | | | | | | | | 
| | | | | | | | | | | 
Norfolk--------- | 0-5 |Loamy fine sand | SM |A-2-4, A-2 | © | © ][95-100|92-100|50-95 |13-30 | 0-20 | NP 
| 5-15 |Sandy loam, fine sandy |SC-SM, SC, |A-4, A-2, A-6| © | © ][95-100|91-100|60-95 [25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | | 
| 15-22 |Sandy clay loam, fine |SC, SC-SM, 1۸-6, A-2, A-4| © | © ][95-100|91-100|70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | 
| 22-45 |Sandy loam, fine sandy |SC-SM, SC, 1۸-4, A-2, A-6| © | © ][95-100|91-100|60-95 [25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | | 
| 45-80 |Sandy clay loam, fine  |SC, SC-SM, 1۸-6, A-2, A-4| © | © ][95-100|91-100|70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | | | | | 
105: | | | | | | | | | | | | 
urban land. | | | | | | | | | | | 
| | | | | | | | | | 
Orangeburg------ | 0-5 |Loamy sand | SM |A-2 | 0 | © |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 5-11 |Loamy sand | SM |A-2 | 0 | © |98-100]95-100|60-87 |14-28 | 0-14 | NP 
| 11-80 |Sandy clay loam ISC, SC-SM, |A-6, A-4 | 0 | 0 |98-100]95-100]71-96 |38-58 |22-40 | 3-19 
| | | SM, CL | | | | | | | | | 
| | | | | | | | | | | 
Norfolk--------- | 0-5 |Loamy fine sand | SM |A-2-4, A-2 | 0 | 0 |95-100]92-100|50-95 |13-30 | 0-20 | NP 
| 5-13 |Sandy loam, fine sandy |SC-SM, SC, |A-4, A-2, A-6| 0 | 0 ][|95-100|91-100|60-95 |25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | | 
| 13-20 |Sandy clay loam, fine |SC, SC-SM, 1۸-6, A-2, A-4| © | © ][95-100|91-100|70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | 
| 20-43 |Sandy loam, fine sandy |SC-SM, SC, |A-4, A-2, A-6| © | © ][95-100|91-100|60-95 [25-60 |20-40 | 4-18 
| | loam, sandy clay loam | CL-ML | | | | | | 
| 43-80 |Sandy clay loam, fine  |SC, SC-SM, 1۸-6, A-2, A-4| © | © ][95-100|91-100|70-96 |30-63 |20-38 | 4-15 
| | sandy loam, sandy loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | | | | | 
106: | | | | | | | | | | | 
Plummer--------- | 9-9 |Sand |SM, SP-SM |A-2-4, A-3 | 0 | 0 | 100 | 100 |75-90 | 5-20 | 0-14 | NP 
9-56 |Sand, fine sand |SM, SP-SM |A-2-4, A-3 | 0 | 0 | 100 | 100 |75-90 | 5-20 | 0-14 | NP 
56-80 |Sandy clay loam, sandy |SC, SC-SM, SM|A-4, A-2-4 | 0 | 0 | 100 |97-100|76-96 |20-48 | 0-30 |NP-10 
| | | | | | | 
۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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Table 15.--Engineering Soil Properties --Continued 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >1 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO inches inches] 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pct | Pct | | | | | Pct | 
| | | | | | | | | | | | 
106: | | | | | | | | | | | | 
Leon------------ | 0-6 |Sand |SP-SM, SP |A-3, A-2-4 | © | © | 100 | 100 |80-100| 2-12 | 0-14 | NP 
| 6-11 |Sand |SP-SM, SP |A-3, A-2-4 | © | © | 100 | 100 |80-100| 2-12 | 0-14 | NP 
| 11-16 |Sand, fine sand, loamy |SM, SP-SM, SP|A-2-4, A-3 | © | © | 100 | 100 ][80-100| 3-20 | 0-14 | NP 
| | sand | | | | | | | | 
| 16-42 |Sand, fine sand |SP-SM, SP |A-3, A-2-4 | © | © | 100 | 100 |80-100| 2-12 | 0-14 | NP 
| 42-80 |Sand, fine sand, loamy |SM, SP-SM, SP|A-2-4, A-3 | © | © | 100 | 100 |80-100] 3-20 | 0-14 | NP 
| | sand | | | | | | | | | | 
| | | | | | | | | | 
Sapelo---------- | 0-10 |Sand |SM, SP-SM, SP|A-2, A-3 | © | © | 100 | 100 |85-100| 4-20 | 0-14 | NP 
| 10-22 |Sand |SM, SP-SM, SP|A-2, A-3 | © | © | 100 | 100 [|85-100| 4-20 | 0-14 | NP 
| 22-28 |Sand, fine sand, loamy |SM, SP-SM |A-2, A-3 | © | © | 100 | 100 |80-100| 8-20 | 0-14 | NP 
| | fine sand | | | | | | | 
| 28-54 |Sand, fine sand |SM, SP, SP-SM|A 2, A-3 | ©0 | © | 100 | 100 |75-100| 4-20 | 0-14 | NP 
| 54-80 |Sandy loam, sandy clay |SC-SM, SM, SC|A-4, A-2, A-6| © | © | 100 | 100 ][80-100|20-50 | 0-40 |NP-20 
| | loam, fine sandy loam | | | | | | | | | | 
| | | | | | | | | | | | 
107: | | | | | | | | | | | 
Fuquay---------- | 9-6 |Sand |SP-SM, SM |A-2, A-3 | 0 | 0 |95-100]90-100]45-80 | 5-20 | 0-14 | NP 
| 6-35 |Sand, fine sand |SM, SP-SM |A-3, A-2 | 0 | 0 |95-100]90-100]45-80 | 5-20 | 0-14 | NP 
| 35-54 |Sandy loam, fine sandy |SM, SC, SC-SM|A-6, A-2, A-4| 0 | 0 ][|85-100|85-100|60-80 |23-45 | 0-25 |NP-13 
| | loam, sandy clay loam | | | | | | | 
| 54-80 |Sandy clay loam |sc, CL ,6۔۱۵‎ A-2, A-4| 0 | 0 ][|95-100|90-100|60-93 |28-55 |20-39 | 8-25 
| | | | | | | | | 
Bonifay--------- | 9-8 |Loamy sand | SP- SM |A-3, A-2-4 | 0 | © ][98-100|98-100|60-95 | 5-12 | 0-14 | NP 
| 8-48 |Loamy sand | SP- SM |A-3, A-2-4 | 0 | © |98-100]98-100|60-95 | 5-12 | 0-14 | NP 
| 48-52 |Sandy loam, sandy clay |SM, SC-SM, SC|A-2-4, A-2-6,] © | © |95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | | A-4, A-6 | | | | | 
| 52-80 |Sandy clay loam, sandy | SC-SM, SM|A-6, A-4, A- | © | © ][95-100|90-100|63-95 |23-50 | 0-30 |NP-12 
| | loam, fine sandy loam | | 2-6, A-2-4 | | | | | | | | 
| | | | | | | | | | | | 
108: | | | | | | | | | | 
Troup----------- | 9-3 |Sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-75 |10-30 | 0-14 | NP 
| 3-11 |Sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-75 |10-30 | 0-14 | NP 
| 11-41 |Loamy sand, sand |SM, SP-SM |A-2 | 0 | 0 |95-100]90-100|50-75 |10-30 | 0-14 | NP 
| 41-80 |Sandy clay loam, sandy |SC, SC-SM, ,6۔۱۵‎ A-4, A-2| 0 | 0 ][|95-100|90-100|60-90 |24-55 |19-40 | 4-20 
| | loam, fine sandy loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | 
Lakeland-------- | 9-2 |Sand | SP- SM |A-3, A-2-4 | 0 | 0 ][90-100|90-100|60-100|] 5-12 | 0-14 | NP 
| 2-80 |Sand, fine sand |SP-SM, SP |A-3, A-2-4 | 0 | 0 ][90-100|90-100|50-100|] 1-12 | 0-14 | NP 
l ۱ l ۱ l 
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Table 15.--Engineering Soil Properties--Continued 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >10 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO |inches|inches| 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pet | Pct | | | | | Pct | 
| | | | | | | | | | | | 
109: | | | | | | | | | | 
Dothan---------- | 0-6 |Loamy fine sand | SM |A-2 | 0 | 0 |95-100]92-100|60-80 |13-30 | 0-14 | NP 
| 6-10 |Fine sandy loam, sandy |SC, SC-SM, SM[A-6, A-4, A-2| 0 | 0 ][|95-100|92-100|60-90 |23-49 | 0-40 |NP-16 
| | loam, sandy clay loam | | | | | | | | | 
| 10-80 |Sandy clay loam, sandy |SC, SC-SM, SM[A-6, A-4, A-2| 0 | 0 ][|95-100|92-100|60-90 |23-49 | 0-40 |NP-16 
| | loam, fine sandy loam | | | | | | | | | 
| | | | | | | | | 
Cowarts--------- | 0-3 |Loamy fine sand | SM |A-2-4 | 0 | 0 ][90-100|85-100|50-80 |13-30 | 0-14 | NP 
| 3-7 |Fine sandy loam, sandy |SM, SC-SM, SC|A-4, A-2, A-6| 0 | 0 ][|95-100|90-100|60-95 |23-45 |20-40 |NP-15 
| | loam, sandy clay loam | | | | | | | | | 
| 7-27 |Sandy clay loam, sandy |SM, SC-SM, SC|A-7, A-6 | 0 | 0 ][|95-100|90-100|60-95 |25-50 |20-54 | 5-25 
| | clay | | | | | | | | | 
| 27-80 |Sandy loam, sandy clay |SC-SM, SC, |A-7, A-2, A- | 0 | 0 ][|85-100|80-100|60-95 |25-58 |25-53 | 5-20 
| ۱ loam | CL-ML, CL | 4, A-6 | | | | | | | | 
Fuquay---------- | 9-4 ٥۹ |SP-SM, SM |A-3, A-2 | 0 | 0 ]|95-100|90-100|45-80 | 5-20 | 0-14 | NP 
| 4-21 |Sand, fine sand |SP-SM, SM |A-2, A-3 | 0 | 0 |95-100]90-100]45-80 | 5-20 | 0-14 | NP 
| 21-35 |Sandy loam, fine sandy |SM, SC, SC-SM|A-6, A-2, A-4| 0 | 0 |85-100]85-100|60-80 |23-45 | 0-25 |NP-13 
| | loam, sandy clay loam | | | | | | | | 
| 35-80 |Sandy clay loam ISC, CL ,6۔۱۵‎ A-2, A-4| 0 | 0 ][|95-100|90-100|60-93 |28-55 |20-39 | 8-25 
| | | | | | | | | | | | 
113: | I | | | | | | | | | | 
Leefield-------- | 9-7 |Fine sand |SM, SP-SM, |A-2 | 0 | 0 |98-100]95-100]65-95 |10-20 | 0-14 | NP 
| | | SW-SM | | | | | | | | | 
| 7-27 |Sand |SM, SP-SM, |A-2 | 0 | 0 ][98-100|95-100|65-95 |10-20 | 0-14 | NP 
| | SW-SM | | | | | | | | | 
| 27-36 |Sandy loam, sandy clay |SC, SC-SM, SMJA-2, A-6, A-4| 0 | 0 ][|95-100|93-100|65-95 |20-40 | 0-40 |NP-16 
| | loam | | | | | | | | | | 
| 36-80 |Sandy clay loam, sandy |SC, SC-SM, SM[A-6, A-2, A-4| 0 | 0 ][|95-100|95-100|65-90 |20-40 | 0-40 |NP-20 
| | loam | | | | | | | | | | 
| | | | | | | | | | | | 
115: - | | | | | | | | | | | | 
Faceville------- | 0-3 |Loamy fine sand | SM |A-2 | 0 | 0 ][90-100|85-100|72-97 |13-25 | 0-14 | NP 
| 3-7 |Fine sandy loam |SM, SC-SM |A-2, A-2-4, | 0 | 0 ][90-100|85-100|72-97 |17-38 | 0-25 |NP-7 
| | | | A-4 | | | | | 
| 7-56 |Sandy clay |sc, CL |A-6, A-7 | 0 | © |98-100]98-100]75-99 |45-72 |25-52 |11-25 
| 56-80 |Clay, sandy clay, clay |CL, CH, SC, |A-7, A-6 | 0 | 0 ][|98-100|95-100|75-99 |45-72 |25-52 |11-25 
| | loam | ML | | | | | | | | | 
| | | | | | | | | | | | 
116: — | | | | | | | | | | | | | 
Faceville------- | 0-3 |Loamy fine sand | SM |A-2 | 0 | 0 ][90-100|85-100|72-97 |13-25 | 0-14 | NP 
| 3-10 |Fine sandy loam |SM, SC-SM |A-2-4, A-2, | © | © ][90-100|85-100|72-97 |17-38 | 0-25 |NP-7 
| | | | A-4 | | | | | 
| 10-48 |Sandy clay |sc, CL |A-7, A-6 | © | © |98-100|98-100|75-99 [45-72 [25-52 [11-25 
| 48-80 |Clay, sandy clay, clay |CL, CH, SC, |A-7, A-6 | © | © |98-100|95-100|75-99 [45-72 [25-52 [11-25 
| | loam | ML | | | | | | | | | 
| | | | | | | 
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Table 15.--Engineering Soil Properties --Continued 


| loamy sand, sandy loan, | 


| loamy sand 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >10 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO |inches|inches| 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | l l | Pet | Pet | | | | | Pct | 
| | | | | | | | | | | | 
117: | | | | | | | | | | 
Cowarts--------- | 0-6 |Loamy fine sand | SM |A-2-4 | 0 | 0 ][90-100|85-100|50-80 |13-30 | 0-14 | NP 
| 6-9 |Fine sandy loam, sandy |SM, SC-SM, SC|A-4, A-2, A-6| © | © |95-100|90-100|60-95 |23-45 |20-40 |NP-15 
| | loam, sandy clay loam | | | | | | | 
| 9-23 [Sandy clay loam, sandy |SM, SC-SM, SC|A-7, A-6 | © | © |95-100|90-100|60-95 [25-50 [20-54 | 5-25 
| | clay | | | | | | | 
| 23-80 |Sandy loam, sandy clay |SC-SM, SC, 1۸-6, A-4, A- | © | © ][85-100|80-100|60-95 |25-58 |25-53 | 5-20 
| | loam | CL-ML, CL | 2, 7ھ‎ | | | | | | | | 
| | | | | | | | | 
Hosford--------- | 9-4 |Mucky coarse sand |SP-SM, SM |A-2-4, A-3 | 0 | 0 |95-100]89-100|68-82 |10-17 | 0-14 | NP 
| 4-65 |Mucky coarse sand |SP-SM, SM |A-2-4, A-3 | 0 | 0 |95-100|89-100|68-82 |10-17 | 0-14 | NP 
| 65-80 |Sand, fine sand |SP-SM, SM |A-3, A-2 | 0 | 0 |95-100]90-100|69-82 | 8-15 | 0-20 | NP 
| | | | | | | | | | | | 
118: | | | | | | | | | 
Cowarts--------- | 9-3 |Loamy fine sand | SM |A-2-4 | 0 | 0 ][90-100|85-100|50-80 |13-30 | 0-14 | NP 
| 3-8 |Fine sandy loam, sandy |SM, SC-SM, SC|A-4, A-2, A-6| 0 | 0 ][95-100|90-100|60-95 |23-45 |20-40 |NP-15 
| | loam, sandy clay loam | | | | | | | 
| 8-28 |Sandy clay loam, sandy |SC-SM, SC, SM|A-7, A-6 | 0 | 0 ][|95-100|90-100|60-95 |25-50 |20-54 | 5-25 
| | clay | | | | | | | 
| 28-80 |Sandy loam, sandy clay |SC-SM, SC, |A-4, A-6, A- | 0 | 0 ][85-100|80-100|60-95 |25-58 |25-53 | 5-20 
| | loam | CL-ML, CL | 7, A-2 | | | | | | | | 
| | | | | | | | | 
Nankin---------- | 0-3 |Sandy loam |SM, SC-SM |A-4, A-2 | 0 | 0 ][|85-100|85-100|70-90 |25-45 | 0-25 |NP-4 
| 3-11 |Sandy clay loam, sandy |SC, SC-SM ,6۔۱۵‎ A-4, A-2| 0 | 0 ][|97-100|95-100|75-90 |25-45 |20-35 | 4-15 
| | loam | | | | | | | 
| 11-27 |Sandy clay, clay |SC, CL, ML |A-7, A-6, A-4| 0 | 0 ][98-100|95-100|75-95 [40-70 |25-45 | 7-20 
| | | CL-ML | | | | | | 
| 27-80 |Sandy clay loam, sandy |SC, SC-SM, ,6۔۱۵‎ A-4, A-2| 0 | 0 |98-100]95-100]70-85 |25-55 |20-40 | 4-16 
| | loam | CL-ML, CL | | | | | | | | | 
| | | | | | | | | | | | 
119: | | | | | | | | | | 
Wahee----------- | 9-6 |Sandy loam |SM, SC-SM |A-4, A-2 | 0 | 0 | 100 [|95-100|67-82 |31-44 | 0-28 |NP-7 
| 6-14 |Fine sandy loam, sandy |SM, SC-SM |A-2, A-4 | 0 | 0 | 100 [|95-100|68-83 |30-43 | 0-28 |NP-7 
| | loam, loam | | | | | | | 
| 14-80 |Sandy clay, clay, clay |CL, CH |A-7, A-6 | 0 | 0 | 100 | 100 ][85-100|56-91 |38-81 |16-54 
| | loam | | | | | | | | | | 
| | | | | | | | | 
Ochlockonee----- | 9-6 |Loamy sand | SM |A-2-4 | 0 | 0 | 100 [|95-100|73-87 |21-32 | 0-30 |NP-7 
6-45 |Loamy fine sand, fine |SM, SC-SM |A-2-4, A-4 | 0 | 0 | 100 [|95-100|88-100|26-38 | 0-32 |NP-9 
| sandy loam, sandy loam | | | | | | | 
45-80 |Stratified sandy loam to|SM, SC-SM |A-2-4, A-4 | 0 | 0 | 100 95-100|88-100|25-40 | 0-32 |NP-9 
| | | | | | 
| | | | | | 
| | | | | | 
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Table 15.--Engineering Soil Properties--Continued 


| | | Classification | Fragments | Percentage passing | 
Map symbol | Depth | USDA texture | | | sieve number - - |Liquid| Plas- 
and soil name | | | | | >10 | 3-10 | |Limit |ticity 
| | | Unified | AASHTO |inches|inches| 4 | 10 | 40 | 200 | | index 
| | | | | | | | | | | | 
| In | | | | Pet | Pet | | | | | Pct | 
| | | | | | | | | | | | 
120: | | | | | | | | | 

Hardin Heights--| 0-3 [Sandy clay loam ISC, CL |A-6 | 0 | 0 ]|84-100|68-100|58-100|34-64 |30-49 |13-24 
| -12 |Loam, sandy clay loam, | cL |A-7, A-6 | 0 | 0 ][|95-100|89-100|75-100|51-77 |33-53 |14-29 
| | silty clay loam | | | | | | | | | | 
| 12-15 |Loam, sandy clay loam, |CL, CH |A-7, A-6 | 0 | 0 ][|84-100|68-100|57-100|42-82 |33-53 |14-29 
| | silty clay loam, silty | | | | | | | | | | 
| | clay | | | | | | | 
| 15-20 |Silty clay, sandy clay |CL, CH |A-7 | 0 | 0 |72-100|44-100|36-100|33-95 |41-61 |21-37 
| | loam, silty clay loam | | | | | | | | | | 
| 20-24 |Unweathered bedrock | --- | --- | --- | --- | --- | --- | --- | --- | --- | --- 
| | | | | | | | | 

Telogia--------- | 9-5 |Sandy loam |ML, CL-ML, CL[A-4, A-6 | 0 | 0 |95-100|86-100|64-92 |39-64 |23-45 | 7-21 
| 5-38 |Clay loam, silty clay, |CL, CH |A-7 | 0 | 0 ][95-100|89-100|72-100|49-78 |39-62 |19-36 
| | clay, silty clay loam | | | | | | | | | | 
| 38-46 |Clay loam, silty clay |CH, CL |A-7 | 0 | 0 [|95-100|89-100|78-100|59-81 |46-62 |25-36 
| | loam, silty clay, clay | | | | | | | | | | 
| 46-50 |Unweathered bedrock | --- | --- | --- | --- | --- --- --- --- | --- | --- 
| | | | | | | | 
| | | | | | | | 
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[rabe 16.--Physical Soil Properties 


[Entries under "Erosion factors--T" apply to the entire profile. Entries under "Wind erodibility group" and "Wind 
erodibility index" apply only to the surface layer. Absence of an entry indicates that data were not estimated] 


| Erosion factors|Wind  |Wind 
Saturated  |Available| Linear 


| | | | | | 
Map symbol | Depth | Clay | Moist | | Organic | | erodi - | erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | T [group |index 
| | | | | | | | |__| | 
| In | Pct | g/cc | um/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
2: | | | | | | | | | | | | 
Albany--------------- | 0-8 | 1-8 |1.40-1.55| 42.34-141.14|0.02-0.04| 0.0-2.9 | 1.0-2.0 | .10 | .10 | 5| 1 | 180 
| 8-55 | 1-8 [|1.40-1.55| 42.34-141.14|0.02-0.04| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 55-80 | 13-35|1.55-1.65| 1.41-14.11 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | | 
| | | | | | | | | | | | 
Blanton-------------- | 0-8 | 1-7 |1.30-1.60| 42.34-141.14[0.03-0.07| 0.0-2.9 | 1.0-3.0 | .10 | .10 | 5 | 1 | 180 
| 8-50 | 1-7 |[1.30-1.60| 42.34-141.14|0.03-0.07| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | | 
| 50-54 | 10-18|1.50-1.65| 14.11-42.34 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .15 | .15 | | 
| 54-80 | 12-40|1.60-1.70| 1.41-14.11 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | 
| | | | | | | | | | | | 
3: | | | | | | | | | ١ | | 
Albany--------------- | 0-6 | 1-8 |[1.40-1.55| 42.34-141.14[0.02-0.04| 0.0-2.9 | 1.0-2.0 | .10 | .10 | 5 | 1 | 180 
| 6-47 | 1-8 |1.40-1.55| 42.34-141.14|0.02-0.04| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 47-80 | 13-35|1.55-1.65| 1.41-14.11 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| | | | | | | | | ١ | | 
Ousley--------------- | 0-4 | 1-3 |1.35-1.45| 42.34-141.14]0.05-0.10| 0.0-2.9 | 0.0-0.5 | .10 | .106 | 5| 1 | 180 
| 4-80 | 1-2 |1.45-1.60| 42.34-141.14]0.02-0.06| 0.0-2.9 | 0.0-0.5 | .15 | .15 | | | 
| | | | | | | | | || | 
Pelham--------------- | 0-8 | 1-8 [1.50-1.70| 42.00-141.00|0.04-0.07| 0.0-2.9 | 1.0-4.5 | .10 | .10 | 5 | 1 | 180 
| 8-34 | 1-8 |[1.50-1.70| 42.00-141.00|0.04-0.07| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 34-49 | 15-30|1.30-1.60| 4.00-14.00 |0.10-0.13| 0.0-2.9 | 0.1-0.5 | .20 | .20 | | 
| 49-80 | 18-35|1.30-1.60| 4.00-14.00 |0.10-0.13| 0.0-2.9 | 0.1-0.5 | .24 | .24 | | 
| | | | | | | | | ١ | | 
5: | | | | | | | | | | | | 
Blanton-------------- | 0-5 | 1-7 |1.30-1.60| 42.34-141.14[0.03-0.07| 0.0-2.9 | 1.0-3.0 | .10 | .10 | 5 | 1 | 180 
| 5-41 | 1-7 |1.30-1.60| 42.34-141.14|0.03-0.07| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | | 
| 41-48 | 10-18]1.50-1.65| 14.11-42.34 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .15 | .15 | | | 
| 48-80 | 12-40|1.60-1.70| 1.41-14.11 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | 
| | | | | | | | | | | | 
6: | | | | | | | | | | | | 
Blanton-------------- | 0-4 | 1-7 |1.30-1.60| 42.34-141.14[0.03-0.07| 0.0-2.9 | 1.0-3.0 | .10 | .10 | 5]| 1 | 180 
| 4-40 | 1-7 |1.30-1.60| 42.34-141.14|0.03-0.07| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 
| 40-53 | 10-18|1.50-1.65| 14.11-42.34 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .15 | .15 | | 
| 53-80 | 12-40|1.60-1.70| 41.41-14.11 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | | 
| | | | | | | | | | | | 
9: | | | | | | | | | ١ | | 
Bonifay-------------- | 0-9 | 3-9 |1.35-1.60| 42.34-141.14[0.03-0.08| 0.0-2.9 | 0.5-2.0 | .10 | .10 | 5] 2 | 134 
| 9-42 | 3-9 |1.35-1.60| 42.34-141.14|0.03-0.08| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 42-52 | 15-35|1.60-1.70| 4.23-14.11 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| 52-80 | 15-35|1.60-1.70| 1.41-4.23 |0.10-0.15| 0.0-2.9 | 0.0-0.2 | .24 | .24 | | 
۱ | | | | | | | | 
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Table 16.--Physical Soil Properties- -Continued 


Erosion factors|Wind 


|Wind 


| | | | | | 
Map symbol | Depth | Clay | Moist | Saturated |Available| Linear | Organic | | erodi- |erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | |group |index 
| | | | | | | | | | | 
| In | Pet | g/cc | mm/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
9: | | | | | | | | | | | | 
Alpin-------------- | 0-6 | 1-7 |1.35-1.55]|] 14.00-42.00 |0.05-0.10| 0.0-2.9 | 0.0-2.0 | .10 | .10 | | 14 | 180 
| 6-65 | 1-7 |1.40-1.55|] 42.00-141.00[|0.03-0.09| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | | 
| 65-80 | 5-8 |1.45-1.65| 14.00-42.00 |0.06-0.09| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | 
| | | | | | | | | | | | 
10: | | | | | | | | | | | 
Bonifay------------ | 0-5 | 3-9 |1.35-1.60| 42.34-141.14|0.03-0.08] 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 2 | 134 
| 5-57 | 3-9 |1.35-1.60| 42.34-141.14[0.03-0.08| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 57-63 | 15-35|1.60-1.70| 4.23-14.11 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| 63-80 | 15-35|1.60-1.70| 1.41-4.23 |0.10-0.15|] 0.0-2.9 | 0.0-0.2 | .24 | .24 | | 
| | | | | | | | | | | | 
Albany------------- | 0-7 | 1-8 |1.40-1.55|] 42.34-141.14[0.02-0.04| 0.0-2.9 | 1.0-2.0 | .10 | .10 | | 2 | 180 
| 7-55 | 1-8 |1.40-1.55| 42.34-141.14[0.02-0.04| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 55-80 | 13-35|1.55-1.65| 1.41-14.11 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
Centenary---------- | 0-5 | 1-8 |1.40-1.60| 42.00-141.00[|0.03-0.08| 0.0-2.9 | 0.5-1.0 | .10 | .10 | | 2 | 180 
| 5-64 | 1-8 |1.40-1.60| 42.00-141.00[|0.03-0.05| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | | 
| 64-80 | 2-10|1.50-1.70| 14.00-42.00 |0.03-0.10| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 
| | | | | | | | | | | | 
11: | | | | | | | | | | | | 
Troup-------------- | 0-4 | 1-8 |1.30-1.70| 42.00-141.00|0.05-0.10| 0.0-2.9 | 0.5-1.0 | .10 | .10 | | 1 | 180 
| 4-16 | 1-8 |1.30-1.70| 42.00-141.00|0.05-0.10| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 16-52 | 1-10]1.30-1.70| 42.00-141.00|0.05-0.10| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 52-80 | 15-35|1.40-1.60| 44.00-14.00 |0.10-0.13| 0.0-2.9 | 0.0-0.2 | .20 | .20 | | | 
| | | | | | | | | | | | 
Bonifay------------ | 0-4 | 3-9 |1.35-1.60| 42.34-141.14[0.03-0.08| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 2 | 134 
| 4-48 | 3-9 |1.35-1.60| 42.34-141.14[0.03-0.08| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | 
| 48-54 | 15-35|1.60-1.70| 4.23-14.11 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| 54-80 | 15-35|1.60-1.70| 1.41-4.23 |0.10-0.15|] 0.0-2.9 | 0.0-0.2 | .24 | .24 | | 
| | | | | | | | | | | | 
Fuquay------------- | 0-5 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 2 | 180 
| 5-34 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 34-40 | 10-30|1.40-1.60| 4.00-14.00 |0.12-0.15| 0.0-2.9 | 0.1-0.5 | .20 | .20 | | 
| 40-80 | 20-35|1.40-1.60| 0.42-1.40 ]0.10-0.13| 0.0-2.9 | 0.1-0.2 | .20 | .20 | | 
| | | | | | | | | | | | 
12: | | | | | | | | | | | | 
Bonneau------------ | 0-7 | 2-8 |1.30-1.70| 42.00-141.00[|0.04-0.08| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 2 | 180 
| 7-27 | 2-8 |1.30-1.70| 42.00-141.00[|0.04-0.08| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | | 
| 27-36 | 15-30|1.40-1.60| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | 
| 36-80 | 18-35|1.40-1.60| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | 
| | | | | | | | | | | | 
Leefield----------- | 0-9 | 2-8 |1.45-1.60| 42.00-141.00[|0.04-0.07| 0.0-2.9 | 1.0-2.0 | .10 | .10 | | 1 | 180 
| 9-28 | 2-8 |1.45-1.60| 42.00-141.00[|0.04-0.07| 0.0-2.9 | 0.1-1.0 | .10 | .10 | | | 
| 28-42 | 15-25|1.50-1.65| 4.00-14.00 |0.10-0.13] 0.0-2.9 | 0.1-0.5 | .15 | .15 | | 
| 42-80 | 15-30|1.50-1.70| 1.40-4.00 ]0.08-0.12| 0.0-2.9 | 0.0-0.2 | .10 | .10 | | 
| | | | | | | | | 
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Table 16.--Physical Soil Properties- -Continued 


| 
|Available| Linear 


Erosion factors|Wind 


|Wind 


| | | | | | 
Map symbol | Depth | Clay | Moist | Saturated | Organic | | erodi- |erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | |group |index 
| | | | | | | | | | | | 
| In | Pet | g/cc | um/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
12: | | | | | | | | | | | | 
Norfolk------------ | 0-6 | 2-10[|1.40-1.70| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 1.0-3.0 | .17 | .17 | | 2 | 134 
| 6-11 | 15-35|1.40-1.60| 4.00-14.00 |0.10-0.16] 0.0-2.9 | 0.0-0.5 | .20 | .20 | | | 
| 11-25 | 18-35|1.30-1.60| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| 25-44 | 15-35|1.40-1.60| 4.00-14.00 |[0.10-0.16| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | 
| 44-80 | 18-35|1.30-1.60| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | | 
| | | | | | | | | | | | 
14: | | | | | | | | | | | | 
Cowarts------------ | 0-4 | 3-10]1.30-1.70| 14.11-42.35 |0.06-0.10| 0.0-2.9 | 0.5-2.0 | .17 | .17 | | 2 | 134 
| 4-8 | 10-30|1.30-1.50| 44.23-14.11 |0.10-0.16| 0.0-2.9 | 0.2-1.0 | .28 | .28 | | | 
| 8-40 | 25-40|1.30-1.50| 1.41-14.11 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .28 | .28 | | | 
| 40-80 | 18-35|1.45-1.75| 0.42-4.23 |0.10-0.14| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
Dothan------------- | 0-6 | 5-15[|1.30-1.60| 14.11-42.35 |0.06-0.10]| 0-2 | 5-2 | -17 | .17 | | 2 | 134 
| 6-11 | 15-35|1.40-1.60| 4.00-14.00 |0.12-0.16| 0.0-2.9 | 0.2-0.5 | .28 | .28 | | | 
| 11-80 | 18-35|1.40-1.60| 4.00-14.00 |0.12-0.16] 0-2 | 2-0 | .28 | .28 | | 
| | | | | | | | | | | | 
Fuquay------------- | 0-6 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 14 | 180 
| 6-33 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 33-45 | 10-30|1.40-1.60| 4.00-14.00 |0.12-0.15| 0.0-2.9 | 0.1-0.5 | .20 | .20 | | 
| 45-80 | 20-35|1.40-1.60| 0.42-1.40 ]0.10-0.13| 0.0-2.9 | 0.1-0.2 | .20 | .20 | | 
| | | | | | | | | | | | 
16: | | | | | | | | | | | | 
Cowarts------------ | 0-5 | 3-10|1.30-1.70| 14.11-42.35 |0.06-0.10| 0.0-2.9 | 0.5-2.0 | .17 | .17 | | 2 | 134 
| 5-10 | 10-30|1.30-1.50| 14.23-14.11 |0.10-0.16| 0.0-2.9 | 0.2-1.0 | .28 | .28 | | | 
| 10-25 | 25-40|1.30-1.50| 1.41-14.11 |[0.10-0.16| 0.0-2.9 | 0.0-0.5 | .28 | .28 | | 
| 25-80 | 18-35|1.45-1.75| 0.42-4.23 |0.10-0.14|] 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
Nankin------------- | 0-4 | 7-20|1.45-1.55| 14.00-42.00 |0.08-0.12| 0.0-2.9 | 1.0-2.0 | .17 | .17 | | 3 | 86 
| 4-9 | 15-35|1.55-1.65| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.2-0.8 | .24 | .24 | | 
| 9-28 | 35-50|1.30-1.70| 1.40-4.00 ]0.11-0.16| 0.0-2.9 | 0.2-0.8 | .24 | .24 | | | 
| 28-80 | 15-35|1.60-1.70| 4.00-14.00 |[0.10-0.15| 0.0-2.9 | 0.1-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
18: | | | | | | | | | | | | 
Dothan------------- | 0-9 | 5-15[1.30-1.60| 14.11-42.35 |0.06-0.10| 0.0-2.9 | 0.5-2.5 | .15 | .15 | | 2 | 134 
| 9-27 | 15-35|1.40-1.60| 14.00-14.00 |0.12-0.16| 0.0-2.9 | 0.2-0.5 | .28 | .28 | | | 
| 27-80 | 18-35|1.40-1.60| 4.00-14.00 [0.12-0.16| 0.0-2.9 | 0.2-0.5 | .28 | .28 | | 
| | | | | | | | | | | | 
Fuquay------------- | 0-7 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | a1 | 180 
| 7-37 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 37-43 | 10-30|1.40-1.60| 4.00-14.00 |0.12-0.15| 0.0-2.9 | 0.1-0.5 | .20 | .20 | | 
| 43-80 | 20-35|1.40-1.60| 0.42-1.40 ]0.10-0.13| 0.0-2.9 | 0.1-0.2 | .20 | .20 | | 
| | | | | | | | 
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Table 16.--Physical Soil Properties- -Continued 


Erosion factors|Wind 


|Wind 


| | | | | | 
Map symbol | Depth | Clay | Moist | Saturated |Available| Linear | Organic | | erodi- |erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | |group |index 
| | | | | | | | | | | 
| In | Pet | g/cc | um/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
19: | | | | | | | | | | | | 
Dothan------------- | 0-9 | 5-15[1.30-1.60| 14.11-42.35 |[0.06-0.10| 0.0-2.9 | 0.5-2.5 | .17 | .17 | | 2 | 134 
| 9-17 | 15-35|1.40-1.60| 14.00-14.00 [0.12-0.16| 0.0-2.9 | 0.2-0.5 | .28 | .28 | | | 
| 17-80 | 18-35|1.40-1.60| 4.00-14.00 |0.12-0.16| 0.0-2.9 | 0.2-0.5 | .28 | .28 | | 
| | | | | | | | | | | | 
Fuquay------------- | 0-7 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | a1 | 180 
| 7-30 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 30-38 | 10-30|1.40-1.60| 4.00-14.00 |0.12-0.15| 0.0-2.9 | 0.1-0.5 | .20 | .20 | | 
| 38-80 | 20-35|1.40-1.60| 0.42-1.40 ]0.10-0.13| 0.0-2.9 | 0.1-0.2 | .20 | .20 | | 
| | | | | | | | | | | | 
21: | | | | | | | | | | | | 
Dothan------------- | 0-5 | 5-15[1.30-1.60| 14.11-42.35 |[0.06-0.10| 0.0-2.9 | 0.5-2.5 | .17 | .17 | | 2 | 134 
| 5-13 | 15-35|1.40-1.60| 14.00-14.00 |0.12-0.16] 0.0-2.9 | 0.2-0.5 | .28 | .28 | | | 
| 13-80 | 18-35|1.40-1.60| 4.00-14.00 |0.12-0.16| 0.0-2.9 | 0.2-0.5 | .28 | .28 | | 
| | | | | | | | | | | | 
Fuquay------------- | 0-5 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 2 | 180 
| 5-21 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 21-29 | 10-30|1.40-1.60| 4.00-14.00 |0.12-0.15| 0.0-2.9 | 0.1-0.5 | .20 | .20 | | 
| 29-80 | 20-35|1.40-1.60| 0.42-1.40 ]0.10-0.13| 0.0-2.9 | 0.1-0.2 | .20 | .20 | | 
| | | | | | | | | | | | 
Cowarts------------ | 0-4 | 3-10[|1.30-1.70| 14.11-42.35 |0.06-0.10| 0.0-2.9 | 0.5-2.0 | .17 | .17 | | 2 | 134 
| 4-9 | 10-30|1.30-1.50| 44.23-14.11 |0.10-0.16| 0.0-2.9 | 0.2-1.0 | .28 | .28 | | | 
| 9-32 | 25-40|1.30-1.50| 1.41-14.11 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .28 | .28 | | | 
| 32-80 | 18-35|1.45-1.75| 0.42-4.23 |0.10-0.14| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | | 
| | | | | | | | | | | | 
23: | | | | | | | | | | | | 
Fuquay------------- | 0-10 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 1 | 180 
| 10-32 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | 
| 32-46 | 10-30|1.40-1.60| 4.00-14.00 |[0.12-0.15| 0.0-2.9 | 0.1-0.5 | .20 | .20 | | 
| 46-80 | 20-35|1.40-1.60| 0.42-1.40 ]0.10-0.13| 0.0-2.9 | 0.1-0.2 | .20 | .20 | | 
| | | | | | | | | | | | 
Lucy--------------- | 0-8 | 2-12]|1.35-1.65| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 1.0-2.5 | .10 | .10 | | 2 | 134 
| 8-24 | 2-12]|1.35-1.65| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 24-35 | 15-30|1.60-1.70| 14.00-42.00 |0.10-0.12| 0.0-2.9 | 0.1-0.5 | .24 | .24 | | 
| 35-80 | 18-35|1.55-1.70| 4.00-14.00 |0.12-0.14| 0.0-2.9 | 0.0-0.2 | .28 | .28 | | 
| | | | | | | | | | | | 
Orangeburg--------- | 0-6 | 4-10[|1.35-1.55| 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.5-1.0 | .15 | .15 | | 2 | 134 
| 6-11 | 4-10[|1.35-1.55| 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.2-0.5 | .15 | .15 | | | 
| 11-80 | 20-35|1.50-1.70| 4.00-14.00 |0.10-0.13| 0.0-2.9 | 0.2-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
24: | | | | | | | | | | | 
Fuquay------------- | 0-5 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 1 | 180 
| 5-32 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 32-44 | 10-30|1.40-1.60| 4.00-14.00 |0.12-0.15| 0.0-2.9 | 0.1-0.5 | .20 | .20 | | 
| 44-80 | 20-35|1.40-1.60| 0.42-1.40 ]0.10-0.13| 0.0-2.9 | 0.1-0.2 | .20 | .20 | | | 
| | | | | | | | 
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Table 16.--Physical Soil Properties- -Continued 


| 
|Available| Linear 


Erosion factors|Wind 


|Wind 


| | | | | | 
Map symbol | Depth | Clay | Moist | Saturated | Organic | | erodi- |erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | |group |index 
| | | | | | | | | | | 
| In | Pet | g/cc | um/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
24: | | | | | | | | | | | | 
Bonifay------------ | 0-4 | 3-9 |1.35-1.60| 42.34-141.14[0.03-0.08| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 2 | 134 
| 4-45 | 3-9 |1.35-1.60| 42.34-141.14[0.03-0.08| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | 
| 45-53 | 15-35|1.60-1.70| 4.23-14.11 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| 53-80 | 15-35|1.60-1.70| 1.41-4.23 |0.10-0.15| 0.0-2.9 | 0.0-0.2 | .24 | .24 | | 
| | | | | | | | | | | | 
27: | | | | | | | | | | | | 
Goldsboro---------- | 0-8 | 2-8 |1.55-1.75| 42.00-141.00|0.06-0.11] 0.0-2.9 | 1.0-3.0 | .17 | .17 | | 2 | 134 
| 8-12 | 2-8 |1.55-1.75| 42.00-141.00|0.06-0.11] 0.0-2.9 | 0.2-0.8 | .17 | .17 | | | 
| 12-15 | 7-20|1.30-1.50| 4.00-14.00 [0.11-0.15| 0.0-2.9 | 0.0-0.2 | .24 | .24 | | 
| 15-80 | 18-30|1.30-1.50| 4.00-14.00 |0.11-0.15| 0.0-2.9 | 0.0-0.2 | .24 | .24 | | 
| | | | | | | | | | | | 
28: | | | | | | | | | | | | 
Goldsboro---------- | 0-6 | 2-8 |1.55-1.75| 42.00-141.00|0.06-0.11] 0.0-2.9 | 1.0-3.0 | .17 | .17 | | 2 | 134 
| 6-9 | 2-8 |1.55-1.75| 42.00-141.00|0.06-0.11] 0.0-2.9 | 0.2-0.8 | .17 | .17 | | | 
| 9-13 | 7-20[|1.30-1.50| 4.00-14.00 [|0.11-0.15| 0.0-2.9 | 0.0-0.2 | .24 | .24 | | | 
| 13-80 | 18-30|1.30-1.50| 4.00-14.00 |0.11-0.15| 0.0-2.9 | 0.0-0.2 | .24 | .24 | | 
| | | | | | | | | | | | 
29: | | | | | | | | | | | | 
Grady-------------- | 0-5 | 15-20|1.25-1.45| 44.00-14.00 |0.10-0.15| 0.0-2.9 | 1.0-4.0 | .17 | .17 | | 8 | --- 
| 5-11 | 20-35|1.40-1.55| 1.40-4.00 |0.10-0.15| 0.0-2.9 | 0.5-1.0 | .24 | .24 | | | 
| 11-62 | 45-65|1.50-1.60| 0.42-1.40 |0.12-0.16| 3.0-5.9 | 0.2-0.8 | .20 | .20 | | | 
| 62-80 | 35-55|1.50-1.60| 0.42-1.40 |0.12-0.16| 3.0-5.9 | 0.2-0.8 | .17 | .17 | | | 
| | | | | | | | | | | | 
30: | | | | | | | | | | | | 
Lakeland----------- | 0-3 | 2-8 |1.35-1.65| 42.00-141.00|0.05-0.09]| .0-2.9 | 1.0-3.0 | .10 | .10 | | 14 | 180 
| 3-80 | 1-6 |1.50-1.60| 42.00-141.00[|0.02-0.08| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | | 
| | | | | | | | | | | | 
31: | | | | | | | | | | | | 
Lakeland----------- | 0-3 | 2-8 |1.35-1.65| 42.00-141.00[|0.05-0.09| 0.0-2.9 | 1.0-3.0 | .10 | .10 | | a1 | 180 
| 3-80 | 1-6 |1.50-1.60| 42.00-141.00|0.02-0.08]| .0-2.9 | 0.0-0.5 | .10 | .10 | | | 
| | | | | | | | | | | | 
32: | | | | | | | | | | | | 
Leefield----------- | 0-10 | 2-8 |1.45-1.60| 42.00-141.00[|0.04-0.07| 0.0-2.9 | 1.0-2.0 | .10 | .10 | | 14 | 180 
| 10-23 | 2-8 |1.45-1.60| 42.00-141.00|0.04-0.07| 0.0-2.9 | 0.1-1.0 | .10 | .10 | | 
| 23-33 | 15-25|1.50-1.65| 4.00-14.00 |0.10-0.13| 0.0-2.9 | 0.1-0.5 | .15 | .15 | | 
| 33-80 | 15-30|1.50-1.70| 1.40-4.00 ]0.08-0.12| 0.0-2.9 | 0.0-0.2 | .10 | .10 | | 
| | | | | | | | | | | | 
Bonifay------------ | 0-8 | 3-9 |1.35-1.60| 42.34-141.14[0.03-0.08| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 2 | 134 
| 8-42 | 3-9 |1.35-1.60| 42.34-141.14[0.03-0.08|] 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 42-53 | 15-35|1.60-1.70| 4.23-14.11 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| 53-80 | 15-35|1.60-1.70| 1.41-4.23 |0.10-0.15| 0.0-2.9 | 0.0-0.2 | .24 | .24 | | 
| | | | | | | | | | | | 
Dothan------------- | 0-9 | 5-15[1.30-1.60| 14.11-42.35 |0.06-0.10| 0.0-2.9 | 0.5-2.5 | .17 | .17 | | 2 | 134 
9-24 | 15-35[|1.40-1.60| 44.00-14.00 |0.12-0.16| 0.0-2.9 | 0.2-0.5 | .28 | .28 | | | 
24-80 | 18-35|1.40-1.60| 4.00-14.00 |0.12-0.16| 0.0-2.9 | 0.2-0.5 | .28 | .28 | | | 
| | | | | | | 
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Table 16.--Physical Soil Properties- -Continued 


Erosion factors|Wind 


|Wind 


| | | | | | 
Map symbol | Depth | Clay | Moist | Saturated |Available| Linear | Organic | | erodi- |erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | |group |index 
| | | | | | | | | | | 
| In | Pet | g/cc | mm/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
33: | | | | | | | | | | | 
Leon--------------- | 0-4 | 1-6 |1.40-1.65| 42.00-141.00[|0.02-0.05| 0.0-2.9 | 1.0-4.0 | .10 | .10 | | 14 | 180 
| 4-10 | 0-5 |1.40-1.65| 42.00-141.00[|0.02-0.05| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | 
| 10-17 | 2-8 |1.50-1.70| 4.00-42.00 |0.05-0.10| 0.0-2.9 | 2.0-4.0 | .15 | .15 | | 
| 17-63 | 1-6 |1.40-1.65| 14.00-141.00[|0.02-0.05| 0.0-2.9 | 0.1-1.0 | .10 | .10 | | 
| 63-80 | 2-8 |1.50-1.70| 4.00-42.00 |0.05-0.10| 0.0-2.9 | 2.0-4.0 | .15 | .15 | | 
| | | | | | | | | | | | 
Chipley------------ | 0-10 | 1-5 |1.35-1.45| 42.00-141.00|0.05-0.10]| .0-2. | 0.5-3. | .10 | .10 | | 1 | 180 
| 10-80 | 1-7 |1.45-1.60| 42.00-141.00|0.03-0.08]| .0-2. | 0.0-0. | .10 | .10 | | 
| | | | | | | | | | | | 
35: | | | | | | | | | | | | 
Lucy--------------- | 0-5 | 2-12]|1.35-1.65| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 1.0-2.5 | .10 | .10 | | 2 | 134 
| 5-26 | 2-12|1.35-1.65| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 26-38 | 15-30|1.60-1.70| 14.00-42.00 |0.10-0.12| 0.0-2.9 | 0.1-0.5 | .24 | .24 | | 
| 38-80 | 18-35|1.55-1.70| 4.00-14.00 |0.12-0.14| 0.0-2.9 | 0.0-0.2 | .28 | .28 | | 
| | | | | | | | | | | | 
Troup-------------- | 0-4 | 1-8 |1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.5-1.0 | .10 | .10 | | 1 | 180 
| 4-14 | 1-8 |1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | 
| 14-43 | 1-10[|1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | 
| 43-80 | 15-35|1.40-1.60| 4.00-14.00 |0.10-0.13] 0.0-2.9 | 0.0-0.2 | .20 | .20 | | 
| | | | | | | | | | | | 
36: | | | | | | | | | | | | 
Lucy--------------- | 0-5 | 2-12|1.35-1.65| 42.00-141.00/0.06-0.10| 0.0-2.9 | 1.0-2.5 | .10 | .10 | | 2 | 134 
| 5-22 | 2-12|1.35-1.65| 42.00-141.00]|0.06-0.10| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 22-33 | 15-30]1.60-1.70| 14.00-42.00 |0.10-0.12| 0.0-2.9 | 0.1-0.5 | .24 | .24 | | | 
| 33-80 | 18-35|1.55-1.70| 44.00-14.00 |0.12-0.14| 0.0-2.9 | 0.0-0.2 | .28 | .28 | | | 
| | | | | | | | | | | | 
Orangeburg--------- | 0-4 | 4-10[|1.35-1.55| 14.00-42.00 |0.06-0.11] 0-2 | 5-1 | .15 | .15 | | 2 | 134 
| 4-9 | 4-10[|1.35-1.55| 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.2-0.5 | .15 | .15 | | 
| 9-80 | 20-35|1.50-1.70| 4.00-14.00 |0.10-0.13] 0-2 | 2-0 | .24 | .24 | | | 
| | | | | | | | | | | | 
Cowarts------------ | 0-3 | 3-10[|1.30-1.70| 14.11-42.35 |0.06-0.10| 0.0-2.9 | 0.5-2.0 | .17 | .17 | | 2 | 134 
| 3-9 | 10-30|1.30-1.50| 4.23-14.11 |0.10-0.16| 0.0-2.9 | 0.2-1.0 | .28 | .28 | | | 
| 9-29 | 25-40|1.30-1.50| 1.41-14.11 |[0.10-0.16| 0.0-2.9 | 0.0-0.5 | .28 | .28 | | | 
| 29-80 | 18-35|1.45-1.75| 0.42-4.23 ]0.10-0.14| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
40: | | | | | | | | | | | | 
Cowarts------------ | 0-3 | 3-10[|1.30-1.70| 14.11-42.35 |0.06-0.10| 0.0-2.9 | 0.5-2.0 | .17 | .17 | | 2 | 134 
| 3-7 | 10-30|1.30-1.50| 4.23-14.11 |0.10-0.16| 0.0-2.9 | 0.2-1.0 | .28 | .28 | | | 
| 7-27 | 25-40|1.30-1.50| 1.41-14.11 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .28 | .28 | | | 
| 27-80 | 18-35|1.45-1.75| 0.42-4.23 ]0.10-0.14| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
Dothan------------- | 0-5 | 5-15[1.30-1.60| 14.11-42.35 |0.06-0.10] 0.0-2.9 | 0.5-2.5 | .17 | .17 | | 2 | 134 
5-12 | 15-35[|1.40-1.60| 34.00-14.00 |0.12-0.16| 0.0-2.9 | 0.2-0.5 | .28 | .28 | | | 
12-80 | 18-35|1.40-1.60| 4.00-14.00 |0.12-0.16| 0.0-2.9 | 0.2-0.5 | .28 | .28 | | | 
| | | | | | | | 
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Table 16.--Physical Soil Properties- -Continued 


| 
|Available| Linear 


Erosion factors|Wind 


|Wind 


| | | | | | 
Map symbol | Depth | Clay | Moist | Saturated | Organic | | erodi- |erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | |group |index 
| | | | | | | | | | | 
| In | Pet | g/cc | m/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
40: | | | | | | | | | | | | 
Fuquay------------- | 0-4 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 1 | 180 
| 4-21 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | 
| 21-35 | 10-30|1.40-1.60| 4.00-14.00 |0.12-0.15| 0.0-2.9 | 0.1-0.5 | .20 | .20 | | 
| 35-80 | 20-35|1.40-1.60| 0.42-1.40 ]0.10-0.13| 0.0-2.9 | 0.1-0.2 | .20 | .20 | | 
| | | | | | | | | | | | 
41: | | | | | | | | | | | | 
Norfolk------------ | 0-9 | 2-10[|1.40-1.70| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 1.0-3.0 | .17 | .17 | | 2 | 134 
| 9-14 | 15-35|1.40-1.60| 14.00-14.00 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | | 
| 14-41 | 18-35|1.30-1.60| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| 41-62 | 15-35|1.40-1.60| 4.00-14.00 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | 
| 62-80 | 18-35|1.30-1.60| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
42: | | | | | | | | | | | | 
Norfolk------------ | 0-6 | 2-10[|1.40-1.70| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 1.0-3.0 | .17 | .17 | | 2 | 134 
| 6-14 | 15-35|1.40-1.60|] 14.00-14.00 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | | 
| 14-40 | 18-35|1.30-1.60| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| 40-51 | 15-35|1.40-1.60| 4.00-14.00 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | 
| 51-80 | 18-35|1.30-1.60| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
43: | | | | | | | | | | | | 
Ocilla------------- | 0-3 | 2-7 |1.40-1.50| 14.00-141.00|0.05-0.07| 0.0-2.9 | 1.0-3.0 | .10 | .10 | | 1 | 180 
| 3-29 | 2-7 |1.40-1.50| 14.00-141.00|0.05-0.07| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 29-34 | 15-35|1.60-1.70| 14.00-14.00 |0.09-0.12| 0.0-2.9 | 0.1-0.3 | .24 | .24 | | | 
| 34-80 | 15-35|1.60-1.70| 14.00-14.00 |0.09-0.12| 0.0-2.9 | 0.1-0.3 | .24 | .24 | | | 
| | | | | | | | | | | | 
45: | | | | | | | | | | | | 
Orangeburg--------- | 0-9 | 4-10|1.35-1.55| 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.5-1.0 | .15 | .15 | | 2 | 134 
| 9-18 | 4-10[|1.35-1.55| 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.2-0.5 | .15 | .15 | | | 
| 18-80 | 20-35|1.50-1.70| 4.00-14.00 |0.10-0.13| 0.0-2.9 | 0.2-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
46: | | | | | | | | | | | | 
Orangeburg--------- | 0-8 | 4-10[|1.35-1.55| 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.5-1.0 | .15 | .15 | | 2 | 134 
| 8-14 | 4-10[|1.35-1.55| 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.2-0.5 | .15 | .15 | | | 
| 14-80 | 20-35|1.50-1.70| 4.00-14.00 |0.10-0.13] 0.0-2.9 | 0.2-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
47: | | | | | | | | | | | | 
Orangeburg--------- | 0-5 | 4-10|1.35-1.55| 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.5-1.0 | .15 | .15 | | 2 | 134 
| 5-12 | 4-10|1.35-1.55| 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.2-0.5 | .15 | .15 | | | 
| 12-80 | 20-35|1.50-1.70| 4.00-14.00 |0.10-0.13] 0.0-2.9 | 0.2-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
Norfolk------------ | 0-6 | 2-10[|1.40-1.70| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 1.0-3.0 | .17 | .17 | | 2 | 134 
| 6-11 | 15-35|1.40-1.60| 14.00-14.00 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | | 
| 11-46 | 18-35|1.30-1.60| 4.00-14.00 |[0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| 46-62 | 15-35|1.40-1.60| 4.00-14.00 [0.10-0.16| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | 
| 62-80 | 18-35|1.30-1.60| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
۱ ۱ ۱ ۱ ۱ | | | | 
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Table 16.--Physical Soil Properties- -Continued 


Erosion factors|Wind 


|Wind 


| | | | | | 
Map symbol | Depth | Clay | Moist | Saturated |Available| Linear | Organic | | erodi- |erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | |group |index 
| | | | | | | | | | | 
| In | Pet | g/cc | mm/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
47: | | | | | | | | | | | 
Tifton------------- | 0-5 | 3-10[|1.30-1.50| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 1.0-2.0 | .10 | .15 | | 2 | 134 
| 5-9 | 13-22|1.45-1.65| 42.00-141.00[|0.08-0.12| 0.0-2.9 | 0.5-1.0 | .24 | .28 | | | 
| 9-32 | 20-35|1.50-1.70| 4.00-14.00 |0.12-0.16| 0.0-2.9 | 0.0-0.5 | .24 | .28 | | | 
| 32-80 | 25-40|1.55-1.80| 1.40-4.00 ]0.10-0.13| 0.0-2.9 | 0.0-0.5 | .17 | .17 | | 
| | | | | | | | | | | | 
48: | | | | | | | | | | | | 
Fuquay------------- | 0-5 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 1 | 180 
| 5-30 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 30-40 | 10-30|1.40-1.60| 4.00-14.00 [0.12-0.15| 0.0-2.9 | 0.1-0.5 | .20 | .20 | | 
| 40-80 | 20-35|1.40-1.60| 0.42-1.40 ]0.10-0.13| 0.0-2.9 | 0.1-0.2 | .20 | .20 | | 
| | | | | | | | | | | | 
Orangeburg--------- | 0-4 | 4-10]1.35-1.55| 14.00-42.00 |0.06-0.11| 0.0-2.9 | 0.5-1.0 | .15 | .15 | | 2 | 134 
| 4-10 | 4-10]1.35-1.55| 14.00-42.00 |0.06-0.11| 0.0-2.9 | 0.2-0.5 | .15 | .15 | | | 
| 10-80 | 20-35|1.50-1.70| 44.00-14.00 |0.10-0.13| 0.0-2.9 | 0.2-0.5 | .24 | .24 | | | 
| | | | | | | | | | | | 
Norfolk------------ | 0-3 | 2-10[|1.40-1.70| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 1.0-3.0 | .17 | .17 | | 2 | 134 
| 3-13 | 15-35|1.40-1.60| 14.00-14.00 |0.10-0.16] 0.0-2.9 | 0.0-0.5 | .20 | .20 | | | 
| 13-40 | 18-35|1.30-1.60| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| 40-62 | 15-35|1.40-1.60| 4.00-14.00 |0.10-0.16] 0.0-2.9 | 0.0-0.5 | .20 | .20 | | 
| 62-80 | 18-35|1.30-1.60| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
49: | | | | | | | | | | | | 
Orangeburg--------- | 0-8 | 4-10[|1.35-1.55| 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.5-1.0 | .15 | .15 | | 2 | 134 
| 8-15 | 4-10[|1.35-1.55| 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.2-0.5 | .15 | .15 | | | 
| 15-80 | 20-35|1.50-1.70| 4.00-14.00 |0.10-0.13| 0.0-2.9 | 0.2-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
Norfolk------------ | 0-5 | 2-10|1.40-1.70| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 1.0-3.0 | .17 | .17 | | 2 | 134 
| 5-15 | 15-35|1.40-1.60| 14.00-14.00 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | | 
| 15-22 | 18-35|1.30-1.60| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| 22-45 | 15-35|1.40-1.60| 4.00-14.00 |0.10-0.16] 0.0-2.9 | 0.0-0.5 | .20 | .20 | | 
| 45-80 | 18-35|1.30-1.60| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
51: | | | | | | | | | | | | 
Plummer------------ | 0-9 | 1-7 |1.35-1.65| 42.00-141.00[|0.03-0.08| 0.0-2.9 | 2.0-8.0 | .10 | .10 | | 2 | 180 
| 9-50 | 1-7 |1.35-1.65| 42.00-141.00[|0.03-0.08| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 50-80 | 15-30|1.50-1.70| 1.40-14.00 |0.07-0.15| 0.0-2.9 | 0.0-0.5 | .15 | .15 | | 
| | | | | | | | | | | | 
52: | | | | | | | | | | | | 
Rains-------------- | 0-7 | 5-20|1.30-1.60| 14.11-42.35 |0.10-0.14| 0.0-2.9 | 1.0-6.0 | .20 | .20 | | 3 | 86 
7-34 | 18-35[|1.30-1.60| 24.23-14.11 |0.11-0.15| 0.0-2.9 | 0.5-1.0 | .24 | .24 | | | 
34-80 | 18-55[1.30-1.50| 4.23-14.11 |0.10-0.15| 0.0-2.9 | 0.5-1.0 | .28 | .28 | | | 
| | | | | | | | 
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Table 16.--Physical Soil Properties- -Continued 


| 
|Available| Linear 


Erosion factors|Wind 


|Wind 


| | | | | | 
Map symbol | Depth | Clay | Moist | Saturated | Organic | | erodi- |erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | |group |index 
| | | | | | | | | | | 
| In | Pet | g/cc | um/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
58: | | | | | | | | | | | | 
Tifton------------- | 0-6 | 3-10[|1.30-1.50| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 1.0-2.0 | .15 | .17 | | 2 | 134 
| 6-10 | 13-22|1.45-1.65| 42.00-141.00[|0.08-0.12| 0.0-2.9 | 0.5-1.0 | .24 | .28 | | | 
| 10-45 | 20-35|1.50-1.70| 4.00-14.00 |0.12-0.16| 0.0-2.9 | 0.0-0.5 | .24 | .28 | | 
| 45-80 | 25-40|1.55-1.80| 1.40-4.00 ]0.10-0.13| 0.0-2.9 | 0.0-0.5 | .17 | .17 | | 
| | | | | | | | | | | | 
59: | | | | | | | | | | | | 
Troup-------------- | 0-3 | 1-8 |1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.5-1.0 | .10 | .10 | | 1 | 180 
| 3-15 | 1-8 |1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 15-53 | 1-10|1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | 
| 53-80 | 15-35|1.40-1.60| 4.00-14.00 |0.10-0.13] 0.0-2.9 | 0.0-0.2 | .20 | .20 | | 
| | | | | | | | | | | | 
Lakeland----------- | 0-5 | 2-8 |1.35-1.65| 42.00-141.00|0.05-0.09]| .0-2. | .0-3. | .10 | .10 | | 14 | 180 
| 5-80 | 1-6 |1.50-1.60| 42.00-141.00|0.02-0.08]| .0-2. | .0-0. | .10 | .10 | | | 
| | | | | | | | | | | | 
Lucy--------------- | 0-7 | 2-12|1.35-1.65| 42.00-141.00|0.06-0.10| 0.0-2.9 | 1.0-2.5 | .10 | .10 | | 2 | 134 
| 7-33 | 2-12|1.35-1.65| 42.00-141.00]|0.06-0.10| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 33-39 | 15-30|1.60-1.70| 14.00-42.00 |0.10-0.12| 0.0-2.9 | 0.1-0.5 | .24 | .24 | | | 
| 39-80 | 18-35|1.55-1.70| 4.00-14.00 |0.12-0.14| 0.0-2.9 | 0.0-0.2 | .28 | .28 | | | 
| | | | | | | | | | | | 
60: | | | | | | | | | | | | 
Troup-------------- | 0-3 | 1-8 |1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.5-1.0 | .10 | .10 | | 1 | 180 
| 3-13 | 1-8 |1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 13-42 | 1-10|1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | 
| 42-80 | 15-35|1.40-1.60| 4.00-14.00 |0.10-0.13] 0.0-2.9 | 0.0-0.2 | .20 | .20 | | 
| | | | | | | | | | | | 
61: | | | | | | | | | | | | 
Troup-------------- | 0-5 | 1-8 |1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.5-1.0 | .10 | .10 | | 2 | 180 
| 5-13 | 1-8 |1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 13-58 | 1-10|1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | 
| 58-80 | 15-35|1.40-1.60| 4.00-14.00 |0.10-0.13| 0.0-2.9 | 0.0-0.2 | .20 | .20 | | 
| | | | | | | | | | | | 
Nankin------------- | 0-7 | 7-20|1.45-1.55| 14.00-42.00 |0.08-0.12| 0.0-2.9 | 1.0-2.0 | .17 | .17 | | 3 | 86 
| 7-11 | 15-35|1.55-1.65| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.2-0.8 | .24 | .24 | | | 
| 11-27 | 35-50|1.30-1.70| 1.40-4.00 ]0.11-0.16| 0.0-2.9 | 0.2-0.8 | .24 | .24 | | 
| 27-80 | 15-35|1.60-1.70| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.1-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
63: | | | | | | | | | | | | 
Troup-------------- | 0-3 | 1-8 |1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.5-1.0 | .10 | .10 | | 2 | 180 
| 3-11 | 1-8 |1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 11-41 | 1-10[1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | 
| 41-80 | 15-35|1.40-1.60| 4.00-14.00 |0.10-0.13] 0.0-2.9 | 0.0-0.2 | .20 | .20 | | 
| | | | | | | | 
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Table 16.--Physical Soil Properties- -Continued 


Erosion factors|Wind 


|Wind 


| | | | | | 
Map symbol | Depth | Clay | Moist | Saturated |Available| Linear | Organic | | erodi- |erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | |group |index 
| | | | | | | | | | | 
| In | Pet | g/cc | um/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
63: | | | | | | | | | | | | 
Nankin------------- | 0-3 | 7-20|1.45-1.55| 14.00-42.00 |0.08-0.12| 0.0-2.9 | 1.0-2.0 | .17 | .17 | | 3 | 86 
| 3-11] 15-35|1.55-1.65| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.2-0.8 | .24 | .24 | | | 
| 11-27 | 35-50|1.30-1.70| 1.40-4.00 ]0.11-0.16| 0.0-2.9 | 0.2-0.8 | .24 | .24 | | 
| 27-80 | 15-35|1.60-1.70| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.1-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
65: | | | | | | | | | | | | 
Udorthents. | | | | | | | | | | | | 
| | | | | | | | | | | | 
66: | | | | | | | | | | | 
Pickney------------ | 0-41 | 2-8 |1.20-1.40| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 3.0-15 | .10 | .10 | | 8 | --- 
| 41-80 | 1-8 |1.40-1.60| 42.00-141.00|0.03-0.11] 0.0-2.9 | 2.0-6.0 | .10 | .10 | | 
| | | | | | | | | | | | 
Dorovan------------ | 0-74 | 0-0 |0.25-0.40| 44.00-14.00 |0.20-0.25|  --- | 20-80 | --- | --- | | 8 | --- 
| 74-80 | 5-20|1.40-1.65| 42.00-141.00]|0.05-0.08| 0.0-2.9 | 0.5-3.0 | .10 | .10 | | | 
| | | | | | | | | | | | 
Bibb--------------- | 0-8 | 2-18[1.50-1.70| 4.00-14.00 |0.12-0.18] 0.0-2.9 | 0.5-3.0 | .20 | .20 | | 3 | 86 
| 8-33 | 2-18]1.45-1.75| 4.00-14.00 |0.10-0.20| 0.0-2.9 | 0.5-1.0 | .37 | .37 | | | 
| 33-61 | 2-12|1.50-1.75| 42.00-141.00|0.06-0.10] 0.0-2.9 | 0.2-1.0 | .15 | .15 | | 
| 61-80 | 1-8 |1.40-1.60| 42.00-141.00[|0.03-0.11| 0.0-2.9 | 0.2-1.0 | .10 | .10 | | 
| | | | | | | | | | | | 
69: | | | | | | | | | | | | 
Lucy--------------- | 0-6 | 2-12]|1.35-1.65| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 1.0-2.5 | .10 | .10 | | 2 | 134 
| 6-28 | 2-12|1.35-1.65| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 28-35 | 15-30|1.60-1.70| 14.00-42.00 |0.10-0.12| 0.0-2.9 | 0.1-0.5 | .24 | .24 | | 
| 35-80 | 18-35|1.55-1.70| 4.00-14.00 |0.12-0.14| 0.0-2.9 | 0.0-0.2 | .28 | .28 | | 
| | | | | | | | | | | | 
Bonifay------------ | 0-5 | 3-9 |1.35-1.60| 42.34-141.14[0.03-0.08| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 2 | 134 
| 5-44 | 3-9 |1.35-1.60| 42.34-141.14[0.03-0.08| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 44-59 | 15-35|1.60-1.70| 4.23-14.11 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | | 
| 59-80 | 15-35|1.60-1.70| 1.41-4.23 |0.10-0.15| 0.0-2.9 | 0.0-0.2 | .24 | .24 | | 
| | | | | | | | | | | | 
Orangeburg--------- | 0-5 | 4-10[|1.35-1.55| 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.5-1.0 | .15 | .15 | | 2 | 134 
| 5-11 | 4-10[|1.35-1.55| 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.2-0.5 | .15 | .15 | | | 
| 11-80 | 20-35|1.50-1.70| 4.00-14.00 |0.10-0.13| 0.0-2.9 | 0.2-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
71: | | | | | | | | | | | | 
Cowarts------------ | 0-4 | 3-10|1.30-1.70| 14.11-42.35 |0.06-0.10] 0.0-2.9 | 0.5-2.0 | .17 | .17 | | 2 | 134 
| 4-8 | 10-30[|1.30-1.50| 4.23-14.11 |0.10-0.16| 0.0-2.9 | 0.2-1.0 | .28 | .28 | | 
| 8-57 | 25-40|1.30-1.50| 1.41-14.11 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .28 | .28 | | | 
| 57-80 | 18-35|1.45-1.75| 0.42-4.23 ]0.10-0.14| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
Nankin------------- | 0-8 | 7-20|1.45-1.55| 14.00-42.00 |0.08-0.12] 0.0-2.9 | 1.0-2.0 | .17 | .17 | | 3 | 86 
| 8-13 | 15-35|1.55-1.65| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.2-0.8 | .24 | .24 | | | 
| 13-28 | 35-50|1.30-1.70| 1.40-4.00 |0.11-0.16] 0.0-2.9 | 0.2-0.8 | .24 | .24 | | 
| 28-80 | 15-35|1.60-1.70| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.1-0.5 | .24 | .24 | | 
| | | | | | | | | 
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Table 16.--Physical Soil Properties--Continued 


| Erosion factors|Wind |Wind 
Saturated |Available| Linear 


| | | | | | 
Map symbol | Depth | Clay | Moist | | Organic | | erodi- |erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | T |group |index 
| | | | | | | | | | | 
| In | Pet | g/cc | um/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
72: | | | | | | | | | | | | 
Goldsboro------------ | 0-5 | 2-8 |1.55-1.75| 42.00-141.00|0.06-0.11] 0.0-2.9 | 1.0-3.0 | .15 | .15]| 5 2 | 134 
| 5-12 | 2-8 |1.55-1.75| 42.00-141.00|0.06-0.11] 0.0-2.9 | 0.2-0.8 | .17 | .17 | | | 
| 12-16 | 7-20|1.30-1.50| 4.00-14.00 |0.11-0.15| 0.0-2.9 | 0.0-0.2 | .24 | .24 | | 
| 16-80 | 18-30|1.30-1.50| 4.00-14.00 |0.11-0.15| 0.0-2.9 | 0.0-0.2 | .24 | .24 | | 
| | | | | | | | | | | | 
Ocilla--------------- | 0-3 | 2-7 |1.40-1.50| 14.00-141.00[|0.05-0.07| 0.0-2.9 | 1.0-3.0 | .10 | .10 | 5| 1 | 180 
| 3-28 | 2-7 |1.40-1.50| 14.00-141.00[|0.05-0.07| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 28-59 | 15-35|1.60-1.70| 4.00-14.00 |0.09-0.12| 0.0-2.9 | 0.1-0.3 | .24 | .24 | | 
| 59-80 | 15-35|1.60-1.70| 4.00-14.00 |0.09-0.12| 0.0-2.9 | 0.1-0.3 | .24 | .24 | | 
| | | | | | | | | | | | 
73: | | | | | | | | | | | | 
Norfolk-------------- | 0-4 | 2-10]1.40-1.70| 42.00-141.00|0.06-0.10| 0.0-2.9 | 1.0-3.0 | .17 | .17 | 5| 2 | 134 
| 4-8 | 15-35|1.40-1.60| 44.00-14.00 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | | 
| 8-44 | 18-35|1.30-1.60| 44.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | | 
| 44-58 | 15-35|1.40-1.60| 44.00-14.00 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | 
| 58-80 | 18-35|1.30-1.60| 44.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | | 
| | | | | | | | | | | | 
77: | | | | | | | | | | | | 
Bonifay-------------- | 0-10 | 3-9 |1.35-1.60| 42.34-141.14[0.03-0.08|] 0.0-2.9 | 0.5-2.0 | .10 | .10 | 5 | 2 | 134 
| 10-48 | 3-9 |1.35-1.60| 42.34-141.14[0.03-0.08| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | 
| 48-67 | 15-35|1.60-1.70| 4.23-14.11 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| 67-80 | 15-35|1.60-1.70| 1.41-4.23 ]0.10-0.15| 0.0-2.9 | 0.0-0.2 | .24 | .24 | | 
| | | | | | | | | | | | 
Fuquay--------------- | 0-7 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07|] 0.0-2.9 | 0.5-2.0 | .10 | .10 | 5 | 1 | 180 
| 7-36 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 36-59 | 10-30|1.40-1.60| 4.00-14.00 [0.12-0.15| 0.0-2.9 | 0.1-0.5 | .20 | .20 | | 
| 59-80 | 20-35|1.40-1.60| 0.42-1.40 ]0.10-0.13| 0.0-2.9 | 0.1-0.2 | .20 | .20 | | 
| | | | | | | | | | | | 
78: | | | | | | | | | | | | 
Chipley-------------- | 0-6 | 1-5 |1.35-1.45| 42.00-141.00|0.05-0.10]| .0-2. | .5-3. | -10 | .10 | 5] 1 | 180 
| 6-80 | 1-7 |1.45-1.60| 42.00-141.00|0.03-0.08]| .0-2. | .0-0. | .10 | .10 | | | 
| | | | | | | | | | | | 
Leon----------------- | 0-5 | 1-6 |1.40-1.65| 42.00-141.00|0.02-0.05| 0.0-2.9 | 1.0-4.0 | .10 | .10 | 5| 1 | 180 
| 5-18 | 0-5 |1.40-1.65| 42.00-141.00[|0.02-0.05| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | | 
| 18-26 | 2-8 |1.50-1.70| 4.00-42.00 |0.05-0.10| 0.0-2.9 | 2.0-4.0 | .15 | .15 | | 
| 26-65 | 1-6 |1.40-1.65| 14.00-141.00[|0.02-0.05| 0.0-2.9 | 0.1-1.0 | .10 | .10 | | 
| 65-80 | 2-8 |1.50-1.70| 4.00-42.00 |0.05-0.10| 0.0-2.9 | 2.0-4.0 | .15 | .15 | | 
| | | | | | | | | | | | 
Foxworth------------- | 0-9 | 1-8 |1.25-1.45|141.00-353.00|0.05-0.10| 0.0-2.9 | 0.5-2.0 | .10 | .10 | 5| 1 | 180 
9-37 | 1-8 |1.40-1.55|141.00-353.00|0.05-0.10| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | | 
| 1-6 |[1.45-1.65|141.00-353.00|0.02-0.08| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | 
۱ ۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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Table 16.--Physical Soil Properties- -Continued 


Soil Survey of Gadsden County, Florida 
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Table 16.--Physical Soil Properties- -Continued 


Soil Survey of Gadsden County, Florida 
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Table 16.--Physical Soil Properties--Continued 


Erosion factors [Wind 


|Wind 


| | | | | | 
Map symbol | Depth | Clay | Moist | Saturated |Available| Linear | Organic | | erodi- |erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | |group |index 
| | | | | | | | | | | 
| In | Pet | g/cc | um/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
89: | | | | | | | | | | | | 
Rains-------------- | 0-9 | 5-20[|1.30-1.60| 14.11-42.35 |0.10-0.14| 0.0-2.9 | 1.0-6.0 | .20 | .20 | | 3 | 86 
| 9-36 | 18-35|1.30-1.60| 4.23-14.11 |[0.11-0.15| 0.0-2.9 | 0.5-1.0 | .24 | .24 | | | 
| 36-80 | 18-55|1.30-1.50| 4.23-14.11 |0.10-0.15|] 0.0-2.9 | 0.5-1.0 | .28 | .28 | | 
| | | | | | | | | | | | 
Garcon------------- | 0-7 | 3-8 |1.25-1.50| 42.00-141.00|0.10-0.15| 0.0-2.9 | 1.0-3.0 | .10 | .10 | | 1 | 250 
| 7-26 | 3-8 |1.40-1.65| 42.00-141.00|0.05-0.10| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 26-40 | 12-30|1.55-1.70| 44.00-14.00 |0.10-0.15| 0.0-2.9 | 0.2-0.8 | .24 | .24 | | | 
| 40-51 | 12-25|1.55-1.70| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.2-0.8 | .24 | .24 | | 
| 51-60 | 3-6 |1.50-1.70| 42.00-141.00]|0.05-0.08| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | | 
| 60-80 | 3-6 |1.50-1.70| 42.00-141.00]|0.05-0.08| 0.0-2.9 | 0.0-0.2 | .10 | .10 | | | 
| | | | | | | | | | | | 
90: | | | | | | | | | | | | 
Hosford------------ | 0-4 | 0-6 |1.30-1.50| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 5.0-15 | .10 | .10 | | 8 | --- 
| 4-66 | 90-6 |1.30-1.50| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 5.0-15 | .10 | .10 | | 
| 66-80 | 0-6 |1.50-1.70| 42.00-141.00[|0.04-0.08|] 0.0-2.9 | 0.5-3.0 | .17 | .17 | | 
| | | | | | | | | | | | 
Plummer------------ | 0-7 | 1-7 |1.35-1.65| 42.00-141.00[|0.03-0.08| 0.0-2.9 | 5.0-15 | .10 | .10 | | 8 | --- 
| 7-48 | 1-7 |1.35-1.65| 42.00-141.00|0.03-0.08| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 48-80 | 7-30|1.50-1.70| 1.40-14.00 |0.07-0.15| 0.0-2.9 | 0.0-0.5 | .15 | .15 | | 
| | | | | | | | | | | | 
91: | | | | | | | | | | | | 
Pits. | | | | | | | | | | | | 
| | | | | | | | | | | | 
92: | | | | | | | | | | | | 
Telogia------------ | 0-6 | 12-30[|1.30-1.55| 4.00-14.00 |0.15-0.22|] 0.0-2.9 | 0.5-3.0 | .20 | .20 | | 3 | 86 
| 6-40 | 35-50|1.20-1.60| 0.42-1.40 ]0.14-0.20| 6.0-8.9 | 0.2-0.8 | .32 | .32 | | | 
| 40-48 | 35-50|1.20-1.60| 0.42-1.40 ]0.14-0.20| 6.0-8.9 | 0.1-0.5 | .32 | .32 | | | 
| 48-52 | --- | --- | 0.00-1.00 | --- | --- | --- | --- | --- | | 
| | | | | | | | | | | | 
93: | | | | | | | | | | | 
Foxworth----------- | 0-7 | 1-8 |1.25-1.45|141.00-353.00|0.05-0.10| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 1 | 180 
| 7-54 | 1-8 |1.40-1.55|141.00-353.00|0.05-0.10| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | | 
| 54-80 | 1-6 |1.45-1.65]/141.00-353.00|0.02-0.08] 0.0-2.9 | 0.0-0.5 | .10 | .10 | | 
| | | | | | | | | | | | 
Blanton------------ | 0-7 | 1-7 |1.30-1.60| 42.34-141.14[0.03-0.07| 0.0-2.9 | 1.0-3.0 | .10 | .10 | | 1 | 180 
| 7-52 | 1-7 |1.30-1.60| 42.34-141.14[0.03-0.07| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | | 
| 52-56 | 10-18[1.50-1.65| 14.11-42.34 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .15 | .15 | | 
| 56-80 | 12-40|1.60-1.70| 1.41-14.11 |[0.10-0.15| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | 
| | | | | | | | | | | | 
Chipley------------ | 0-8 | 1-5 |1.35-1.45|] 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.5-3.0 | .10 | .10 | | 2 | 180 
| 8-80 | 1-7 |1.45-1.60| 42.00-141.00[|0.03-0.08| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | | 
۱ | | | | | | | 
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Table 16.--Physical Soil Properties--Continued 


| Erosion factors|Wind |Wind 
Saturated |Available| Linear 


| | | | | | 
Map symbol | Depth | Clay | Moist | | Organic | | erodi- |erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | T |group |index 
| | | | | | | | | | | 
| In | Pet | g/cc | um/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
94: | | | | | | | | | | | | 
Albany--------------- | 0-6 | 1-8 |1.40-1.55| 42.34-141.14[0.02-0.04| 0.0-2.9 | 1.0-2.0 | .10 | .10 | 5| 1 | 180 
| 6-64 | 1-8 |1.40-1.55| 42.34-141.14[0.02-0.04| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 64-80 | 13-35|1.55-1.65| 1.41-14.11 |[0.10-0.16| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
Garcon--------------- | 0-8 | 3-8 |1.25-1.50|] 42.00-141.00[|0.10-0.15| 0.0-2.9 | 1.0-3.0 | .10 | .10 | 5| 1 | 250 
| 8-22 | 3-8 |1.40-1.65| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 22-44 | 12-30|1.55-1.70| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.2-0.8 | .24 | .24 | | 
| 44-55 | 12-25|1.55-1.70| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.2-0.8 | .24 | .24 | | | 
| 55-59 | 3-6 |1.50-1.70| 42.00-141.00[|0.05-0.08| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | 
| 59-80 | 3-6 |1.50-1.70| 42.00-141.00[|0.05-0.08| 0.0-2.9 | 0.0-0.2 | .10 | .10 | | 
| | | | | | | | | | | | 
Bibb----------------- | 0-5 | 2-18]1.50-1.70| 44.00-14.00 |0.12-0.18| 0.0-2.9 | 0.5-3.0 | .20 | .20 | 5| 3 | 86 
| 5-38 | 2-18]1.45-1.75| 44.00-14.00 |0.10-0.20| 0.0-2.9 | 0.5-1.0 | .37 | .37 | | | 
| 38-59 | 2-12|1.50-1.75| 42.00-141.00]|0.06-0.10| 0.0-2.9 | 0.2-1.0 | .15 | .15 | | | 
| 59-80 | 1-8 |1.40-1.60| 42.00-141.00]|0.03-0.11| 0.0-2.9 | 0.2-1.0 | .10 | .10 | | | 
| | | | | | | | | | | | 
96: | | | | | | | | | | | | 
Pelham--------------- | 0-5 | 1-8 |1.50-1.70| 42.00-141.00|0.04-0.07| 0.0-2.9 | 1.0-4.5 | .10 | .10 | 5 | 1 | 180 
| 5-35 | 1-8 |1.50-1.70| 42.00-141.00|0.04-0.07| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 35-58 | 15-30|1.30-1.60| 4.00-14.00 |0.10-0.13] 0.0-2.9 | 0.1-0.5 | .20 | .20 | | 
| 58-80 | 18-35|1.30-1.60| 4.00-14.00 |0.10-0.13| 0.0-2.9 | 0.1-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
97: | | | | | | | | | | | | 
Eunola--------------- | 0-7 | 3-11|1.40-1.60| 42.00-141.00|0.06-0.11] 0.0-2.9 | 0.5-2.0 | .10 | .10 | 5 | 1 | 250 
| 7-18 | 3-11]1.45-1.70| 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.2-1.0 | .17 | .17 | | | 
| 18-56 | 18-45|1.30-1.60| 4.00-14.00 |0.12-0.16| 0.0-2.9 | 0.1-0.5 | .32 | .32 | | 
| 56-68 | 2-11]1.45-1.75]| 42.00-141.00|0.02-0.06| 0.0-2.9 | 0.0-0.2 | .20 | .20 | | 
| 68-80 | 2-11]1.45-1.75]| 42.00-141.00[|0.02-0.06| 0.0-2.9 | 0.0-0.2 | .20 | .20 | | 
| | | | | | | | | | | | 
Garcon--------------- | 0-8 | 3-8 |1.25-1.50]|] 42.00-141.00|0.10-0.15| 0.0-2.9 | 1.0-3.0 | .10 | .10 | 5| 1 | 250 
| 8-31 | 3-8 |1.40-1.65| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 31-48 | 12-30|1.55-1.70| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.2-0.8 | .24 | .24 | | 
| 48-56 | 12-25|1.55-1.70| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.2-0.8 | .24 | .24 | | 
| 56-60 | 3-6 |1.50-1.70| 42.00-141.00[|0.05-0.08| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | 
| 60-80 | 3-6 |1.50-1.70| 42.00-141.00[|0.05-0.08| 0.0-2.9 | 0.0-0.2 | .10 | .10 | | 
| | | | | | | | | | | | 
Ousley--------------- | 0-5 | 1-3 |1.35-1.45]|] 42.34-141.14[0.05-0.10| 0.0-2.9 | 0.0-0.5 | .10 | .10 | 5 | 1 | 180 
| 5-80 | 1-2 |1.45-1.60| 42.34-141.14[0.02-0.06| 0.0-2.9 | 0.0-0.5 | .15 | .15 | | | 
| | | | | | | | | | | | 
98: | | | | | | | | | | | | 
Rutlege, depressional| 0-15 | 1-8 |1.30-1.50| 42.00-141.00[0.04-0.10| 0.0-2.9 | 3.0-6.0 | .10 | .10 | 5 | 8 | --- 
| 15-80 | 1-10[|1.50-1.70| 42.00-141.00[|0.04-0.08| 0.0-2.9 | 0.2-2.0 | .17 | .17 | | 
| | | | | | | | | 
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Table 16.--Physical Soil Properties--Continued 


Erosion factors|Wind |Wind 


| | | | | | 
Map symbol | Depth | Clay | Moist | Saturated |Available| Linear | Organic | | erodi- |erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | T |group |index 
| | | | | | | | | | | 
| In | Pet | g/cc | mm/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
98: | | | | | | | | | | | 
Plummer, depressional| 0-10 | 1-7 |1.35-1.65| 42.00-141.00[|0.03-0.08|] 0.0-2.9 | 2.0-8.0 | .10 | .10 | 5 | 8 | --- 
| 10-58 | 1-7 |1.35-1.65| 42.00-141.00[|0.03-0.08| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | 
| 58-80 | 15-30|1.50-1.70| 1.40-14.00 |0.07-0.15| 0.0-2.9 | 0.0-0.5 | .15 | .15 | | 
| | | | | | | | | | | | 
99: | | | | | | | | | | | | 
Water | | | | | | | | | | | | 
| | | | | | | | | | | | 
101: | | | | | | | | | | | 
Albany--------------- | 0-8 | 1-8 |1.40-1.55| 42.34-141.14|0.02-0.04| 0.0-2.9 | 1.0-2.0 | .10 | .10 | 5| 1 | 180 
| 8-59 | 1-8 |1.40-1.55| 42.34-141.14]0.02-0.04| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 59-80 | 13-35|1.55-1.65| 11.41-14.11 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | | 
| | | | | | | | | | | | 
Ocilla--------------- | 0-4 | 2-7 |1.40-1.50| 14.00-141.00[|0.05-0.07| 0.0-2.9 | 1.0-3.0 | .10 | .10 | 5| 1 | 180 
| 4-32 | 2-7 |1.40-1.50| 14.00-141.00[|0.05-0.07| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | 
| 32-58 | 15-35|1.60-1.70| 4.00-14.00 |0.09-0.12| 0.0-2.9 | 0.1-0.3 | .24 | .24 | | 
| 58-80 | 15-35|1.60-1.70| 4.00-14.00 |0.09-0.12| 0.0-2.9 | 0.1-0.3 | .24 | .24 | | 
| | | | | | | | | | | | 
Chipley-------------- | 0-6 | 1-5 |1.35-1.45| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.5-3.0 | .10 | .10 | 5| 1 | 180 
| 6-80 | 1-7 |1.45-1.60| 42.00-141.00[|0.03-0.08| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | | 
| | | | | | | | | | | | 
104: | | | | | | | | | | | | 
Urban land. | | | | | | | | | | | | 
| | | | | | | | | | | | 
Orangeburg----------- | 0-6 | 4-10[|1.35-1.55|] 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.5-1.0 | .15 | .15 | 5 | 2 | 134 
| 6-18 | 4-10[|1.35-1.55| 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.2-0.5 | .15 | .15 | | | 
| 18-80 | 20-35|1.50-1.70| 4.00-14.00 |[0.10-0.13| 0.0-2.9 | 0.2-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
Norfolk-------------- | 0-5 | 2-10|1.40-1.70| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 1.0-3.0 | .17 | .17 | 5 | 2 | 134 
| 5-15 | 15-35|1.40-1.60| 14.00-14.00 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | | 
| 15-22 | 18-35|1.30-1.60| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| 22-45 | 15-35|1.40-1.60| 4.00-14.00 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | 
| 45-80 | 18-35|1.30-1.60| 4.00-14.00 |[0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
105: | | | | | | | | | | | | 
Urban land. | | | | | | | | | | | | 
| | | | | | | | | | | | 
Orangeburg----------- | 0-5 | 4-10[|1.35-1.55|] 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.5-1.0 | .15 | .15 | 5| 2 | 134 
| 5-11 | 4-10[1.35-1.55| 14.00-42.00 |0.06-0.11] 0.0-2.9 | 0.2-0.5 | .15 | .15 | | | 
| 11-80 | 20-35|1.50-1.70| 4.00-14.00 |0.10-0.13| 0.0-2.9 | 0.2-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
Norfolk-------------- | 0-5 | 2-10|1.40-1.70| 42.00-141.00[|0.06-0.10| 0.0-2.9 | 1.0-3.0 | .17 | .17 | 5 | 2 | 134 
| 5-13 | 15-35|1.40-1.60| 14.00-14.00 |0.10-0.16| 0.0-2.9 | 0.0-0.5 | .20 | .20 | | | 
| 13-20 | 18-35|1.30-1.60| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| 20-43 | 15-35|1.40-1.60| 4.00-14.00 |0.10-0.16] 0.0-2.9 | 0.0-0.5 | .20 | .20 | | 
| 43-80 | 18-35|1.30-1.60| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
۱ ۱ ۱ ۱ ۱ ۱ ۱ | 
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Table 16.--Physical Soil Properties--Continued 


| 
|Available| Linear 


Erosion factors|Wind 


|Wind 


| | | | | | 
Map symbol | Depth | Clay | Moist | Saturated | Organic | | erodi- |erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | |group |index 
| | | | | | | | | | | 
| In | Pet | g/cc | um/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
106: | | | | | | | | | | | | 
Plummer------------ | 0-9 | 1-7 |1.35-1.65|] 42.00-141.00[|0.03-0.08| 0.0-2.9 | 2.0-8.0 | .10 | .10 | | 2 | 180 
| 9-56 | 1-7 |1.35-1.65| 42.00-141.00[|0.03-0.08| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 56-80 | 15-30|1.50-1.70| 1.40-14.00 |0.07-0.15| 0.0-2.9 | 0.0-0.5 | .15 | .15 | | 
| | | | | | | | | | | | 
Leon--------------- | 0-6 | 1-6 |1.40-1.65| 42.00-141.00[|0.02-0.05| 0.0-2.9 | 1.0-4.0 | .10 | .10 | | a1 | 180 
| 6-11 | 0-5 |1.40-1.65| 42.00-141.00[|0.02-0.05| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | | 
| 11-16 | 2-8 |1.50-1.70|] 4.00-42.00 |0.05-0.10| 0.0-2.9 | 2.0-4.0 | .15 | .15 | | 
| 16-42 | 1-6 |1.40-1.65| 14.00-141.00[|0.02-0.05| 0.0-2.9 | 0.1-1.0 | .10 | .10 | | 
| 42-80 | 2-8 |1.50-1.70| 4.00-42.00 |0.05-0.10| 0.0-2.9 | 2.0-4.0 | .15 | .15 | | 
| | | | | | | | | | | | 
Sapelo------------- | 0-10 | 0-5 |1.35-1.50| 42.34-141.14]0.03-0.07| 0.0-2.9 | 1.0-3.0 | .10 | .10 | | 1 | 180 
| 10-22 | 0-5 |1.35-1.50| 42.34-141.14]0.03-0.07| 0.0-2.9 | 0.0-0.2 | .10 | .10 | | | 
| 22-28 | 0-7 |1.50-1.70| 44.23-14.11 |0.10-0.15| 0.0-2.9 | 0.5-3.0 | .15 | .15 | | | 
| 28-54 | 3-6 |1.45-1.60| 42.34-141.14]0.03-0.07| 0.0-2.9 | 0.0-0.2 | .17 | .17 | | | 
| 54-80 | 15-30|1.55-1.90| 41.41-14.11 |0.12-0.17| 0.0-2.9 | 0.0-0.2 | .24 | .24 | | | 
| | | | | | | | | | | | 
107: | | | | | | | | | | | | 
Fuquay------------- | 0-6 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 2 | 180 
| 6-35 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 35-54 | 10-30|1.40-1.60| 4.00-14.00 [0.12-0.15| 0.0-2.9 | 0.1-0.5 | .20 | .20 | | 
| 54-80 | 20-35|1.40-1.60| 0.42-1.40 ]0.10-0.13| 0.0-2.9 | 0.1-0.2 | .20 | .20 | | 
| | | | | | | | | | | | 
Bonifay------------ | 0-8 | 3-9 |1.35-1.60| 42.34-141.14[0.03-0.08| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 2 | 134 
| 8-48 | 3-9 |1.35-1.60| 42.34-141.14[0.03-0.08| 0.0-2.9 | 0.2-0.8 | .10 | .10 | | | 
| 48-52 | 15-35|1.60-1.70| 4.23-14.11 |0.10-0.15| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| 52-80 | 15-35|1.60-1.70| 1.41-4.23 ]0.10-0.15| 0.0-2.9 | 0.0-0.2 | .24 | .24 | | 
| | | | | | | | | | | | 
108: | | | | | | | | | | | | 
Troup-------------- | 0-3 | 1-8 |1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.5-1.0 | .10 | .10 | | 2 | 180 
| 3-11 | 1-8 |1.30-1.70| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | | 
| 11-41 | 1-10|1.30-1.70| 42.00-141.00|0.05-0.10] 0.0-2.9 | 0.1-0.5 | .10 | .10 | | 
| 41-80 | 15-35|1.40-1.60| 4.00-14.00 |0.10-0.13] 0.0-2.9 | 0.0-0.2 | .20 | .20 | | 
| | | | | | | | | | | | 
Lakeland----------- | 0-2 | 2-8 |1.35-1.65| 42.00-141.00[|0.05-0.09| 0.0-2.9 | 1.0-3.0 | .10 | .10 | | 1 | 180 
| 2-80 | 1-6 |1.50-1.60| 42.00-141.00[|0.02-0.08| 0.0-2.9 | 0.0-0.5 | .10 | .10 | | | 
| | | | | | | | | | | | 
109: | | | | | | | | | | | | 
Dothan------------- | 0-6 | 5-15[1.30-1.60| 14.11-42.35 |0.06-0.10| 0.0-2.9 | 0.5-2.5 | .17 | .17 | | 2 | 134 
| 6-10 | 15-35|1.40-1.60|] 14.00-14.00 |0.12-0.16] 0.0-2.9 | 0.2-0.5 | .28 | .28 | | | 
| 10-80 | 18-35|1.40-1.60| 4.00-14.00 |0.12-0.16| 0.0-2.9 | 0.2-0.5 | .28 | .28 | | 
| | | | | | | | | | | | 
Cowarts------------ | 0-3 | 3-10|1.30-1.70| 14.11-42.35 |0.06-0.10| 0.0-2.9 | 0.5-2.0 | .17 | .17 | | 2 | 134 
| 3-7 | 10-30|1.30-1.50| 4.23-14.11 |0.10-0.16| 0.0-2.9 | 0.2-1.0 | .28 | .28 | | | 
| 7-27 | 25-40|1.30-1.50| 1.41-14.11 |[0.10-0.16| 0.0-2.9 | 0.0-0.5 | .28 | .28 | | | 
| 27-80 | 18-35|1.45-1.75| 0.42-4.23 ]0.10-0.14| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| | | | | | | | | 
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Table 16.--Physical Soil Properties- -Continued 


Erosion factors|Wind 


|Wind 


| | | | | | 
Map symbol | Depth | Clay | Moist | Saturated |Available| Linear | Organic | | erodi- |erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | |group |index 
| | | | | | | | | | | 
| In | Pet | g/cc | um/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
109: | | | | | | | | | | | 
Fuquay------------- | 0-4 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.5-2.0 | .10 | .10 | | 14 | 180 
| 4-21 | 1-7 |1.60-1.70| 42.35-141.17|0.03-0.07| 0.0-2.9 | 0.1-0.5 | .10 | .10 | | 
| 21-35 | 10-30|1.40-1.60| 4.00-14.00 [0.12-0.15| 0.0-2.9 | 0.1-0.5 | .20 | .20 | | 
| 35-80 | 20-35|1.40-1.60| 0.42-1.40 ]0.10-0.13| 0.0-2.9 | 0.1-0.2 | .20 | .20 | | 
| | | | | | | | | | | | 
113: | | | | | | | | | | | | 
Leefield----------- | 0-7 | 2-8 |1.45-1.60| 42.00-141.00[|0.04-0.07| 0.0-2.9 | 1.0-2.0 | .10 | .10 | | 1 | 250 
| 7-27 | 2-8 |1.45-1.60| 42.00-141.00|0.04-0.07| 0.0-2.9 | 0.1-1.0 | .10 | .10 | | | 
| 27-36 | 15-25|1.50-1.65| 4.00-14.00 |0.10-0.13] 0.0-2.9 | 0.1-0.5 | .15 | .15 | | 
| 36-80 | 15-30|1.50-1.70| 1.40-4.00 ]0.08-0.12| 0.0-2.9 | 0.0-0.2 | .10 | .10 | | 
| | | | | | | | | | | | 
115: | | | | | | | | | | | | 
Faceville---------- | 0-3 | 2-10|1.45-1.65| 42.00-141.00]|0.06-0.09| 0.0-2.9 | 0.5-1.0 | .17 | .17 | | 2 | 134 
| 3-7 | 5-20|1.40-1.65| 42.00-141.00]|0.06-0.09| 0.0-2.9 | 0.2-1.0 | .28 | .28 | | | 
| 7-56 | 35-55|1.25-1.60| 44.00-14.00 |0.12-0.18| 0.0-2.9 | 0.0-0.2 | .37 | .37 | | | 
| 56-80 | 35-55|1.25-1.60| 44.00-14.00 |0.12-0.18| 0.0-2.9 | 0.0-0.2 | .37 | .37 | | | 
| | | | | | | | | | | | 
116: | | | | | | | | | | | | 
Faceville---------- | 0-3 | 2-10[|1.45-1.65| 42.00-141.00[|0.06-0.09| 0.0-2.9 | 0.5-1.0 | .17 | .17 | | 2 | 134 
| 3-10 | 5-20[|1.40-1.65| 42.00-141.00[|0.06-0.09| 0.0-2.9 | 0.2-1.0 | .28 | .28 | | | 
| 10-48 | 35-55|1.25-1.60| 4.00-14.00 |0.12-0.18] 0.0-2.9 | 0.0-0.2 | .37 | .37 | | 
| 48-80 | 35-55|1.25-1.60| 4.00-14.00 |0.12-0.18] 0.0-2.9 | 0.0-0.2 | .37 | .37 | | 
| | | | | | | | | | | | 
117: | | | | | | | | | | | | 
Cowarts------------ | 0-6 | 3-10|1.30-1.70| 14.11-42.35 |0.06-0.10| 0.0-2.9 | 0.5-2.0 | .17 | .17 | | 2 | 134 
| 6-9 | 10-30|1.30-1.50| 4.23-14.11 |[0.10-0.16| 0.0-2.9 | 0.2-1.0 | .28 | .28 | | | 
| 9-23 | 25-40|1.30-1.50| 1.41-14.11 |0.10-0.16] 0.0-2.9 | 0.0-0.5 | .28 | .28 | | | 
| 23-80 | 18-35|1.45-1.75| 0.42-4.23 ]0.10-0.14| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
Hosford------------ | 0-4 | 0-6 |1.30-1.50| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 5.0-15 | .10 | .10 | | 8 | --- 
| 4-65 | 0-6 |1.30-1.50| 42.00-141.00[|0.05-0.10| 0.0-2.9 | 5.0-15 | .10 | .10 | | 
| 65-80 | 0-6 |1.50-1.70| 42.00-141.00[|0.04-0.08| 0.0-2.9 | 0.5-3.0 | .17 | .17 | | 
| | | | | | | | | | | | 
118: | | | | | | | | | | | | 
Cowarts------------ | 0-3 | 3-10[|1.30-1.70| 14.11-42.35 |0.06-0.10| 0.0-2.9 | 0.5-2.0 | .17 | .17 | | 2 | 134 
| 3-8 | 10-30|1.30-1.50| 4.23-14.11 |[0.10-0.16| 0.0-2.9 | 0.2-1.0 | .28 | .28 | | | 
| 8-28 | 25-40|1.30-1.50| 1.41-14.11 |[0.10-0.16| 0.0-2.9 | 0.0-0.5 | .28 | .28 | | | 
| 28-80 | 18-35|1.45-1.75| 0.42-4.23 ]0.10-0.14| 0.0-2.9 | 0.0-0.5 | .24 | .24 | | 
| | | | | | | | | | | | 
Nankin------------- | 0-3 | 7-20|1.45-1.55| 14.00-42.00 |0.08-0.12| 0.0-2.9 | 1.0-2.0 | .17 | .17 | | 3 | 86 
| 3-11] 15-35|1.55-1.65| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.2-0.8 | .24 | .24 | | | 
| 11-27 | 35-50|1.30-1.70| 1.40-4.00 |0.11-0.16] 0.0-2.9 | 0.2-0.8 | .24 | .24 | | 
| 27-80 | 15-35|1.60-1.70| 4.00-14.00 |0.10-0.15| 0.0-2.9 | 0.1-0.5 | .24 | .24 | | 
| | | | | | | | | 


epuoj4 ‘unos uapspey jo Asnins |IoS 


899 


Table 16.--Physical Soil Properties--Continued 


| Erosion factors|Wind |Wind 
Saturated |Available| Linear 


| | | | | | 
Map symbol | Depth | Clay | Moist | | Organic | | erodi- |erodi- 
and soil name | | | bulk | hydraulic | water |extensi- | matter | | | |bility|bility 
| | | density | conductivity|capacity | bility | | Kw | Kf | T |group |index 
| | | | | | | | | | | | 
| In | Pet | g/cc | um/sec | In/in | Pct | Pct | | | | 
| | | | | | | | | | | | 
119: | | | | | | | | | | | | 
Wahee---------------- | 0-6 | 7-18]1.30-1.60| 14.00-14.00 |0.10-0.15| 0.0-2.9 | 1.0-5.0 | .24 | .24 | 5 | 3 | 86 
| 6-14 | 7-18[1.30-1.60| 14.00-14.00 |0.10-0.15| 0.0-2.9 | 0.2-1.0 | .24 | .24 | | | 
| 14-80 | 35-70|1.40-1.60| 0.42-1.40 ]0.12-0.20| 3.0-5.9 | 0.1-0.5 | .28 | .28 | | 
| | | | | | | | | | | | 
Ochlockonee---------- | 0-6 | 5-15[1.40-1.60| 42.00-141.00[|0.08-0.12|] 0.0-2.9 | 0.5-2.0 | .15 | .15 |5 | 2 | 134 
| 6-45 | 8-18[1.40-1.60| 44.00-14.00 |0.10-0.20| 0.0-2.9 | 0.1-0.5 | .20 | .20 | | | 
| 45-80 | 6-18|1.40-1.70| 14.00-42.00 |0.06-0.12|] 0.0-2.9 | 0.1-0.5 | .17 | .17 | | 
| | | | | | | | | | | | 
120: | | | | | | | | | | | | 
Hardin Heights------- | 0-3 | 20-35|1.30-1.55| 44.00-14.00 |0.15-0.22| 0.0-2.9 | 0.5-3.0 | .28 | .28 | 2 | 5 | 56 
| 3-12 | 20-40|1.20-1.60| 0.42-1.40 ]0.14-0.20| 6.0-8.9 | 0.5-2.0 | .24 | .24 | | | 
| 12-15 | 20-40|1.20-1.60| 0.42-1.40 ]0.14-0.20| 6.0-8.9 | 0.2-0.8 | .24 | .24 | | 
| 15-20 | 30-50|1.20-1.60| 0.42-1.40 ]0.14-0.20| 6.0-8.9 | 0.1-0.5 | .24 | .24 | | 
| 20-24 | --- | --- | 0.00-1.00 | --- | --- | --- | --- | --- | | 
| | | | | | | | | | | | 
Telogia-------------- | 0-5 | 12-30|1.30-1.55| 44.00-14.00 |0.15-0.22| 0.0-2.9 | 0.5-3.0 | .20 | .20 | 3] 3 | 86 
5-38 | 35-50|1.20-1.60| 0.42-1.40 |0.14-0.20| 6.0-8.9 | 0.2-0.8 | .32 | .32 | | | 
38-46 | 35-50|1.20-1.60| 0.42-1.40 ]|0.14-0.20| 6.0-8.9 | 0.1-0.5 | .32 | .32 | | | 
| --- | c | 0.00-1.00 | --- | --- | me posue umet || | 
| | | | | | | | 
| | | | | | | | 


| 
| 
| 46-50 
| 
| 


epuo[4 uno» uapspey jo Asnins |IoS 


Soil Survey of Gadsden County, Florida 


Table 17.--Chemical Soil Properties 


[Absence of an entry indicates that data were not estimated] 
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Table 17.--Chemical Soil Properties- -Continued 
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Table 17.--Chemical Soil Properties- -Continued 
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Table 17.--Chemical Soil Properties- -Continued 
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Table 17.--Chemical Soil Properties- -Continued 
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ہے ہے‎ O «(D 10 ما 10 ما 10 10 10 ف ف ما‎ 10 10 10 «D «D (o «o «o «o (D O ما 10 گا ما گا 10 10 10 © گا 10 10 ما‎ O oN ما ف ف‎ 
ri تب‎ = I E |» I 1 1 morose Tor! d o|d» moro EC d —|9» Togo dog !g Togo go! !d Togo! 1 I1 1 1 Togo (dÀ—c 
8s Qa vd c ما 10 گا 10 10 10 ما 10 ما ما 10 10 ما ما‎ 10 Ww ما 10 10 ما گا ما ما گا 10 ما ما گا گا 10 ما گا 10 ما گا ما ما گا گا ما‎ 

o outst ttt ff کپ يے جب کپ کپ‎ sS کی بپ کپ‎ SE mM sr موم‎ st o mM st ےپ وم‎ o S SEES St ss St ss 
o => 
سن‎ ao o To AA AN TO AN TO ROD ما‎ ONO uuouo ad Ono NOOO و ہہ مم‎ dudo 
تب‎ O Cm o 1 40 10 ہہ وہ‎ € r- (c r- € r- (c حم‎ N گا‎ 10 ANN ما‎ "st «o co «(D cO "t «o cO «o cO ATR om 10 oo 10 
Om مہ‎ O اج‎ ENT A نے‎ MA. Tog og d I I1 f Togo! 1 I Togo go og! (d Tog od od» I 1 1 I I1 1 
DU c > 1 1 NN AAN ANON ANON ANN یہ ہہ ہ ہ‎ ANNAN ANNNN mM HO یہ ہم ہم یہ ہم ہم و‎ 
یہ وی‎ e oo ooo oooo oooo ooo oooo ooooo ooooo OONN ooo ooo 

=> 

on oo 
£o o 
O S'A e TM بب‎ ı1ı I1 1 | I1 I1 | | I1 ام‎ ı1 I 1T mores 1 I1 od TT 1T 1ı I1 d! I1 1 | I1 0س‎ ore ے۲‎ 
‘A oO اج‎ Togo! d! og og monroe I I I g Tog 1 E EI I I1 od; !d I a o! !d I I1 od 1 og 1 I I 1 
تہ ع تب‎ N MN ro! toro 9ocgog g I I I I Tog og. torres I a I !g Togo og! !d torres I I 1 1a 
doco > 
Ox تہ‎ ٢ oo 

oo = 

n 

= o NOO e oo NO N © "100 ہے یپ‎ NO SOHO ato oo to 
لډ‎ < 10 N mM مہ‎ +O مہ‎ mM O N ہہ‎ € N ہ٥ ما‎ A co +N mM مہ‎ O H st مہ ہت‎ O AH st OO مہ م یہ مہ‎ O A c o0 ہب‎ co 
o o Togo! ارت ہو تو ا ہے‎ dg toroid I 1 1 Togo! gd» I II رر‎ |!d Togo! 1 I I1 1 7ج‎ 
٢ £e Q 10 N» oso و ہ مہ ہ‎ OM ONN orn وہ ہ‎ AN OOO پ و مہ ہ‎ one eost 
a M NO N N A Nm Ayto A sti Nm A A 

1 1 1 1 1 1 1 1 1 1 1 

1 1 1 1 1 1 1 1 1 1 1 

1 1 1 1 1 1 1 1 1 1 1 

1 1 1 1 1 1 1 1 1 1 1 

1 1 1 1 1 1 1 1 1 1 1 

oO 1 1 1 1 1 1 1 1 1 1 1 
جح ہم‎ 1 1 1 1 1 1 1 1 1 1 1 
oe 1 1 1 1 1 1 1 1 1 1 1 
p= NE | 1 1 1 1 1 1 1 1 1 1 1 
= 1 1 1 1 1 1 1 1 1 1 1 
اہک‎ 1 1 1 1 1 1 1 1 1 1 1 
«o n 1 o 1 1 1 1 1 1 1 o o 

o 1 ھ‎ 1 1 1 1 1 1 1 I I 
an 1 = 1 1 1 1 1 1 1 5 5 
G 1 2 [7] [7] 1 1 x x 1 2 2 
zo 1 u نر نر‎ S > اس اس‎ © u ٢ 

S ۷ o E E 0 0 0 o اس‎ D D 

© > S i} J = 5 uw uw اس‎ S < 

o © = = لډ‎ c = = H © © 
E Fus o اٹ‎ o E 0 =O 0 tx tx 
© = o o oo a 5 dz Nz oo ما‎ O oo 
m vt f f f f f 
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Table 17.--Chemical Soil Properties- -Continued 


ما تە eo o‏ ما 10 10 ما 10 10 10 10 10 10 © ہہ e‏ 10 10 10 10 ہ oooo oon‏ ہا ہ ہ S oow © 10 10 10 10 e‏ 
(Oo 10‏ ف «o‏ 10 10 €« ما 10 10 گا 10 10 10 O‏ ما O o‏ 10 10 10 10 © 10 ف ف «o O «o (o‏ ما © ف ف 10 10 10 ما oow O‏ ہے ہے 
و I 1 1 Tog 1 I I1 og‏ چو تو چو تو 1 1 Tog! o |dg» To! do 0! AH 903 0g d» (NG ak —|9» moos Togo go! d I1‏ = تب ri‏ 
ما ما ما ما ما ما ما 10 10 ما 00 10 ما گا ما ما گا ما ما 10 گا 10 ما ما 10 10 ما گا 10 ما ما گا گا ما 00 10 ما ما ما ما گا ما 8s Qa‏ 

o St ss otros ہم‎ S بپ‎ یب١‎ SE S بپ‎ SE SE Ss ss mM st کپ ہہ ي وم‎ sS (€ sr وم‎ st Mm ono مہ م مہ‎ Ss SPESE 
o => 
سن‎ ao © ado uuouo ad ما پ و‎ ONO و ہم م‎ udoduo و ہہ مم‎ uuouo THOR. O پ و ہم‎ 
تب‎ O Cm o om 10 "sr «D cO OO mM ف‎ 10 (c ہہ وہ ہا ےم یہ ہم‎ "t «o وہ‎ «o cO om 10 "sr «D cO ص‎ cO AMT ood (0 ف‎ 10 (o 
on مہ‎ O اج‎ I 1 (Àc 9og og! 8 torres Togo! ہے‎ Togo o(dÀc Togo og 0g (d I 1 1 Togo og f Togo 1 toast Togo d (d 
tss e ooo ooooo oooo oooo ooo ooooo ooo ooooo ooo Omm oooo 

=> 

o2 
£o o 
ocx © Toga oÀg Togo og | mores I I1 I 1 I I 1 I I I I od Tog ogÀg. I I1 og !d Togo |Àg Toa 1 9ocgog g 
"C oO اج‎ Tog ogÀ. Togo og !d Togo d 1 Tog od! 1 toro I A کو‎ og 1 I a IL moro Tog oÀ. 9ogog d» 
تب‎ Gg N [NE porous 9ocGog 9! 9ocGog 9! moos I I1 I1 1 Tog og Toro og |d tooo Tog 1 I I 1 1I 
gog > 
Ox تہ‎ ٢ 

oo = 

[7] 

= o N © a O یہ‎ NO ooo oo mM O No wo 10 N 10 © oco so ono 
vy < ما‎ A co O نہ‎ sr مہ فص‎ 10 O مہ مہ‎ 10 M < co Tm oO (0 c یپ‎ O co or co 10 c یہ‎ YF cO © ما‎ cO NMO onto 
o o I 1 1 I I Togo! ہے‎ I ہر‎ II ہے رر‎ I I1 1 II1 T1 رر‎ I I 1 7ج‎ II og d» 
٢ £e ONN OOH ON ONON ornoo oso OMMON Qe ہ مہہ‎ © 10 10 N 10 ooo ors ہہ ہ‎ Oo 0 
a M A ato o es A ato A ANG گا‎ mM پ ہم‎ 

1 1 1 1 1 1 1 1 1 1 1 

1 1 1 1 1 1 1 1 1 1 1 

1 1 1 1 1 1 1 1 1 1 1 

1 1 1 1 1 1 1 1 1 1 1 

1 1 1 1 1 1 1 1 1 1 1 

oO 1 1 1 1 1 1 1 1 1 1 1 
جح ہم‎ 1 1 1 1 1 1 1 1 1 1 1 
oe 1 1 1 1 1 1 1 1 1 1 1 
p= NE | 1 1 1 1 1 1 1 1 1 1 1 
= 1 1 1 1 1 1 1 1 1 1 1 
اہک‎ 1 1 1 1 1 1 1 1 1 1 1 
«o n o 1 1 1 o 1 o 1 1 1 1 

1 1 1 1 سے 1 سے 1 1 1 سے 0 

an 3 1 1 1 an | 1 3 [ 1 1 1 
0 a x 1 1 2 x 2 x I 1 1 
zo u اس‎ < > ٢ اس‎ u اس‎ u I < 

S D o o [.-] a o D o = n o 

© S نتر مہ‎ 5 S uw S مہ‎ E < تر‎ 
© u- c © x 0 3 "ri مہ‎ 
سا مھ‎ o M 5 o tx o T ہے‎ or 
NO = Lr 00 LL o = oo = da NG OF 
bal bal "t ما ما ما‎ 
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Table 17.--Chemical Soil Properties- -Continued 


S eo ہا ہ ہ‎ oo e e ہا ہا‎ eo ما 10 ما ہا ہ ہ ہ ہا ہ ہ‎ 10 eo o ما گا 10 ما ہ ہ‎ wo Sr 10 10 ما‎ oe 
ما © ف ف ہے ہے‎ oo «€ © 10 ما © ف ف ما‎ O ف‎ (qQ ما 10 ما ما‎ 10 «o ف‎ (Oo ما ما‎ 10 N 10 ما‎ O t o 10 10 10 (CO 
ri تب‎ = 9o! og ah Tog T0300 |!» mores To! 0g 1 morose toroid Tog od |» Tog Tog EEI 
8s Qa ما گا 10 ما‎ 10 10 vd c 10 ما 10 ما گا 10 10 10 ما گا گا ما 10 ما 10 ما 10 گا 10 ما ما گا گا ما ما گا گا ما ما‎ 10 

o St ss sts 10 10 st st St sS St sss ttt Ss بپ کپ بيپ ب‎ SES oom ost (5 (0 (0 مہ‎ 
o => 
سن‎ ao © 0O ONO oon '*To O ONO OONO NONO 0O O NO ہم‎ ONO TN iS پچ وہ مم‎ 
تب‎ O Cm o v 0 Sb i0 St 1 40 10 vd ما یپ مہ‎ vd ما یپ ہ‎ 10 10 ow  ہ ما 10 پ‎ 10 O ما‎ on Od 10 10 on 
on مہ‎ O اج‎ Togo! ہے‎ ta Toro 1 Togo! gd Togo! d» Togo og (d Tor og dg Tog 0d 1 Tog ror Togo og |dÁ 
DU c > GOON ہہ‎ 11 NN GOON GOON ANON GOON ANON aN NO fS FN 
وی‎ oe e oooo do oo oooo oooo oooo oooo oooo do oo oooo 

=> 

on oo 
£o o * 

O S'A [2] I1 I1 1I1 1 oo +o o0: ı I1 I1 (| ores ı1 I1 I1 1 | I1 1 | | I1 0 oo ı1 | I1 1 | 
‘A oO ہی رو ہو اج‎ ıı Togo! d! I od 1 رر‎ 9ogog dg 9ogog dg torres ıı mo I g 
Yo N mores m4 MN ro! I od» Tog od! 1 I I I dg 9ocgog g torres mo m4 I g 
gog > 0ت‎ 
Ox تہ‎ ٢ oo 
oo E 
n 
= o 10 0 O e ooo mM N ہ‎ ooo "dno ado "dro do +o Odo 
vy < ہہ‎ 10 co ما‎ 0 nm mM 0 mM c sr 0 ما‎ «4 10 co NAN مہ‎ Od sr 0 MAN co Tt 0 NO om «o cO 
o o Toro! |» Tog Toro! d» Toro! 1 Togo! ا‎ II 1 جس‎ gÁ Togo! ا‎ 1 1 to Togo og g 
٢ £e Q ہ‎ 10 (» ow orm ہو‎ OMN © 10 (0 co Qe حم ہم ہم‎ OMAH OMAN od ov و مہ ہ‎ A 
a HM Aw oom av Aw AN پ ہم‎ AN "t N mo 
1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 

oO [ 1 1 1 1 1 1 1 1 1 1 
جح ہم‎ 1 1 1 1 1 1 1 1 1 1 1 
oe 1 1 1 1 1 1 1 1 1 1 1 
p= NE | 1 1 1 1 1 1 1 1 1 1 1 
= 1 1 1 1 1 1 1 1 1 1 1 
اہک‎ 1 1 1 1 1 1 1 1 = 1 1 1 
«o n 1 1 1 1 1 1 1 1 0n 1 1 1 

o 1 1 1 1 1 1 1 1 Y 1 1 1 
an 1 ja > | 1 1 1 1 1 1 ] ات‎ 1 1 1 
Co 1 c [ 1 1 1 1 1 oO > = 1 
zm 1 [a] 1 1 1 c 1 c E u 0 1 

S Qa lan | ۷ Qa Qa اس‎ 2 "ri bad < > J 

© 5 u > 5 5 عد‎ 5 x x x 0 2 

o x o o o S o S o o x 2 
ا مھ‎ c E Pun ¢ tx C eco or o ri 
or E a oF dk = OF = د ما‎ oa a a 
ما‎ o o o o o 


565 


Soil Survey of Gadsden County, Florida 


Table 17.--Chemical Soil Properties- -Continued 


S e © ما 10 ما ہا ہا‎ 10 oon ما گا گا ما 10 10 10 10 ہ 10 ما 10 ما ما گا گا ما ما گا گا ما 10 ما 10 ما‎ oooo ow 
ما 10 © €« ہے ہے‎ «o «o «o (o O oN گا ما 10 ما 10 ما‎ N گا 10 10 10 © 10 ما 10 ما ما گا 10 ما ما‎ «o O «o (o «o «o «o (o oo 
ri تب‎ = moro I og d I 1 1 I I1 og d Tog od 1 Tog 0d 1 Tog og d Togo go! !d Tog d 1 TogG od d Tog 
8s Qa vd c ما ما ما ما ما گا ما ما ما 10 گا 10 ما ما ما ما ما ما گا گا ما ما گا گا ما ما ما ما ما ما 10 ما 10 10 10 ما ما ما‎ 10 10 
o outst Ss SPESE St ss کپ يپ‎ SESE S کی بپ‎ SE ( (0 (0 (0 S sESESE م‎ st ےپ وم‎ mM S SPESE SE Ss SPESE es 
o => 
سن‎ ao o و ہہ م ہ بب‎ AN TO NONO وہ‎ c 10 NOOO ad On ما ہ‎ 00 N O mM 
ند‎ O CA © 1 NY EEE وہ‎ ( 10 MRO ف ما ما‎ 10 AMO st ns "t «o MO © ون‎ OE لے‎ ANN ہا‎ Mı 
on مہ‎ O اج‎ Toro o |d» 9ogog dg I 1 1 I r Tog 0d od» مس‎ 0d od تو تھے‎ d I I I1 1 1 وو اروف‎ G I 
DU c > 1ı INN pores یہ ہم ہم‎ ANON ANON Hamo mM mH وہ‎ O HN لہ لہ یہ‎ E E OON bL 
tss e oo ooo oooo oooo oooo OONN ooooo oooo © 
D 
on oo ہہ ۔ ہہ ہے ہہ‎ "t 
coo o یہ‎ = = 5 
O S'A © رب مہ يپ‎ mH O moro 1 1 1 1 I1 1 d» ! وو ہو‎ d! روا ہو سا‎ I1 1 1 1 1 mH HR O I1 1 1 1 1 40 
"C oO اج‎ Togo! d! Togo og کو جو ہے‎ I I I g I a 1 Togo d"' 9ogog g رر‎ I Togo d 1 9ogog ¢ m4 
تہ کے نب‎ N Ont «D «o 00 CO more morose morose 1 |; ۹ں می و دوسا‎ «D صا‎ 00 CO morose 10 
doo © © = . = = 
O xG ٢ oo OONN OONN © 
oo = 
[7] 
<= o e 10 © tao do Mo mM o0 © N O © ooo * too OQ © one e 
لډ‎ < ON mM 0 ما‎ st ما‎ cO ما‎ A ہ٥‎ "sr o0 تہ ما‎ Ord N co ما‎ A wi co ہہ‎ N 10 O ToT 10 cO at O تہ‎ nom 10 00 oo 
o o Togo! لن‎ trod I 1 1 تا‎ og |d Toro! 1 Togo! 1 Togo og d 3orog o! d Togo! d» 9orog |d» Tog 
٢ £e © O ہا مہ‎ onto Q 10 HH e stor QC 0M co ONNO و مہ مہ ہ‎ C st پ وہ‎ co eoo nr OR OO oo 
a M Nm T+ ما‎ A ما‎ AN acd گا لہ‎ Stau ato ہہ‎ 10 
1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 
oO 1 1 1 1 1 1 1 1 1 1 1 
جح ہم‎ 1 1 1 1 1 1 1 1 1 1 1 
oe 1 1 1 1 1 1 1 1 1 1 1 
p= NE | 1 1 1 1 1 1 1 1 1 1 1 
= 1 1 1 1 1 1 1 1 1 1 1 
اہک‎ 1 1 1 1 1 1 1 1 1 1 1 
«o n 1 1 o 1 1 1 1 1 1 1 1 
o 1 1 I 1 1 o 1 1 1 1 1 
awn 1 1 3 1 1 p. 1 1 1 1 1 
© 1 > 2 [7] 1 0 1 x > 1 > 
zo 1 © u تیر‎ < a © ن0 اس‎ > u 
S ۷ ب‎ D E "ri n m o اس ]-.[ مہ‎ 
© > A = o عد‎ 5 m uw "ri 5 o 
o z 0 = S اس‎ "rl x z c "ri 
E o Fun | O =O o اٹ‎ =O 5 ecl 
O = ea o do = NO o oz na ps oo 
o N N N N N 
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Table 17.--Chemical Soil Properties- -Continued 


S ما گا ما‎ 10 Ww ooo ooo ow ooo oo ow ooo ooo oo گا گا ما 10 ما 10 ما‎ 10 Ww e ہا‎ 
تہ ہے ہے‎ «D O «D فص‎ «o «D (o «o «(o (o oo ono oo oo ooo ooo oo on oo © «D ف‎ (D فص‎ Oo 
ri تب‎ = To! d 0! ah و‎ 6 I 1 1 to moro Tog Tog ا ف‎ I 1 1 Tog I og g Togo dog !g Tog 
8s Qa ما 10 10 10 10 10 10 10 10 10 ما 10 10 ما 10 ما گا 10 ما گا ما‎ 10 Ww 10 10 گا 10 گا 10 10 گا ما 10 گا 10 10 10 10 ما‎ 

o مہم‎ (0 (0 (0 om tyty ono es ttt vv es کیپ‎ sS sss vv ttt mM mm mm ost 
o => 
سن‎ ao o ہا ہ 10 ےہ‎ ato 10 مہ‎ (o mM ato oon o asco ato oon ہا ہ 10 ےہ‎ o 
تب‎ O Cm o ہی یہ م‎ Y SPON GA Nae Mı TNH fm eo o: ہہ یہ پ‎ TIN td [NEU ے یہ م‎ sts مد‎ 
on مہ‎ O اج‎ Toro! og !g tooo I I 1 I ioa I 1 I tooo toro I 1 رر‎ Toro og g rog 
DU c > ( ہا ہ 10 ہ‎ tae NON qt! tae ox کت‎ Sade tae oad BOS AD LUE ( لت ہا ہ 10 ہ‎ 
یہ وی‎ e ooooo ooo ooo © ooo do © ooo ooo do ooooo © 

D 

o2 vt "t Om O0 "t 
coo o 5 = . = . 
O S'A © I1 1 1 ۹١١ moro moro 1 40 1ı 1 1 mo 1 40 moro I1 1 1 mo ہم ہم‎ nr O 9ocgog!: go! 1 ما‎ 
"C oO رو ہو اج‎ og !d Tog 1 toro m4 toro m4 m4 Tog 1 moro m4 903 0g |d» I I1 I1 I1 m4 
تہ کے نب‎ N LENA و و می‎ more monroe 10 1 1 tou 10 more monroe ou «D «o 00 CO سو کو۰‎ 1 1 1 0 
doo c = . = . 
Ox تہ‎ o © © OONN © 

oo = 

[7] 
<= o nono NO qto © do © © NO oo © MNO otoo © 
vy < MANGGO مہ‎ amo oon © o eo st co 00 co oo N O مہ‎ om co mM مہ‎ © st ہہ ہا‎ RAM مہ‎ 10 co 
o o Toro رر‎ toast 7ج‎ Tog toro رکا‎ 1 1 too toro Tog Toro og dg I I og! og dg Tog 
٢ £e © 10 ہہ‎ OLN ہم وہ ہ‎ e o t oo eon oo oo ONN ooo om لہ ہ ہ ہ‎ OOO ow 
a M ANO mM o "t o mM ما‎ AM ہا‎ 
1 1 1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 1 1 

[7] 1 1 1 1 1 1 1 1 1 1 1 1 1 
جح ہم‎ 1 1 1 1 1 1 1 1 1 1 1 1 1 
oe 1 1 1 1 1 1 1 1 1 1 1 1 1 
ac 1 1 1 1 1 1 1 1 1 1 1 1 1 
= 1 1 1 1 1 1 1 1 1 1 1 1 1 
m 1 1 1 1 1 1 1 1 1 1 1 1 1 
0 ‘mH 1 1 1 1 1 1 1 1 1 1 1 1 1 

o 1 1 [5] 1 1 1 1 1 1 1 1 1 1 
an 1 = S 1 = 5 1 = <= D 1 1 1 
5 1 - © > - S > - - < > 1 > 
zo 1 x o o x 0 o x x 0 0 1 u 

S 1 [e] "ri اس‎ [e] اس اس‎ [e] o m u- 1 اس‎ 

© < = kad o = u o = = u "ri z a 

0 x x "ri x x "ri x x x z o "ri 
S0 o U2 = kh = | 0 E = o S00 © S0 u = 
0 [rm O FE o O لا‎ E NO 5 oO لا‎ E i0 em -= o 
N N o0 eo o0 eo 
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Table 17.--Chemical Soil Properties- -Continued 


10 10 10 10 ما 10 گا گا ما ما 10 10 © ما 10 10 10 ہ 10 © 10 10 ما Ww ors wo 10 10 oo wo oo‏ 10 گا گا ما S‏ 
ما 10 10 10 ما 10 ما 10 ما 10 10 €« O‏ 10 10 10 ما 10 ما wo 10 10 10 10 10 O‏ گا 10 10 10 cO wo‏ 00 00 10 فص «D‏ ف «D‏ ف ہے ہے 
Togo dog !| Tog 0d 1 Tog Tog rog Tog Tog Tog od 1 Tog 067 Togo d 1 Tog 1 II1 o dog | Togo (dÀc‏ = تب ri‏ 
ما 10 10 10 ما 10 گا 10 ما ما 10 10 ما گا گا ما 10 10 ما ما گا گا ما 10 10 10 10 گا 10 10 10 10 10 ہم ہم ہم ما ما گا ما ما ما 8s Qa‏ 

o ما 10 10 ہہ 0( م 0( م مہم‎ oo ٭ کپ‎ oom oo oo (0 (5 (0 (o ( (0 مم 0( وہ‎ (o MMM SF SE SPESE SE SE ( (0 n 
o => 
سن‎ ao © ہا ہ 10 ےہ‎ P TN A 0 t گا‎ TN گا ٭‎ NNO مہ‎ N N NNO O i UNOS NNO 
تب‎ O Cm o MNT Bree on do ost on 10 st لہ ہہ 10 گا‎ AON لہ ہہ 10 گا‎ ood NM HO NN NN 
Om مہ‎ O اج‎ Toro! og ار‎ Togo 1 I 1 mo 6 rog m4 Tog od 1 Tog og. Tog 0d 1 Togo (dÀc و کے‎ d o3 | toro 
DU c > ( کم ہا ہ 10 ہ‎ CU. حم ہم‎ aed no aN no SP SESEN ooo SP SESEN om mM ی‎ c sr sb یہ یہ ہہ ح‎ 
یہ وی‎ e ooooo eo do oo oo Ao oo oooo oom oooo Omm م م ہہ ہ‎ OO ooo 

=> 

on oreo 
£o o ا‎ 
ocx © I I1 I I1 I NY oO ıı Fog moo m4 m4 I I1 a 1 1a torres moro II I1 o3; !| toro 
‘A oO گور جو رو ہس اج‎ I 1 1 1 m4 m4 .ھ8‎ m4 ıı I od |"' Tog og Toro 1 tooo II 0 03 3 !d I I 1 
تہ ع تب‎ N I I1 I I1 1 00 00 cO ıı m4 m4 m4 I Togo |"' I I 1 I S 1 toro و‎ 3 o; !d I I 1 
gog > d. 

Ox تہ‎ o ooo 
oo = 
n 
= o ce ہ ہے‎ o0 o0 © wo © oo NO so NEW © one © O O o oo OOOO oo 
= 5 oO mH mM + co O AS o mM 0 mM مہ‎ m 00 mM مہ‎ A 0 AM © 0 AO مہ‎ AM © co ao یہ مم مہ‎ Sf 10 OO "st «o 0 
EI Togo! رھ ہے‎ Tog Tog Tog Tog Togo! gd» Tog og Toro! ہے‎ Tog og. Toro 3 3 !d Tog og 
٢ <= C c 0o nr. 10 © « o 0 ow om om ern es ONKO © «o o © © O © ono ےہ‎ OOHO oto 
a M AMT av mM A mM A AM (o AM AM (o mM NYNO o 
1 1 1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 1 1 

[7] 1 1 1 1 1 1 1 1 1 1 1 1 1 
جح ہم‎ 1 1 1 1 1 1 1 1 1 1 1 1 1 
oe 1 1 1 1 1 1 1 1 1 1 1 1 1 
ac 1 1 1 1 1 1 1 1 1 1 1 1 1 
= 1 1 1 1 1 1 1 1 1 1 1 1 1 
m 1 1 1 1 1 1 1 1 1 1 1 1 1 
0 ‘mH 1 1 1 1 1 1 1 1 1 1 1 1 1 

o 1 1 1 1 1 1 1 1 1 1 1 1 1 
eu 1 1 1 1 1 1 1 1 > 1 1 1 1 
© 1 1 > 1 u > o 1 o 1 1 1 5 
=o 1 1 o > 0 o 0 1 [z 1 1 i=] x 

c L o c u o c u 1 u 1 n 0 0 

© z x x m m x اس‎ 2 x a < o t 

0 0 o n لډ‎ o لډ‎ 2 x 2 اس‎ x n 
S0 ےم‎ "rl 5 5 "rl C2 "ri 5 sor نت‎ 0 S0 
© o a NO a a co & a n oma a o oz 
o0 eo eo o0 o 


568 


Soil Survey of Gadsden County, Florida 


Table 17.--Chemical Soil Properties- -Continued 


S 10 10 گا‎ 00 co co ooo e ہا ہا ہ‎ ow 10 10 © گا 10 10 گا ما ما گا گا ما © 10 10 ما 10 ما 10 گا گا ما‎ 
ما 10 ما ہے ہے‎ NNN! «o «D (o «€ © 10 ما‎ oo ooo ما 10 ما 10 ما گا ما‎ 10 10 O گا 10 10 10 © ما 10 گا ما‎ 
ri = 1 I1 1 ہوا‎ RK mou ores ı1 1 1 1 1 RE و‎ Fl | کہ ہد تو خی 2 وو وو ڈو وی‎ 
8s Qa ما گا ما‎ ada! 10 10 گا ما ما گا ما ما گا 10 ما ما ما گا ما 10 ما 10 گا گا ما ما 10 10 10 10 ما گا گا ما ما‎ 
o مہ م مہ‎ ooo بپ کیپ ہے کب کیپ‎ ی١‎ SE es mm یپ ثپ‎ SE SE SE ہے۹ ي‎ mmo مہ‎ moomoo يپ ي یب کپ کیپ‎ 
o => 
سن‎ ao o TOR. dco NINN mM 10 oO CUN ANM. NNO ًب ما‎ mM NOW 10 
تب‎ O Cm o am s Kaku Tih SPON mI f O Mı AMT NM HO NN لہ 0( 10 گا‎ vd ما‎ SP ما‎ 1 NONN 
on مہ‎ O اج‎ I 1 1 Togo! |"' tooo I 1 0d 1 I og 1 E و‎ 3 3 |d Tog 0d 1 I 1 1 1 رر رر‎ 
DU c > vd c (0 vU. 4 Sade و یہ‎ OO لت‎ aot (Q c sr پ‎ r0 SP SE SEN vd c 10 (c Ino ss 
TOAS e ooo ooo یہ ہم ہ ہ‎ © ooo eonnoo oooo oooo ہ ہ مہ ہ‎ 
=> 
o2 bal a 
£o o بج‎ o d * 4 
O S'A © moro NOM 1 moro 1 1 d» 9! 1 40 1ı 1 og. I1 1 و‎ 1 9ogGo d» ! I1 1 I 1 TFI 1 or 1 
‘A oO اج‎ og og Togo! gd! Tog 1 Tog od d» m4 tooo و‎ 3 3»; !d Tog od 1 Togo 1 Togo og ا‎ 
4M. N 1ı I 1T OO : I1 I 1 | I1 od (|! 10 ı1 I1 1 ) d! 1 1 d. d 1I1 ٦ ores eor or o cr 1 
gog > ANN . . 
Ox تہ‎ ٢ o A 
oo = 
n 
<= o oo O وہ‎ N so NOO © to N f O Q © ooo 10 o © 00 © o © 
لډ‎ < n f O € st ما ٭‎ nw cO ےم‎ 10 10 cO 00 co «o «o مہ‎ 00 N مہا ٭>‎ 10 CO ما‎ M 10 cO ما‎ M 10 cO Te c4 10 O cO 
o o tou Tog 0d 1 I I1 1 E od رکا لا‎ I I1 1 ہو و سو‎ od !| Togo! ہے‎ Togo! |» وس دسا‎ og N 
٢ £e ONO © vo oo ors ONNO oo e do» st مہ ہ‎ N ہص٭‎ GOD © و ہہ ہا‎ © 10 10 co OR وہ‎ O cO 
a اج‎ vt 4t yt گا 10 گا‎ o یہ‎ SP گا‎ 10 ow M 10 v 10 (o 
1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 
oO 1 1 1 1 1 1 1 1 1 [ 
جح ہم‎ 1 1 1 1 1 1 1 1 1 1 
oe [ [ 1 1 1 1 1 1 1 1 
p= NE | 1 1 1 1 1 1 1 1 1 1 
= 1 1 1 1 1 1 1 1 1 1 
اہک‎ 1 1 1 1 1 1 1 1 1 1 
«o n 1 1 1 1 1 1 1 1 1 1 
o 1 1 1 1 1 1 1 1 1 1 
an 1 1 < 1 1 1 1 1 1 1 
0 ‘= [-] ہب‎ c > 1 1 1 1 1 
zo u "ri x o u > z 1 = © 
S = 5 D [*] اس تیر‎ = 0 1 [-] r1 
© E [7] o = S o 5 o a = 0 
3 اس لډ‎ x 0 "ri 2 x 2 اس‎ z 
ہے‎ or 6أ جب‎ r4 c T c ri 0 5 
oa da NE ou ea o f < o ea oo N U 
o o o o o o o 
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Table 17.--Chemical Soil Properties- -Continued 


گا 10 10 10 © oow‏ 10 10 10 10 ہ ow oow‏ ما گا گا ما © 10 10 ما 10 ما oo‏ 10 10 10 00 گا گا ما ما S‏ 
گا 10 10 10 © O oN‏ 10 10 10 10 © ما ف oo O‏ گا 10 گا ما «o «D (o‏ 10 10 ما 10 10 10 10 10 10 10 ما گا ما ہے ہے 
ری تہ ہو 32 A 1ı 1 moe 1 1 1 1 1 o!» 1 MANG | 9oGo God! !| tooo‏ کے ,| وی وج و ہا = ri‏ 
Ww‏ 10 ما گا ما ما 10 10 ما 10 گا 10 ما ما 10 10 10 10 ما گا گا ما ما 10 10 ما 10 10 10 10 10 10 ما گا ما گا گا ما 8s Qa‏ 

o S ٤ کپ‎ SE SE SE SE vv oom ooo € es S SEES es Ss sS م‎ st پ۹ کب یپ ہ پ وم‎ (€ sr (o st || 
o => 
سن‎ ao o UN r A 0 Tw TORN. 10 وہ‎ A NOOO mM ہہ مم و ہم م‎ On و ہہ مم ہ‎ uuouo 
تب‎ O Cm o NMH ON یہ‎ do uot مہم م‎ d مہم م‎ d ATR mM o: oo 10 TON «o cO om 10 بج‎ «o cO ص‎ cO 
on مہ‎ O اج‎ Togo d 3 ہےر‎ mo m4 I 1 1 tot Tog od 1 I ا‎ (gc Togo og 0g! (d I 1 1 ا کے‎ og! 8 
یہ وی‎ e ہ ہہ مہم مہ ہ ہ‎ oo oo ooo ooo OONN © ooo ooooo ooo ooooo 

=> 

o2 t 
£o o * 

O S'A © I1 1 1 ٣ E !d. a a moro moro moro 1 40 moro LA کان‎ d!'o!d moro وی ری‎ E 
‘A oO یک اج‎ 03 0! |! Tog ıı og og Tog og Eo hk |d' m4 Togo 1 I I I1 I Tog 1 I I1 og |d 
تہ ع تب‎ N II1 شس‎ LA ıı m4 Tog 1 Tog 1 Togo 1 1 0 Togo (dg porous Tog 1 I og !| 
gog > = 
O xG ٢ © 
oo E 
n 
= o -doooo © wo ono oo N ہم‎ © e oo 10 N 10 O do momo 
vy xz o0 mM ٭‎ 10 (o cO ما‎ ہ٥‎ A 0 vd 10 cO œ ہا‎ cO +O 10 مہ‎ oo ono O ANYO ما‎ A co 10 c یہ‎ TST cO 
o o Togo! d 09 1 Tog Tog I 1 1 tos tore Tog Togo 1 II 1 |!d toot ee og! |!d 
٢ <= © %0 ہبہ‎ OOO ow ow ooo eoo ON ہہ‎ oo © O o یہ 10 10 ہ‎ 10 Q 10 d o فا‎ 000 
a M C st 10 (c A AW ہہ گا‎ 10 A ٭ یہ م‎ A ANG 
1 1 A rm 1 1 1 1 1 1 1 
1 1 Co Co 1 1 1 1 1 1 1 
1 1 ed =| 1 1 1 1 1 1 1 
1 1 0 o 1 1 1 1 1 1 1 
1 1 el el [ 1 1 1 1 1 1 

oO 1 1 [^7] [7] [ 1 1 1 1 1 1 
جح ہم‎ 1 1 0 0n 1 1 1 1 1 1 1 
oe [ 1 u [5] [ 1 1 1 1 1 1 
ac 1 1 Ja un 1 1 1 1 1 1 1 
= 1 1 a a 1 1 1 1 1 1 1 
اہک‎ [ 1 oO oO 1 1 1 = 1 1 = 1 1 
ےی‎ 1 1 "o T 1 1 1 5 o 1 5 o 1 

o 1 1 1 1 1 E I 1 E= ےھ‎ 1 
an [ 1 ` w: 1 1 1 6 3 1 کے ا‎ 1 
c 1 1 u ka 1 1 > r4 2 x r4 2 x 
zo < > D u > © u o اس‎ u اس‎ 

S 0 u o E x = m اس‎ S D o S D o 

© o اس‎ m E u 5 اس‎ o © S مہ‎ © S + 

x [7] - 3 M 2 اس‎ "ri 2 0 x +2 0 - 
ہے ہم © "= اس 5- 5 تو‎ o x q. p o os = o 
NO 6 co œ a oz oc o o o2 o = o2 o = 
o o o A A A 
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Table 17.--Chemical Soil Properties- -Continued 


S 10 10 10 گا گا ما ما ما گا ما ما گا ما‎ oooo ما گا ما ما‎ eo ہا ہ ہ‎ oo ooo ما 10 ما‎ 10 oooo ہ‎ Oo ہا ہا‎ 
ما 10 10 ہے ہے‎ «OD «D «O «D (o ما ما ما‎ 10 00 «o «o «o (o «o O «o «(o ما © ف ف‎ oo ooo ما‎ 10 10 10 OOO O «(D 10 ما‎ 
ri تب‎ = moro 9o! وو وو رہ‎ To! do! |d» I 1 1 iri 0d |9» 8 ر ق ا‎ to Tog 1 Tog og d Tog d 1 I 1 1 1 
8s Qa 10 10 ما گا گا ما ما گا گا ما 10 10 10 ما ما 10 10 10 10 ما گا گا ما ما گا گا ما 10 ما 10 ما گا گا ما گا ما ما 10 گا گا ما ما‎ 
a مہ م مہ‎ mM (0 (0 mm مہ‎ (0 (0 (0 (0 Ss SES S کب‎ SES S بپ‎ SE SE sts St ss St کپ‎ SES St sS St sS 
o => 
سن‎ ao o TORN. ہا ہ 10 ےہ‎ NOM O ما ہم‎ 00 N O OONO on BROAD AN TO ما‎ ONO THN 
تب‎ O اپ ے‎ o مہم م‎ f MNT (C) c sr c ہی‎ ANN رو وج گا‎ vd ما پ ہ‎ td N 10 10 MRO ANNO AOMM 
on مہ‎ O اج‎ I 1 1 Toro! تھا لا کے رر‎ ! Tor og gÁ Tog od 1 Togo! gd Tog Tog 1 Tog og d» Togo! ہے‎ Tog 0d od» 
DU c > vd c ہ ( ہی‎ 10 O ہا‎ NOAA OM ہہ ہ ہ‎ 903 0! (|! GOON [o A ANN ANON یہ ہہ ہ ہ‎ vd c ما ما‎ 
tss e ooo ooooo ooooo oooo oooo do ooo oooo oooo oooo 
=> 
on QOR ہہ‎ 
£o o * * 
O S'A [2] ı1 I 1 ropes I1 I1 1I1 d!|;-V?9UÁÀ | I1 ہے - ام‎ O I1 I1 1I1 (|! oo toam- Ti "۱ئ‎ I1 I 1 1 | I1 ۷ 
‘A oO اج‎ Tog ogÀg. Togo og !d Togo og | ا کے‎ g Tog 0d ہے‎ Togo! 1 I moro I I I dg I I1 I 1 رر‎ 
نب‎ = N roe ) od! 07 جوویر دو سو بس‎ | I1 1 | © «o 00 CO | I1 od Û I 1 roe I1I I1 I | س۹۰٦ دو‎ od ور‎ 
gog > . 
Ox تہ‎ o OONN 
oo = 
n 
<= o oo aH یہ ”ت‎ ONO ٭‎ oO oto 00 N © ado © oo NO "1100 NOO 
vy < © 10 مہ‎ (OQ c c To ANNI ہ٥‎ «o (0 10 مہ‎ o0 st 10 0 mM c fF 0 N œ O A c € r- N oO +N © مہ‎ NN mM مہ‎ 
o o Toa og. Togo og og! d II og og dg mores tres Togo! 1 Tog Togo og toroid T 1 1 Toro! |» 
٢ £e ono OOH ON eonort ہ‎ «c ہا‎ st © 0 0 N OMAH ON ooo OM orn orn © 
a M گا‎ adv ما ہہ 10 لہ یہ‎ Sr av A N Nm Nm 
1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 1 
oO 1 1 1 1 1 1 1 1 1 1 1 
ہم‎ = 1 1 1 1 1 1 1 1 1 1 1 
oe [ 1 1 1 1 1 1 1 1 1 1 
p= NE | [ 1 1 1 1 1 1 1 1 1 1 
= 1 1 1 1 1 1 1 1 1 1 1 
ar 1 1 1 1 1 1 1 1 1 1 1 
o n 1 1 1 1 1 1 1 1 1 1 1 
o 1 1 1 1 1 1 1 1 1 1 1 
an 1 1 1 1 1 1 "a [ 1 1 "5 
oC ےھ‎ 1 1 1 >< 1 | L [7] 1 ہے‎ 
zo u 1 o > 0 J 0 S bad > o 
S 5 I مہ ]-.[ اس‎ 2 lan | 0 E [.-] "rl 
© E z o 3 "ri 5 u = o = t 
C2 o Q Oo = S0 x -4 = c == Q 
( r4 o 5 M2 o et © oo o 2 oo 
en -l o ou a oF E oa o LL ۳ نہ‎ 
A A A A A 
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Table 17.--Chemical Soil Properties- -Continued 


ہہ co‏ 00 مہ 00 oon 10 10 10 00 co‏ 10 ما 10 ما ما گا گا ما 10 10 10 ما گا گا ما 101000 101000 S‏ 
NNNN! NNN !‏ ما 10 €« ما ف O‏ 10 10 10 ما گا 10 گا ما 10 10 10 ما 10 گا ما O O 10 10 O O‏ 10 10 ہے ہے 
ریو تی کسر ores 1 d 1 Ean Eaki E 3» d! k‏ ا 1 1 1 1 1 1 1 1 dw = ores‏ 
added ada‏ ما 10 10 ما 10 ما 10 ما گا ما ما گا گا ما ما 10 10 ما گا گا ما ما گا گا ما ما گا 10 ما 8s Qa‏ 

o St sss St sS St ss ooo S SEE SE ttt ttm tyty «0 O «o صا ف ( ص‎ 

o => 
> on o od © od AN SP 0 NNO AN fF o NONO mM oo 
+4 O CA © mM HO 0 mM uoo MRO Tg MRO ما‎ 10 O ما‎ Oded 1! O O 90r og o! اھ‎ EF 
on مہ‎ O اج‎ Tor 0d o |d» Tor 0d od» Tog 0d o |d» I I i 0d od» Togo 0g d» ہر۲‎ Togo (Àc Togo og | 90g od! !|"' 
DU c > mH یہ‎ (0 mH یہ‎ OO ANON یہ یہ‎ d ANON ANON AMD INO I1 I1 I1 1 1 رر‎ 
یہ وی‎ e oooo oooo oooo ooo oooo oooo "d o o NA 

D 

on N 

£o o e ostro "st o ص‎ 
O S'A © 1 1 1 9! 1 1 1 9d! تا‎ d» (d moos mores 9G 28 moro ons (€) یہ یہ مم‎ N MM i 
‘A oO و ےھ | ہو و ہو اج‎ toro Togo! 1 I I I g I I og toro Togo dog dg Togo! od! 
تہ کے نب‎ N morro moro moro 1ı 1 1 I1 1 1 9! I1 1 1 1 moo Ri 1 N NO mH : oom: 

gog > ہم ہے ہے ہم‎ ANN 

Ox تہ‎ ٢ N 
oo E 
n 
= o oo ono oo wo oo "dno to ما‎ © NWOT ooo 
vy <= on 10 co MA fF 0 ODN ہہ‎ "sr «o 0 mM 00 N co MAN مہ‎ DO A o oto mM HH یہ یہ‎ 10 M SF 10 
o o Togo! |d» Toro! |!» Togo! |!» og og Togo! o! II FM یچ ھت‎ Tog og. Togo رر‎ tres 
٢ £e OM do ہہ ہ مہ ہ‎ Qe qc  م‎ e st QC Mm مہ‎ co OMAN oor oon eo ہہ 10 © ہ ما یہ ہ‎ (c 
a HM ما‎ av N o N AN A f AAN es 
1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 
1 1 1 1 1 1 1 1 1 1 
oO 1 1 1 1 1 1 1 1 1 1 
جح ہم‎ 1 1 1 1 1 1 1 1 1 1 
oe 1 1 1 1 1 1 1 1 [7] 1 
p= NE | 1 1 1 1 1 1 1 1 نب‎ 1 
= 1 1 1 1 1 1 1 1 = 1 
m 1 1 1 1 1 1 1 oO 0 1 
ON ٠ے‎ 1 1 1 1 1 1 1 oO el 1 
o oO oO 1 1 1 1 1 = oO 1 
an r4 r 1 1 1 1 1 o = 1 
© r4 r4 [^] 5 n 1 1 x © 
zo "rl "rl Lad x تی‎ < 1 o z "ri 
S > > E o E "ri o o "rl a 
© o u o u- J x u اس‎ 5 o 
0 0 جم‎ o Bx c ecl x ae r4 
تہ ما‎ Oo تہ‎ nN Oo o oo © Os o تہ ہ‎ u 
لا ا‎ do = do = dz o N= چس‎ 
A A A A A A 
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Table 18.--Soil Features 


[See text for definitions of terms used in this table. Absence of an entry indicates that the feature is 


not a concern or that data were not estimated] 


| Restrictive layer | Subsidence | Risk of corrosion 
Map symbol | | | 
and soil name | | Depth | | | | Uncoated | 
| Kind |to top | Hardness |Initial| Total | steel | Concrete 
| | | | | | | 
| | In | | In | In | | 
2: | | | | | | | 
Albany----------------- | --- | --- | --- | --- | --- [High | High 
| | | | | | | 
Blanton---------------- | --- | --- | --- | --- | --- [High | High 
| | | | | | | 
3: | | | | | | | 
Albany----------------- | --- | --- | --- | c | --- [High | High 
| | | | | | | 
Ousley----------------- | --- | --- | --- | --- | --- [Low | High 
| | | | | | | 
Pelham- ---------------- | --- | --- | --- | --- | --- [High | High 
| | | | | | | 
5: | | | | | | | 
Blanton---------------- | --- | --- | --- | c | --- [High | High 
| | | | | | | 
6: | | | | | | | 
Blanton---------------- | --- | --- | --- | --- | --- [High | High 
| | | | | | | 
9: | | | | | | | 
Bonifay---------------- | --- | --- | --- | --- | --- [Low | High 
| | | | | | | 
Alpin------------------ | --- | --- | --- | --- | --- [Low | High 
| | | | | | | 
10: | | | | | | | 
Bonifay---------------- | --- | --- | --- | --- | --- [Low | High 
| | | | | | | 
Albany----------------- | --- | --- | --- | --- | --- [High | High 
| | | | | | | 
Centenary-------------- | --- | --- | --- | --- | --- Moderate | High 
| | | | | | | 
11: | | | | | | | 
Troup------------------ | --- | --- | --- | --- | --- |Low |Moderate 
| | | | | | | 
Bonifay---------------- | --- | --- | --- | --- | --- [Low | High 
| | | | | | | 
Fuquay----------------- | --- | --- | --- | --- | --- [Low | High 
| | | | | | | 
12: | | | | | | | 
Bonneau---------------- | --- | --- | --- | --- | --- [Low | High 
| | | | | | | 
Leefield--------------- | --- | --- | --- | --- | --- Moderate | High 
| | | | | | | 
Norfolk---------------- | --- | --- | --- | --- | --- JModerate | High 
| | | | | | | 
14: | | | | | | | 
Cowarts---------------- | --- | --- | --- | --- | --- o [Moderate |Moderate 
| | | | | | | 
Dothan----------------- | --- | --- | --- | --- | --- Moderate |Moderate 
| | | | | | | 
Fuquay----------------- | --- | --- | --- | --- | --- [Low | High 
| | | | | | | 
16: | | | | | | | 
Cowarts---------------- | --- | --- | --- | --- | --- [Moderate |Moderate 
| | | | | | | 
Nankin----------------- | --- | --- | --- | --- | --- [High | High 
| | | | | | 
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Table 18.--Soil Features- -Continued 


[^] 
Ld 
< u [^] u [^] u [^] [^] o [^] u 
o x لډ لډ لډ لډ لډ لډ لډ لډ ند‎ 
"ri o 0 Ga G ن0‎ 0 Ga 0 Ga 
n S > E x E E x x x x 
o o D < D < D <= D < < D < < < < < D D < < D < < < D 
x o 5 D 5 D 5 D 5 D D 5 D D D D D 5 D نت نت‎ 5 D D D 5 
x o ri o ri o ri o ri ri o ri ri ri ri ri o o ri ri o ri ri ri o 
S = = = = = = = = = = = = = = = = = = = = = = = = 
ب‎ 
E 
x ہے نب‎ [^] o [^] [^] u [^] o [^] u 
[7] do لډ لډ ند ند ند ند‎ M لډ لډ‎ 
rl oo © نت 0 نت ن0‎ 0 Ga ن0‎ 0 
2 Ow x E E x E x x x x 
con D D D D D D D < D D < 
2 5 = 5 = 5 = © = = © = = 5 5 o z z 5 = © o z z z 
o o o o o o o o o o o o o o ‘Al o o o o o ‘Al o o o 
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Table 18.--Soil Features- -Continued 


| Restrictive layer | Subsidence | Risk of corrosion 
Map symbol | | | 
and soil name | | Depth | | | | Uncoated | 
| Kind |to top | Hardness |Initial| Total | steel | Concrete 
| | | | | | | 
| | In | | In | In | | 
36: | | | | | | D 
Lucy---------------- | --- | --- | | --- | --- [Low | High 
| | | | | | | 
Orangeburg---------- | --- | --- | | --- | --- [Moderate |Moderate 
| | | | | | | 
Cowarts------------- | --- | --- | | --- | --- [Moderate |Moderate 
| | | | | | | 
40: | | | | | | | 
Cowarts------------- | --- | --- | | --- | --- [Moderate |Moderate 
| | | | | | | 
Dothan-------------- | --- | --- | | --- | --- [Moderate | Moderate 
| | | | | | | 
Fuquay-------------- | --- | --- | | --- | --- [Low | High 
| | | | | | | 
41: | | | | | | | 
Norfolk------------- | --- | --- | | --- |  --- [Moderate | High 
| | | | | | | 
42: | | | | | | | 
Norfolk------------- | --- | --- | | --- | --- [Moderate | High 
| | | | | | | 
43: | | | | | | | 
Ocilla-------------- | --- | --- | | --- | --- [High |Moderate 
| | | | | | | 
45: | | | | | | | 
Orangeburg---------- | --- | --- | | --- | --- [Moderate |Moderate 
| | | | | | | 
46: | | | | | | | 
Orangeburg---------- | --- | --- | | --- | --- Moderate | Moderate 
| | | | | | | 
47: | | | | | | | 
Orangeburg---------- | --- | --- | | --- | --- [Moderate |Moderate 
| | | | | | | 
Norfolk------------- | --- | --- | | --- | --- Moderate | High 
| | | | | | | 
Tifton-------------- | --- | --- | | --- | --- [Low [Moderate 
| | | | | | | 
48: | | | | | | ۶۶ 
Fuquay -------------- | a | ا‎ | | Ka | ای‎ os 70 
Orangeburg---------- | --- | --- | | --- | --- [Moderate |Moderate 
| | | | | | | 
Norfolk------------- | --- | --- | | --- | --- [Moderate | High 
| | | | | | | 
49: | | | | | | | 
Orangeburg---------- | --- | --- | | --- | --- [Moderate |Moderate 
| | | | | | | 
Norfolk------------- | --- | --- | | --- | --- [Moderate | High 
| | | | | | | 
51: | | | | | | 2 
Plummer ------------- | --- | --- | | --- | --- [Moderate | High 
| | | | | | | 
52: | | | | | | | 
Rains--------------- | --- | --- | | --- | --- [High | High 
| | | | | | | 
58: | | | | | | | 
Tifton-------------- | --- | --- | | --- | --- [Low |Moderate 
| | | | | | | 
59: | | | | | | | 
Troup--------------- | --- | --- | | --- | --- [Low |Moderate 
| | | | | | | 
Lakeland------------ | --- | --- | | --- | --- [Low [Moderate 
| | | | | | | 
Lucy---------------- | --- | --- | | --- | --- [Low | High 
| | | | | | 
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Table 18.--Soil Features- -Continued 
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Table 18.--Soil Features- -Continued 


| Restrictive layer | Subsidence | Risk of corrosion 
Map symbol | | | 
and soil name | | Depth | | | | Uncoated | 
| Kind |to top | Hardness |Initial| Total | steel | Concrete 
| | | | | | | 
| | In | | In | In | | 
93: | | | | | | | 
Foxworth--------------- | --- | --- | --- | --- | --- [Low |Moderate 
| | | | | | | 
Blanton---------------- | --- | --- | --- | --- | --- [High | High 
| | | | | | | 
Chipley---------------- | --- | --- | --- | --- | --- |Low | High 
| | | | | | | 
94: | | | | | | | 
Albany----------------- | --- | --- | --- | --- | --- [High | High 
| | | | | | | 
Garcon----------------- | --- | --- | --- | --- | --- [High | High 
| | | | | | | 
Bibb------------------- | --- | --- | --- | --- | --- [High |Moderate 
| | | | | | | 
96: | | | | | | | 
Pelham----------------- | --- | --- | --- | --- | --- [High | High 
| | | | | | | 
97: | | | | | | | 
Eunola----------------- | --- | --- | --- | --- | --- [Low | High 
| | | | | | | 
Garcon----------------- | --- | --- | --- | --- | --- [High | High 
| | | | | | | 
Ousley----------------- | --- | --- | --- | --- | --- [Low | High 
| | | | | | | 
98: | | | | | | | 
Rutlege, depressional--| --- | --- | --- | --- | --- [High | High 
| | | | | | | 
Plummer, depressional--| --- | --- | --- | --- | --- [Moderate | High 
| | | | | | | 
99: | | | | | | | 
Water | | | | | | | 
| | | | | | | 
101: | | | | | | | 
Albany----------------- | --- | --- | --- | --- | --- [High | High 
| | | | | | | 
Ocilla----------------- | --- | --- | --- | --- | --- [High |Moderate 
| | | | | | | 
Chipley---------------- | --- | --- | --- | --- | --- [Low | High 
| | | | | | | 
104: | | | | | | | 
Urban land. | | | | | | 
| | | | | | | 
Orangeburg------------- | --- | --- | --- | --- | --- [Moderate | Moderate 
| | | | | | | 
Norfolk---------------- | --- | --- | --- | --- | --- [Moderate | High 
| | | | | | | 
105: | | | | | | | 
Urban land. | | | | | | 
| | | | | | | 
Orangeburg------------- | --- | --- | --- | --- | --- Moderate | Moderate 
| | | | | | | 
Norfolk---------------- | --- | --- | --- | --- | --- [Moderate | High 
| | | | | | | 
106: | | | | | | | 
Plummer ---------------- | --- | --- | --- | --- | --- [Moderate | High 
| | | | | | | 
Leon------------------- | --- | --- | --- | --- | --- [High | High 
| | | | | | | 
Sapelo----------------- | --- | --- | --- | --- | --- [High | High 
۱ | | | | | 
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Table 18.--Soil Features- -Continued 


cemented 


| Restrictive layer | Subsidence | Risk of corrosion 
Map symbol | | | 
and soil name | | Depth | | | | Uncoated | 
| Kind |to top | Hardness |Initial| Total | steel | Concrete 
| | | | | | | 
| | In | | In | In | | 
107: | | | | | | ۶ 
Fuquay-------------- | --- | --- | | --- | --- [Low | High 
| | | | | | | 
Bonifay------------- | --- | --- | | --- | --- [Low | High 
| | | | | | | 
108: | | | | | | | 
Troup--------------- | --- | --- | | --- | --- [Low |Moderate 
| | | | | | | 
Lakeland------------ | --- | --- | | --- | --- [Low |Moderate 
| | | | | | | 
109: | | | | | | | 
Dothan-------------- | --- | --- | | --- | --- [Moderate |Moderate 
| | | | | | | 
Cowarts------------- | --- | --- | | --- | --- [Moderate |Moderate 
| | | | | | ۶-۰. 
Fuquay-------------- | --- | --- | | --- | --- [Low | High 
| | | | | | | 
113: | | | | | | | 
Leefield------------ | --- | --- | | --- | --- [Moderate | High 
| | | | | | | 
115: — | | | | | | | 
Faceville----------- | --- | --- | | --- | --- [Low |Moderate 
| | | | | | | 
116: | | | | | | | 
Faceville----------- | --- | --- | | --- | --- [Low |Moderate 
| | | | | | | 
117: | | | | | | | 
Cowarts------------- | --- | --- | | --- | --- [Moderate |Moderate 
| | | | | | | 
Hosford------------- | --- | --- | | --- | --- [High | High 
| | | | | | | 
118: | | | | | | | 
Cowarts------------- | --- | --- | | --- | --- [Moderate |Moderate 
| | | | | | | 
Nankin-------------- | --- | --- | | --- | ---  |High | High 
| | | | | | | 
119: | | | | | 7 a 
Wahee--------------- | --- | --- | | --- | --- [High | High 
| | | | | | | 
Ochlockonee--------- | --- | --- | | --- | --- [Low | High 
| | | | | | | 
120: | | | | | | | 
Hardin Heights------ |Lithic bedrock | 7-20 |Very strongly | --- | ---  |High | Moderate 
| | | cemented | | | 
MEN | | | | M | 
Telogia------------- |Lithic bedrock | 40-60 |Very strongly | --- | ---  |High |Moderate 
| | | | | | 
| | | | | | 
۱ ۱ | | | | 
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Table 19.--Water Features 


[Depths of layers are in feet. See text for definitions of terms used in this table. Estimates of the 
frequency of ponding and flooding apply to the whole year rather than to individual months. Absence 
of an entry indicates that the feature is not a concern or that data were not estimated] 


| | | Water table | Ponding | Flooding 
| | | | | 
Map symbol |Hydro-| Month | Upper | Lower |Surface|Duration|Frequency| Duration | Frequency 
and soil name |Logic | | limit | limit | water | | | | 
[group | | | | depth | | | | 
| | | | | | | | | 
| | | Ft | Ft | Ft | | | | 
| | | | | | | | | 
2: | | | | | | | | | 
Albany----------- | € |Jan-Apr | 1.0-2.5 | >6.0 | --- | --- | None | --- | None 
| |May-Jun | --- | --- | --- | --- | None | --- | None 
| |Jul-Sep | 1.0-2.5 | >6.0 | --- | --- | None | --- | None 
| [Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 1.0-2.5 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Blanton---------- | A |Jan-Apr | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| | Dec | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
3: | | | | | | | | | 
Albany----------- | € |Jan-Apr | 1.0-2.5 | >6.0 | --- | --- | None | Brief | Occasional 
| [May-Jun | --- | -—- | oc | c | None | -—- do ہم‎ 
| |Jul-Sep | 1.0-2.5 | >6.0 | --- | --- | None | Brief | Occasional 
| [Oct-Nov | --- | --- d --- | --- | None | --- | --- 
| | Dec | 1.0-2.5 | >6.0 | --- | --- | None | Brief | Occasional 
| | | | | | | | | 
Ousley----------- | D |Jan-Dec | 1.5-3.0 | 56.0 |0.0-0.5| Very | Rare | Brief | Occasional 
| | | | | | brief | | | 
| | | | | | | | | 
Pelham----------- | B/D |Jan-Dec | 0.5-1.5 | >6.0 | --- | --- | None | Brief | Occasional 
| | | | | | | | | 
5: | | | | | | | | | 
Blanton---------- | A |Jan-Apr | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| | Dec | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
6: | | | | | | | | | 
Blanton---------- | A |Jan-Apr | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| | Dec | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
9: | | | | | | | | | 
Bonifay---------- | A |Jan-Mar | 4.5-5.5 [|5.0-6.0| --- | --- | None | --- | None 
| [Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.5-5.5 [5.0-6.0| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Alpin------------ | A |Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
10: | | | | | | | | | 
Bonifay---------- | A |Jan-Mar | 4.5-5.5 ]5.0-6.0| --- | --- | None | --- | None 
| [Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.5-5.5 [|[5.0-6.0| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
۱ ۱ ۱ | | | | | 
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Table 19.--Water Features--Continued 


| | | Water table | Ponding | Flooding 
| | | | | 
Map symbol |Hydro-| Month | Upper | Lower |Surface|Duration|Frequency| Duration | Frequency 
and soil name |Logic | | limit | limit | water | | | 
[group | | | | depth | | | | 
| | | | | | | | | 
| | | Ft | Ft | Ft | | | | 
| | | | | | | | | 
10: | | | | | | | | | 
Albany----------- | € |Jan-Apr | 1.0-2.5 | >6.0 | --- | --- | None | --- | None 
| [May-Jun | --- | --- | --- | --- | None | --- | None 
| |Jul-Sep | 1.0-2.5 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 1.0-2.5 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Centenary-------- | A |Jan-Apr | 3.5-5.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jun | --- | --- | --- | --- | None | --- | None 
| |Jul-Sep | 3.5-5.0 | >6.0 | --- | --- | None | --- l None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 3.5-5.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
11: | | | | | | | | | 
Troup------------ | A |Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Bonifay---------- | A |Jan-Mar | 4.5-5.5 |5.0-6.0| --- | --- | None | --- | None 
| |Apr-Ju1 | --- | --- | --- | --- | None | --- | None 
| | Aug | 4.5-5.5 |5.0-6.0| --- | --- | None | --- | None 
| |Sep-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Fuquay----------- | B |Jan-Mar | 4.0-5.0 /|4.5-5.5|] --- | --- | None | --- | None 
| [Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-5.0 |4.5-5.5| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
12: | | | | | | | | | 
Bonneau---------- | A |Jan-Apr | 3.5-5.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.5-5.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- d --- | --- | None | --- | None 
| |Dec | 3.5-5.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Leefield--------- | € |Jan-Mar | 1.5-2.5 | >6.0 | --- | --- | None | --- | None 
| [Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 1.5-2.5 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 1.5-2.5 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Norfolk---------- | B |Jan-Apr | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- d --- | --- | None | --- | None 
| |Aug-Sep | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| [Oct-Nov | --- | --- | --- | --- | None | --- | None 
| | Dec | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
14: | | | | | | | | | 
Cowarts---------- | € |Jan-Apr | 3.0-4.5 [|3.5-5.0| --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Dothan----------- | B |Jan-Apr | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| |May-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Fuquay----------- | B |Jan-Mar | 4.0-5.0 /|4.5-5.5|] --- | --- | None | --- | None 
| |Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-5.0 |4.5-5.5| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
۱ ۱ ۱ | | | | | 
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Table 19.--Water Features--Continued 


| | | Water table | Ponding | Flooding 
| | | | | 
Map symbol |Hydro-| Month | Upper | Lower |Surface|Duration|Frequency| Duration | Frequency 
and soil name  |Logic | | limit | limit | water | | | 
[group | | | | depth | | | | 
| | | | | | | | | 
| | | Ft | Ft | Ft | ۱ | | 
| | | | | | | | | 
16: | | | | | | | | | 
Cowarts---------- | € |Jan-Apr | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Nankin----------- | € | Jan-Dec | --- | --- d --- | --- | None | --- | None 
| | | | | | | | | 
18: | | | | | | | | | 
Dothan----------- | B |Jan-Apr | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Fuquay----------- | B |Jan-Mar | 4.0-5.0 /|4.5-5.5|] --- | --- | None | --- | None 
| |Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-5.0 |4.5-5.5|] --- | --- | None | --- | None 
| [Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
19: | | | | | | | | | 
Dothan----------- | B |Jan-Apr | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.0-4.5 3.5-5.0|] --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Fuquay----------- | B |Jan-Mar | 4.0-5.0 |4.5-5.5|] --- | --- | None | --- | None 
| [Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-5.0 |4.5-5.5|] --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
21: | | | | | | | | | 
Dothan----------- | B |Jan-Apr | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| |May-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Fuquay----------- | B |Jan-Mar | 4.0-5.0 /|4.5-5.5|] --- | --- | None | --- | None 
| [Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-5.0 |4.5-5.5| --- | --- | None | --- | None 
| [Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Cowarts---------- | € |Jan-Apr | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| [Oct-Dec | --- | --- | c7 | --- | None | --- | None 
| | | | | | | | | 
23: | | | | | | | | | 
Fuquay----------- | B |Jan-Mar | 4.0-5.0 /|4.5-5.5|] --- | --- | None | --- | None 
| [Apr-Jul | --- | --- | c7 | --- | None | --- | None 
| |Aug-Sep | 4.0-5.0 |4.5-5.5| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Lucy------------- | A | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Orangeburg------- | B | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
24: | | | | | | | | | 
Fuquay----------- | B |Jan-Mar | 4.0-5.0 |4.5-5.5|] --- | --- | None | --- | None 
| |Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-5.0 |4.5-5.5|] --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
۱ ۱ ۱ ۱ ۱ | | | 
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Table 19.--Water Features--Continued 


| | | Water table | Ponding | Flooding 
| | | | | 
Map symbol |Hydro-| Month | Upper | Lower |Surface|Duration|Frequency| Duration | Frequency 
and soil name |Logic | | limit | limit | water | | | 
[group | | | | depth | | | | 
| | | | | | | | | 
| | | Ft | Ft | Ft | | | | 
| | | | | | | | | 
24: | | | | | | | | | 
Bonifay---------- | A |Jan-Mar | 4.5-5.5 [|[5.0-6.0| --- | --- | None | --- | None 
| [Apr-Jul | --- | --- | c7 | --- | None | --- | None 
| | Aug | 4.5-5.5 |5.0-6.0| --- | --- | None | --- | None 
| |Sep-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
27: | | | | | | | | | 
Goldsboro-------- | B |Jan-Apr | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 2.0-3.0 | >6.0 | --- | --- | None | --- l None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
28: | | | | | | | | | 
Goldsboro-------- | B |Jan-Apr | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- l --- | --- | --- | None | --- | None 
| | Dec | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
29: | | | | | | | | | 
Grady------------ | D |Jan-Dec | 0.0-1.0 | >6.0 |0.0-2.0| Long |Frequent | --- | None 
| | | | | | | | | 
30: | | | | | | | | | 
Lakeland--------- | A |Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
31: | | | | | | | | | 
Lakeland--------- | A |Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
32: | | | | | | | | | 
Leefield--------- | € |Jan-Mar | 1.5-2.5 | >6.0 | --- | --- | None | --- | None 
| |Apr-Ju1 | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 1.5-2.5 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| | Dec | 1.5-2.5 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Bonifay---------- | A |Jan-Mar | 4.5-5.5 ]5.0-6.0| --- | --- | None | --- | None 
| |Apr-Dec | --- | --- | c7 | --- | None | --- | None 
۱ | | | | | | | | 
Dothan----------- | B |Jan-Apr | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.0-4.5 [|3.5-5.0| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
33: | | | | | | | | | 
Leon------------- | B/D |Jan-Apr | 0.5-1.5 | >6.0 | --- | --- | None | --- | None 
| |May-Jun | --- | --- | --- | --- | None | --- | None 
| |Jul-Sep | 0.5-1.5 | >6.0 | --- | --- | None | --- | None 
| [Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 0.5-1.5 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Chipley---------- | € |Jan-Apr | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
35: | | | | | | | | | 
Lucy------------- | A | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Troup------------ | A | Jan-Dec | --- | --- | --- | --- | None | --- | None 
۱ ۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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Table 19.--Water Features--Continued 


| | | Water table | Ponding | Flooding 
| | | | | 
Map symbol |Hydro-| Month | Upper | Lower |Surface|Duration|Frequency| Duration | Frequency 
and soil name  |Logic | | limit | limit | water | | | 
[group | | | | depth | | | | 
| | | | | | | | | 
| | | Ft | Ft | Ft | | | | 
| | | | | | | | | 
36: | | | | | | | | | 
Lucy------------- | A | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Orangeburg------- | B | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Cowarts---------- | € |Jan-Apr | 3.0-4.5 |3.5-5.0] --- | --- | None | --- | None 
| |May-Jul | --- | --- d --- | --- | None | --- | None 
| |Aug-Sep | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
40: | | | | | | | | | 
Cowarts---------- | € |Jan-Apr | 3.0-4.5 [|3.5-5.0| --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Dothan----------- | B |Jan-Apr | 3.0-4.5 |3.5-5.0] --- | --- | None | --- | None 
| |May-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Fuquay----------- | B |Jan-Mar | 4.0-5.0 |4.5-5.5|] --- | --- | None | --- | None 
| [Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-5.0 |4.5-5.5| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
41: | | | | | | | | | 
Norfolk---------- | B |Jan-Apr | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- d --- | --- | None | --- | None 
| |Aug-Sep | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- d --- | --- | None | --- | None 
| |Dec | 4.0-6.0 | >6.0 | --- | --- | None | --- l None 
| | | | | | | | | 
42: | | | | | | | | | 
Norfolk---------- | B |Jan-Apr | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
43: | | | | | | | | | 
Ocilla----------- | € |Jan-Apr | 1.0-2.5 | >6.0 | --- | --- | None | --- | None 
| |May-Aug | --- | --- | --- | --- | None | --- | None 
| |Sep | 1.0-2.5 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 1.0-2.5 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
45: | | | | | | | | | 
Orangeburg------- | B | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
46: | | | | | | | | | 
Orangeburg------- | B | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
47: | | | | | | | | | 
Orangeburg------- | B | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Norfolk---------- | B |Jan-Apr | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
۱ ۱ ۱ ۱ ۱ | | | 
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Table 19.--Water Features--Continued 


| | | Water table | Ponding | Flooding 
| | | | | 
Map symbol |Hydro-| Month | Upper | Lower |Surface|Duration|Frequency| Duration | Frequency 
and soil name |Logic | | limit | limit | water | | | 
[group | | | | depth | | | | 
| | | | | | | | | 
| | | Ft | Ft | Ft | | | | 
| | | | | | | | | 
47: | | | | | | | | | 
Tifton----------- | B |Jan-Apr | 3.5-5.0 |4.0-5.5| --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.5-5.0 |4.0-5.5|] --- | --- | None | --- | None 
| |Oct-Nov | --- | --- d c7 | --- | None | --- | None 
| | Dec | 3.5-5.0 |4.0-5.5| --- | --- | None | --- | None 
| | | | | | | | | 
48: | | | | | | | | | 
Fuquay----------- | B |Jan-Mar | 4.0-5.0 /|4.5-5.5|] --- | --- | None | --- | None 
| [Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-5.0 |4.5-5.5|] --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Orangeburg------- | B | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Norfolk---------- | B |Jan-Apr | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| [Oct-Nov | --- | --- | --- | --- | None | --- | None 
| | Dec | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
49: | | | | | | | | | 
Orangeburg------- | B | Jan-Dec | --- | --- | c7 | --- | None | --- | None 
| | | | | | | | | 
Norfolk---------- | B |Jan-Apr | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
51: | | | | | | | | | 
Plummer---------- | B/D |Jan-Apr | 0.5-1.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jun | --- | --- | --- | --- | None | --- | None 
| |Jul-Sep | 0.5-1.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | c7 | --- | None | --- | None 
| |Dec | 0.5-1.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
52: | | | | | | | | | 
Rains------------ | C/D |Jan-Apr | 0.0-1.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jun | --- | --- | --- | --- | None | --- | None 
| |Jul-Sep | 0.0-1.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | c7 | --- | None | --- | None 
| | Dec | 0.0-1.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
58: | | | | | | | | | 
Tifton----------- | B |Jan-Apr | 3.5-5.0 |4.0-5.5| --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.5-5.0 [|4.0-5.5| --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| | Dec | 3.5-5.0 |4.0-5.5| --- | --- | None | --- | None 
| | | | | | | | | 
59: | | | | | | | | | 
Troup------------ | A |Jan-Dec | --- | --- d --- | --- | None | --- | None 
| | | | | | | | | 
Lakeland--------- | A | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Lucy------------- | A |Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
60: | | | | | | | | | 
Troup------------ | A |Jan-Dec | --- | --- | --- | --- | None | --- | None 
۱ ۱ ۱ ۱ ۱ ۱ ۱ | 
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Table 19.--Water Features--Continued 


| | | Water table | Ponding | Flooding 
| | | | | 
Map symbol |Hydro-| Month | Upper | Lower |Surface|Duration|Frequency| Duration | Frequency 
and soil name  |Logic | | limit | limit | water | | | 
[group | | | | depth | | | | 
| | | | | | | | | 
| | | Ft | Ft | Ft | | | | 
| | | | | | | | | 
61: | | | | | | | | | 
Troup------------ | A | Jan-Dec | --- | --- | c7 | --- | None | --- | None 
| | | | | | | | | 
Nankin----------- | € | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
63: | | | | | | | | | 
Troup------------ | A | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Nankin----------- | € | Jan-Dec | --- | --- d --- | --- | None | --- | None 
| | | | | | | | | 
65: | | | | | | | | | 
Udorthents------- | ---  |Jan-Dec | --- | --- d --- | --- | None | --- | None 
| | | | | | | | | 
66: | | | | | | | | | 
Pickney---------- | D | Jan-Dec | 0 | >6.0 | --- | --- | None | Long | Frequent 
| | | | | | | | | 
Dorovan---------- | D | Jan-Dec | 0 | >6.0 | --- | --- | None | Long | Frequent 
| | | | | | | | | 
Bibb------------- | D |Jan-Dec | 0.5-1.5 | >6.0 | --- | --- | None | Brief | Frequent 
| | | | | | | | | 
69: | | | | | | | | | 
Lucy------------- | A |Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Bonifay---------- | A |Jan-Mar | 4.5-5.5 [|5.0-6.0| --- | --- | None | --- | None 
| |Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.5-5.5 [|[5.0-6.0] --- | --- | None | --- | None 
| [Oct-Dec | --- | --- | c7 | --- | None | --- | None 
| | | | | | | | | 
Orangeburg------- | B | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
71: | | | | | | | | | 
Cowarts---------- | € |Jan-Apr | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Nankin----------- | € | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
72: | | | | | | | | | 
Goldsboro-------- | B |Jan-Apr | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| [Oct-Nov | --- | --- | c7 | --- | None | --- | None 
| |Dec | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Ocilla----------- | € |Jan-Apr | 1.0-2.5 | >6.0 | --- | --- | None | --- | None 
| |May-Aug | --- | --- | --- | --- | None | --- | None 
| |Sep-Oct | 1.0-2.5 | >6.0 | --- | --- | None | --- | None 
| | Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 1.0-2.5 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
73: | | | | | | | | | 
Norfolk---------- | B |Jan-Apr | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
۱ ۱ | | | | | | 
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Table 19.--Water Features--Continued 


| | | Water table | Ponding | Flooding 
| | | | | 
Map symbol |Hydro-| Month | Upper | Lower |Surface|Duration|Frequency| Duration | Frequency 
and soil name |Logic | | limit | limit | water | | | 
[group | | | | depth | | | | 
| | | | | | | | | 
| | | Ft | Ft | Ft | | | | 
| | | | | | | | | 
77: | | | | | | | | | 
Bonifay---------- | A |Jan-Mar | 4.5-5.5 ]5.0-6.0| --- | --- | None | --- | None 
| [Apr-Jul | --- | --- | c7 | --- | None | --- | None 
| |Aug-Sep | 4.5-5.5 [|[5.0-6.0| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Fuquay----------- | B |Jan-Mar | 4.0-5.0 |4.5-5.5|] --- | --- | None | --- | None 
| |Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-5.0 |4.5-5.5|] --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
78: | | | | | | | | | 
Chipley---------- | € |Jan-Apr | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | c7 | --- | None | --- | None 
| |Aug-Sep | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| | Dec | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Leon------------- | B/D |Jan-Apr | 0.5-1.5 | >6.0 | --- | --- | None | --- | None 
| |May-Jun | --- | --- | --- | --- | None | --- | None 
| |Jul-Sep | 0.5-1.5 | >6.0 | --- | --- | None | --- | None 
| [Oct-Nov | --- | --- | c7 | --- | None | --- | None 
| | Dec | 0.5-1.5 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Foxworth--------- | A |Jan-Apr | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
79: | | | | | | | | | 
Hurricane-------- | € |Jan-Apr | 2.0-3.5 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 2.0-3.5 | >6.0 | --- | --- | None | --- | None 
| | oct | --- | --- | c7 | --- | None | --- | None 
| |Nov-Dec | 2.0-3.5 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Chipley---------- | € |Jan-Apr | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
80: | | | | | | | | | 
Foxworth--------- | A |Jan-Apr | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Lakeland--------- | A |Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
82: | | | | | | | | | 
Chipley---------- | € |Jan-Apr | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | c7 | --- | None | --- | None 
| |Aug-Sep | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
۱ | | | | | | | 
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Table 19.--Water Features--Continued 


| | | Water table | Ponding | Flooding 
| | | | | 
Map symbol |Hydro-| Month | Upper | Lower |Surface|Duration|Frequency| Duration | Frequency 
and soil name  |Logic | | limit | limit | water | | | 
[group | | | | depth | | | | 
| | | | | | | | | 
| | | Ft | Ft | Ft | | | | 
| | | | | | | | | 
82: | | | | | | | | | 
Foxworth--------- | A |Jan-Apr | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- l --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| [Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
83: | | | | | | | | | 
Foxworth--------- | A |Jan-Apr | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| | Dec | 3.5-6.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Lakeland--------- | A | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
85: | | | | | | | | | 
Bonifay---------- | A |Jan-Mar | 4.5-5.5 [|[5.0-6.0| --- | --- | None | --- | None 
| [Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.5-5.5 [|[5.0-6.0| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Leon------------- | B/D |Jan-Apr | 0.5-1.5 | >6.0 | --- | --- | None | --- | None 
| |May-Jun | --- | --- d --- | --- | None | --- | None 
| |Jul-Sep | 0.5-1.5 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 0.5-1.5 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Chipley---------- | € |Jan-Apr | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| | Dec | 2.0-3.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
86: | | | | | | | | | 
Leon------------- | B/D |Jan-Apr | 0.5-1.5 | >6.0 | --- | --- | None | Brief | Occasional 
| |May-Jun | --- | --- | --- | --- | None | --- | None 
| |Jul-Sep | 0.5-1.5 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| | Dec | 0.5-1.5 | >6.0 | --- | --- | None | Brief | Occasional 
| | | | | | | | | 
Clara------------ | B/D |Jan-Apr | 0.5-1.0 | >6.0 | --- | --- | None | Brief | Frequent 
| |May | --- | --- | --- | --- | None | Brief | Frequent 
| |Jun-Sep | 0.5-1.0 | >6.0 | --- | --- | None | Brief | Frequent 
| |Oct-Nov | --- | --- | --- | --- | None | Brief | Frequent 
| | Dec | 0.5-1.0 | >6.0 | --- | --- | None | Brief | Frequent 
| | | | | | | | | 
Pickney---------- | D |Jan-Apr | 0.5-1.0 | >6.0 | --- | --- | None | Brief | Frequent 
| |May | --- | --- | --- | --- | None | Brief | Frequent 
| |Jun-Sep | 0.5-1.0 | >6.0 | --- | --- | None | Brief | Frequent 
| |Oct-Nov | --- | --- | --- | --- | None | Brief | Frequent 
| |Dec | 0.5-1.0 | >6.0 | --- | --- | None | Brief | Frequent 
| | | | | | | | | 
87: | | | | | | | | | 
Ousley----------- | D |Jan-Apr | 1.5-3.0 | >6.0 | --- | --- | None | Brief | Occasional 
| |May-Jul | 1.5-3.0 | >6.0 | --- | --- | None | --- | --- 
| |Aug-Sep | 1.5-3.0 | >6.0 | --- | --- | None | Brief | Occasional 
| |Oct-Nov | 1.5-3.0 | >6.0 | --- | --- | None | --- | --- 
| |Dec | 1.5-3.0 | >6.0 | --- | --- | None | Brief | Occasional 
| | | | | | | | 
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Table 19.--Water Features--Continued 


| | | Water table | Ponding | Flooding 
| | | | | 
Map symbol |Hydro-| Month | Upper | Lower |Surface|Duration|Frequency| Duration | Frequency 
and soil name |Logic | | limit | limit | water | | | 
[group | | | | depth | | | | 
| | | | | | | | | 
| | | Ft | Ft | Ft | | | 
| | | | | | | | | 
87: | | | | | | | | | 
Rut lege---------- | D |Jan-Apr | 0.0-0.5 | >6.0 |0.0-1.0| Brief |Frequent | Brief | Frequent 
| |May-Jul | 0.0-0.5 | >6.0 | --- | --- | --- | --- | --- 
| |Aug-Sep | 0.0-0.5 | >6.0 |0.0-1.0| Brief |Frequent | Brief | Frequent 
| [Oct-Nov | 0.0-0.5 | >6.0 | --- | --- | --- | --- | --- 
| | Dec | 0.0-0.5 | >6.0 |0.0-1.0| Brief |Frequent | Brief | Frequent 
| | | | | | | | | 
Pickney---------- | D | Jan-Apr | 0 | »6.0 |0.0-1.0| Brief |Frequent | Brief | Frequent 
| [May-Jul | © | 36.8 | -- | -- | mm | 0c d . مم‎ 
| |Aug-Sep | 0 | >6.0 |0.0-1.0| Brief |Frequent | Brief | Frequent 
| |Oct-Nov | 0 | >6.0 | --- | --- | --- | --- | --- 
| | Dec | 0 | >6.0 |0.0-1.0| Brief |Frequent | Brief | Frequent 
| | | | | | | | | 
88: | | | | | | | | | 
Rutlege---------- | D |Jan-May | 0.0-0.5 | >6.0 |0.0-1.0| Brief |Frequent | Long | Frequent 
| |Jun-Ju1 | 0.0-0.5 | >6.0 | --- | --- | --- | --- | --- 
| |Aug-Sep | 0.0-0.5 | >6.0 |0.0-1.0| Brief |Frequent | Long | Frequent 
| [Oct-Nov | 0.0-0.5 | >6.0 | --- | --- | --- | --- | --- 
| |Dec | 0.0-0.5 | >6.0 |0.0-1.0| Brief |Frequent | Long | Frequent 
| | | | | | | | | 
Bibb------------- | D |Jan-Apr | 0.5-1.5 | >6.0 | --- | --- | None | Brief | Frequent 
| |May-Jul | 0.5-1.5 | >6.0 | --- | --- | None | --- | --- 
| |Aug-Sep | 0.5-1.5 | >6.0 | --- | --- | None | Brief | Frequent 
| |Oct-Nov | 0.5-1.5 | >6.0 | --- | --- | None | --- | --- 
| |Dec | 0.5-1.5 | >6.0 | --- | --- | None | Brief | Frequent 
| | | | | | | | | 
Surrency--------- | D |Jan-Apr | 0.0-0.5 | >6.0 | --- | --- | None | Long | Frequent 
| |May-Jul | 0.0-0.5 | >6.0 | --- | --- | None | --- | --- 
| |Aug-Sep | 0.0-0.5 | >6.0 | --- | --- | None | Long | Frequent 
| |Oct-Nov | 0.0-0.5 | >6.0 | --- | --- | None | --- | --- 
| | Dec | 0.0-0.5 | >6.0 | --- | --- | None | Long | Frequent 
| | | | | | | | | 
89: | | | | | | | | | 
Bibb------------- | D |Jan-Apr | 0.5-1.5 | >6.0 | --- | --- | None | Brief | Occasional 
| [May-Jul | --- | --- | --- | c | None | o | --- 
| |Aug-Sep | 0.5-1.5 | >6.0 | --- | --- | None | Brief | Occasional 
| |Oct-Nov | --- |o --- d --- | --- | None | --- | --- 
| |Dec | 0.5-1.5 | >6.0 | --- | --- | None | Brief | Occasional 
| | | | | | | | | 
Rains------------ | C/D |Jan-Apr | 0.0-1.0 | >6.0 | --- | --- | None | Brief | Occasional 
| [May-gul | --- | - | --- | c | None | o NG 
| |Aug-Sep | 0.0-1.0 | >6.0 | --- | --- | None | Brief | Occasional 
| |Oct-Nov | --- | --- d --- | --- | None | --- | --- 
| |Dec | 0.0-1.0 | >6.0 | --- | --- | None | Brief | Occasional 
| | | | | | | | | 
Garcon----------- | € |Jan-Apr | 1.5-3.0 | >6.0 | --- | --- | None | Brief | Occasional 
| |May-Jul | --- | - | oc | --- | None | o [eee 
| |Aug-Sep | 1.5-3.0 | >6.0 | --- | --- | None | Brief | Occasional 
| [Oct-Nov | --- | --- d --- | --- | None | --- | --- 
| | Dec | 1.5-3.0 | >6.0 | --- | --- | None | Brief | Occasional 
| | | | | | | | | 
90: | | | | | | | | | 
Hosford---------- | D |Jan-Dec | 0.0-0.5 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Plummer---------- | B/D |Jan-Oct | 0.0-0.5 | >6.0 | --- | --- | None | --- | None 
| | Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 0.0-0.5 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
91: | | | | | | | | | 
Pits------------- | ---  |Jan-Dec | --- | --- | --- | --- | None | --- | None 
۱ ۱ ۱ ۱ ۱ ۱ ۱ 
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Table 19.--Water Features--Continued 


| | | Water table | Ponding | Flooding 
| | | | | 
Map symbol |Hydro-| Month | Upper | Lower |Surface|Duration|Frequency| Duration | Frequency 
and soil name  |Logic | | limit | limit | water | | | 
[group | | | | depth | | | | 
| | | | | | | | | 
| | | Ft | Ft | Ft | | | | 
| | | | | | | | | 
92: | | | | | | | | | 
Telogia---------- | D |Jan-Apr | 1.5-3. | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 1.5-3. | >6.0 | --- | --- | None | --- | None 
| [Oct-Nov | --- | --- | --- | --- | None | --- | None 
| | Dec | 1.5-3. | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
93: | | | | | | | | | 
Foxworth--------- | A |Jan-Apr | 3.5-6. | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.5-6. | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 3.5-6. | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Blanton---------- | A |Jan-Apr | 3.5-6. | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.5-6. | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 3.5-6. | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Chipley---------- | € |Jan-Apr | 2.0-3. | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 2.0-3. | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 2.0-3. | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
94: | | | | | | | | | 
Albany----------- | € |Jan-Apr | 1.0-2. | >6.0 | --- | --- | None | Brief | Occasional 
| [May-Jun | --- [| -- | -—- d --- | None | o | -- 
| |Jul-Sep | 1.0-2. | >6.0 | --- | --- | None | Brief | Occasional 
| |Oct-Nov | --- | --- d --- | --- | None | --- | --- 
| |Dec | 1.0-2. | >6.0 | --- | --- | None | Brief | Occasional 
| | | | | | | | | 
Garcon----------- | € |Jan-Apr | 1.5-3. | >6.0 | --- | --- | None | Brief | Occasional 
| [May-Jun | --- | -—- | -—- d --- | None | o | -- 
| |Jul-Sep | 1.5-3. | >6.0 | --- | --- | None | Brief | Occasional 
| [Oct-Nov | --- | --- d --- | --- | None | --- | --- 
| |Dec | 1.5-3. | >6.0 | --- | --- | None | Brief | Occasional 
| | | | | | | | | 
Bibb------------- | D |Jan-Apr | 0.5-1. | >6.0 | --- | --- | None | Brief | Occasional 
| [May-Jun | --- | = | -—- | --- | None | o | نہ‎ 
| |Jul-Sep | 0.5-1. | >6.0 | --- | --- | None | Brief | Occasional 
| |Oct-Nov | --- | --- d --- | --- | None | --- | --- 
| | Dec | 0.5-1. | >6.0 | --- | --- | None | Brief | Occasional 
| | | | | | | | | 
96: | | | | | | | | | 
Pelham----------- | B/D |Jan-Apr | 0.5-1. | >6.0 | --- | --- | None | --- | None 
| |y | -- doc: | --- | cod None | o -- | None 
| |Jun-Sep | 0.5-1. | >6.0 | --- | --- | None | --- | None 
| [Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 0.5-1. | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
97: | | | | | | | | | 
Eunola----------- | € |Jan-Apr | 1.5-2. | >6.0 | --- | --- | None | Brief | Occasional 
| [May-Jun | --- | -- | c2 d c | None | | نہ‎ 
۱ |Jul-Sep | 1.5-2. | >6.0 | --- | --- | None | Brief | Occasional 
| [Oct-Nov | --- | --- d --- | --- | None | --- | --- 
| |Dec | 1.5-2. | >6.0 | --- | --- | None | --- | --- 
۱ ۱ ۱ | | | | | 


590 


Soil Survey of Gadsden County, Florida 


Table 19.--Water Features--Continued 


| | | Water table | Ponding | Flooding 
| | | | | 
Map symbol |Hydro-| Month | Upper | Lower |Surface|Duration|Frequency| Duration | Frequency 
and soil name |Logic | | limit | limit | water | | | 
[group | | | | depth | | | | 
| | | | | | | | | 
| | | Ft | Ft | Ft | | | | 
| | | | | | | | | 
97: | | | | | | | | | 
Garcon----------- | € |Jan-Apr | 5-3 | >6.0 | --- | --- | None | Brief | Occasional 
| [May-Jun | --- | -—- | ۔۔ہ | ےه‎ | None | c | ہہ‎ 
۱ |Jul-Sep | 5-3 | >6.0 | --- | --- | None | Brief | Occasional 
| [Oct-Nov | --- | --- d --- | --- | None | --- | --- 
| | Dec | 5-3 | >6.0 | --- | --- | None | Brief | Occasional 
| | | | | | | | | 
Ousley----------- | D | Jan-Apr | 5-3 | >6.0 |0.0-0.5| Very | Rare | Brief | Occasional 
| | | | | | brief | | | 
| [May-Jun | --- | ea | om Pere d o 0d 00 do ہہ‎ 
| |Jul-Sep | 5-3 | >6.0 |0.0-0.5| Very | Rare | Brief | Occasional 
| | | | | | brief | | | 
| [Oct-Nov | --- | =s do | ama d c 0d 0c: | -- 
| | Dec | 5-3 | >6.0 |0.0-0.5| Very | Rare | Brief | Occasional 
| | | | | | brief | | | 
| | | | | | | | | 
98: | | | | | | | | | 
Rutlege---------- | A/D |Jan-Feb | 0 | >6.0 | --- | --- | --- | --- | None 
| |Mar-Nov | 0 | >6.0 |0.0-2.0| Very |Frequent | --- | None 
| | | | | | long | | | 
| | Dec | 0 | >6.0 | --- | --- | --- | --- | None 
| | | | | | | | | 
Plummer---------- | B/D |Jan-Feb | 0.0-0. | >6.0 | --- | --- | --- | --- | None 
| |Mar-Nov | 0.0-0. | >6.0 |0.0-2.0| Very |Frequent | --- | None 
| | | | | | long | | | 
| | Dec | 0-0 | >6.0 | --- | --- | --- | --- | None 
| | | | | | | | | 
101: | | | | | | | | | 
Albany----------- | € | Jan-Apr | 0-2 | >6.0 | --- | --- | None | --- | None 
| |May-Jun | --- | --- | --- | --- | None | --- | None 
| |Jul-Sep | 0-2 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 0-2 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Ocilla----------- | € |Jan-Apr | 0-2 | >6.0 | --- | --- | None | --- | None 
| |May-Jun | --- | --- | --- | --- | None | --- | None 
| |Jul-Sep | 0-2 | >6.0 | --- | --- | None | --- | None 
| [Oct-Nov | --- | --- | --- | --- | None | --- | None 
| | Dec | 0-2 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Chipley---------- | € | Jan-Apr | 0-3 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 0-3 | >6.0 | --- | --- | None | --- | None 
| [Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 0-3 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
104: | | | | | | | | | 
Urban land------- | ---  |Jan-Dec | --- | --- d --- | --- | None | --- | None 
| | | | | | | | | 
Orangeburg------- | B | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Norfolk---------- | B |Jan-Apr | 0-6 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- d --- | --- | None | --- | None 
| |Aug-Sep | 0-6 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 0-6 | >6.0 | --- | --- | None | --- | None 
۱ ۱ | | | | | | 
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Soil Survey of Gadsden County, Florida 


Table 19.--Water Features--Continued 


| | | Water table | Ponding | Flooding 
| | | | | 
Map symbol |Hydro-| Month | Upper | Lower |Surface|Duration|Frequency| Duration | Frequency 
and soil name  |Logic | | limit | limit | water | | | 
[group | | | | depth | | | | 
| | | | | | | | | 
| | | Ft | Ft | Ft | | | | 
| | | | | | | | | 
105: | | | | | | | | | 
Urban land------- | ---  |Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Orangeburg------- | B | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Norfolk---------- | B |Jan-Apr | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 4.0-6.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
106: | | | | | | | | | 
Plummer---------- | B/D |Jan-Oct | 0.5-1.0 | >6.0 | --- | --- | None | --- | None 
| | Nov | --- | --- | --- | --- | None | --- | None 
| | Dec | 0.5-1.0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Leon------------- | B/D |Jan-Apr | 0.5-1.5 | >6.0 | --- | --- | None | --- | None 
| |May-Jun | --- | --- | --- | --- | None | --- | None 
| |Jul-Sep | 0.5-1.5 | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 0.5-1.5 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
Sapelo----------- | D |Jan-Apr | 1.0-2.5 | >6.0 | --- | --- | None | --- | None 
| |May-Jun | --- | --- | --- | --- | None | --- | None 
| |Jul-Oct | 1.0-2.5 | >6.0 | --- | --- | None | --- | None 
| | Nov | --- | --- | --- | --- | None | --- | None 
| |Dec | 1.0-2.5 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
107: | | | | | | | | | 
Fuquay----------- | B |Jan-Mar | 4.0-5.0 /|4.5-5.5|] --- | --- | None | --- | None 
| [Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-5.0 |4.5-5.5| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Bonifay---------- | A |Jan-Mar | 4.5-5.5 [|[5.0-6.0] --- | --- | None | --- | None 
| [Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.5-5.5 [|5.0-6.0] --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
108: | | | | | | | | | 
Troup------------ | A | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Lakeland--------- | A |Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
109: | | | | | | | | | 
Dothan----------- | B |Jan-Apr | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Cowarts---------- | € |Jan-Apr | 3.0-4.5 [|[3.5-5.0| --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 3.0-4.5 |3.5-5.0| --- | --- | None | --- | None 
| [Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Fuquay----------- | B |Jan-Mar | 4.0-5.0 |4.5-5.5|] --- | --- | None | --- | None 
| |Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 4.0-5.0 |4.5-5.5| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
۱ ۱ ۱ ۱ ۱ | | | 
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Table 19.--Water Features--Continued 


| | | Water table | Ponding | Flooding 
| | | | | 
Map symbol |Hydro-| Month | Upper | Lower |Surface|Duration|Frequency| Duration | Frequency 
and soil name |Logic | | limit | limit | water | | | 
[group | | | | depth | | | | 
| | | | | | | | | 
| | | Ft | Ft | Ft | | | | 
| | | | | | | | | 
113: | | | | | | | | | 
Leefield--------- | € |Jan-Mar | 1.5-2. | >6.0 | --- | --- | None | --- | None 
| [Apr-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 1.5-2. | >6.0 | --- | --- | None | --- | None 
| |Oct-Nov | --- | --- | --- | --- | None | --- | None 
| | Dec | 1.5-2. | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
115: | | | | | | | | | 
Faceville-------- | B | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
116: | | | | | | | | | 
Faceville-------- | B | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
117: | | | | | | | | | 
Cowarts---------- | € |Jan-Apr | 0-4. |3.5-5.0| --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 0-4. |3.5-5.0| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Hosford---------- | D | Jan-Dec | 0-0 | >6.0 | --- | --- | None | --- | None 
| | | | | | | | | 
118: | | | | | | | | | 
Cowarts---------- | € |Jan-Apr | 0-4. |3.5-5.0| --- | --- | None | --- | None 
| |May-Jul | --- | --- | --- | --- | None | --- | None 
| |Aug-Sep | 0-4. |3.5-5.0| --- | --- | None | --- | None 
| |Oct-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Nankin----------- | € | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
119: | | | | | | | | | 
Wahee------------ | € | Jan-Mar | 5-2 | >6.0 | --- | --- | None | Long | Occasional 
| | Apr | --- | --- | --- | --- | None | Long | Occasional 
| [May-Jun | --- | -—- | -- d c | None fees | نہ‎ 
| |Jul-Sep | 1.5-2. | >6.0 | --- | --- | None | Long | Occasional 
| |Oct-Nov | --- | --- | --- | --- | None | --- | --- 
| | Dec | 1.5-2. | >6.0 | --- | --- | None | Long | Occasional 
| | | | | | | | | 
Ochlockonee------ | B |Jan-Apr | 3.0-5. | >6.0 | --- | --- | None | Brief | Occasional 
| [May-Jun | --- | ہمہ‎ | cd ۔۔ہ‎ | None | o | نہ‎ 
۱ |Jul-Sep | 3.0-5. | >6.0 | --- | --- | None | Brief | Occasional 
| [Oct-Nov | --- | --- d --- | --- | None | --- | --- 
| |Dec | 3.0-5. | >6.0 | --- | --- | None | Brief | Occasional 
| | | | | | | | | 
120: | | | | | | | | | 
Hardin Heights---| D | Jan-Dec | --- | --- | --- | --- | None | --- | None 
| | | | | | | | | 
Telogia---------- | D |Jan-Apr | 5-3 | >6.0 | --- | --- | None | --- | None 
|May-Nov | --- | --- | --- | --- | None | --- | None 
|Dec | 5-3 | >6.0 | --- | --- | None | --- | None 
| | | | | | | 
| | | | | | | 
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Soil Survey of Gadsden County, Florida 


Table 20.--Taxonomic Classification of the Soils 


Soil name | Family or higher taxonomic class 
۱ 

Albany------------------- |Loamy, siliceous, subactive, thermic Aquic Arenic Paleudults 
Alpin-------------------- |Thermic, coated Lamellic Quartzipsamments 
Bibb--------------------- |Coarse-loamy, siliceous, active, acid, thermic Typic Fluvaquents 
Blanton------------------ |Loamy, siliceous, semiactive, thermic Grossarenic Paleudults 
Bonifay------------------ |Loamy, siliceous, subactive, thermic Grossarenic Plinthic Paleudults 
Bonneau------------------ |Loamy, siliceous, subactive, thermic Arenic Paleudults 
Centenary---------------- |Sandy, siliceous, thermic Entic Grossarenic Alorthods 
Chipley------------------ |Thermic, coated Aquic Quartzipsamments 
Clara-------------------- |Siliceous, thermic Spodic Psammaquents 
Cowarts------------------ |Fine-loamy, kaolinitic, thermic Typic Kanhapludults 
Dorovan------------------ |Dysic, thermic Typic Haplosaprists 
Dothan------------------- |Fine-loamy, kaolinitic, thermic Plinthic Kandiudults 
Eunola------------------- |Fine-loamy, siliceous, semiactive, thermic Aquic Hapludults 
Faceville---------------- |Fine, kaolinitic, thermic Typic Kandiudults 
Foxworth----------------- |Thermic, coated Typic Quartzipsamments 
Fuquay------------------- |Loamy, kaolinitic, thermic Arenic Plinthic Kandiudults 
Garcon------------------- |Loamy, siliceous, active, thermic Aquic Arenic Hapludults 
Goldsboro---------------- |Fine-loamy, siliceous, subactive, thermic Aquic Paleudults 
Grady-------------------- |Fine, kaolinitic, thermic Typic Paleaquults 
Hardin Heights----------- |Loamy, carbonatic, thermic, shallow Typic Haprendolls 
Hosford------------------ |Sandy, siliceous, thermic Cumulic Humaquepts 
Hurricane---------------- |Sandy, siliceous, thermic Oxyaquic Alorthods 
Lakeland----------------- |Thermic, coated Typic Quartzipsamments 
Leefield----------------- |Loamy, siliceous, subactive, thermic Arenic Plinthaquic Paleudults 
Leon--------------------- |Sandy, siliceous, thermic Aeric Alaquods 
Lucy--------------------- |Loamy, kaolinitic, thermic Arenic Kandiudults 
Nankin------------------- |Fine, kaolinitic, thermic Typic Kanhapludults 
Norfolk------------------ |Fine-loamy, kaolinitic, thermic Typic Kandiudults 
Ochlockonee-------------- |Coarse-loamy, siliceous, active, acid, thermic Typic Udifluvents 
Ocilla------------------- |Loamy, siliceous, semiactive, thermic Aquic Arenic Paleudults 
Orangeburg--------------- |Fine-loamy, kaolinitic, thermic Typic Kandiudults 
Ousley------------------- |Thermic, uncoated Aquic Quartzipsamments 
Pelham- ------------------ |Loamy, siliceous, subactive, thermic Arenic Paleaquults 
Pickney------------------ |Sandy, siliceous, thermic Cumulic Humaquepts 
Plummer - ----------------- |Loamy, siliceous, subactive, thermic Grossarenic Paleaquults 
Rains-------------------- |Fine-loamy, siliceous, semiactive, thermic Typic Paleaquults 
Rutlege------------------ |Sandy, siliceous, thermic Typic Humaquepts 
Sapelo------------------- |Sandy, siliceous, thermic Ultic Alaquods 
Surrency----------------- |Loamy, siliceous, semiactive, thermic Arenic Umbric Paleaquults 
Telogia------------------ |Fine, smectitic, thermic Vertic Hapludalfs 
Tifton------------------- |Fine-loamy, kaolinitic, thermic Plinthic Kandiudults 
Troup-------------------- |Loamy, kaolinitic, thermic Grossarenic Kandiudults 
Udorthents--------------- |Udorthents 
Wahee-------------------- |Fine, mixed, semiactive, thermic Aeric Endoaquults 
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NRCS Accessibility Statement 


The Natural Resources Conservation Service (NRCS) is committed to making its 
information accessible to all of its customers and employees. If you are experiencing 
accessibility issues and need assistance, please contact our Helpdesk by phone at 
1-800-457-3642 or by e-mail at ServiceDesk-FT C@ftc.usda.gov. For assistance with 
publications that include maps, graphs, or similar forms of information, you may also 
wish to contact our State or local office. You can locate the correct office and phone 
number at http://offices.sc.egov.usda.gov/locator/app. 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
NATURAL RESOURCES CONSERVATION SERVICE 


SYMBOL 


SOIL LEGEND 


NAME 


Albany-Blanton complex, 0 to 5 percent slopes 


Albany-Ousley-Pelham complex, 0 to 5 percent slopes, occasionally flooded 


Blanton sand, 0 to 5 percent slopes 

Blanton sand, 5 to 8 percent slopes 

Bonifay-Alpin complex, 0 to 5 percent slopes 
Bonifay-Albany-Centenary complex, 0 to 5 percent slopes 
Troup-Bonifay-Fuquay complex, 8 to 15 percent slopes 
Bonneau-Leefield-Norfolk complex, 0 to 5 percent slopes 
Cowarts-Dothan-Fuquay complex, 5 to 8 percent slopes 
Cowarts-Nankin complex, 8 to 15 percent slopes 
Dothan-Fuquay complex, 0 to 2 percent slopes 
Dothan-Fuquay complex, 2 to 5 percent slopes 
Dothan-Fuquay-Cowarts complex, 8 to 15 percent slopes 
Fuquay-Lucy-Orangeburg complex, 0 to 5 percent slopes 
Fuquay-Bonifay complex, 5 to 15 percent slopes 
Goldsboro loamy fine sand, 0 to 2 percent slopes 
Goldsboro loamy fine sand, 2 to 5 percent slopes 

Grady fine sandy loam, depressional 

Lakeland sand, 0 to 5 percent slopes 

Lakeland sand, 5 to 15 percent slopes 
Leefield-Bonifay-Dothan complex, 0 to 5 percent slopes 
Leon-Chipley complex 

Lucy-Troup complex, 8 to 15 percent slopes 
Lucy-Orangeburg-Cowarts complex, 15 to 45 percent slopes 
Cowarts-Dothan-Fuquay complex, 15 to 60 percent slopes 
Norfolk loamy fine sand, 0 to 2 percent slopes 

Norfolk loamy fine sand, 2 to 5 percent slopes 

Ocilla sand, 0 to 5 percent slopes 

Orangeburg loamy sand, 0 to 2 percent slopes 
Orangeburg loamy sand, 2 to 5 percent slopes 
Orangeburg-Norfolk-Tifton complex, 5 to 8 percent slopes 
Fuquay-Orangeburg-Norfolk complex, 8 to 15 percent slopes 
Orangeburg-Norfolk complex, 2 to 5 percent slopes 
Plummer sand, 0 to 5 percent slopes 

Rains fine sandy loam 

Tifton loamy fine sand, 2 to 5 percent slopes 
Troup-Lakeland-Lucy complex, 2 to 8 percent slopes 
Troup sand, 8 to 15 percent slopes 

Troup-Nankin complex, 5 to 8 percent slopes 
Troup-Nankin complex, 15 to 45 percent slopes 
Udorthents, reclaimed 

Pickney, Dorovan, and Bibb soils, frequently flooded 
Lucy-Bonifay-Orangeburg complex, 5 to 8 percent slopes 
Cowarts-Nankin complex, 2 to 5 percent slopes 
Goldsboro-Ocilla complex, 5 to 8 percent slopes 

Norfolk loamy fine sand, 5 to 8 percent slopes 
Bonifay-Fuquay complex, 0 to 5 percent slopes 

Chipley, Leon, and Foxworth soils, 0 to 5 percent slopes 
Hurricane and Chipley soils, 0 to 3 percent slopes 
Foxworth-Lakeland complex, 0 to 5 percent slopes 
Chipley-Foxworth complex, 0 to 5 percent slopes 
Foxworth-Lakeland complex, 5 to 15 percent slopes 
Bonifay-Leon-Chipley complex, 0 to 5 percent slopes 
Leon, Clara, and Pickney soils 

Ousley, Rutledge, and Pickney soils, frequently flooded 
Rutledge, Bibb, and Surrency soils, frequently flooded 
Bibb-Rains-Garcon complex, occasionally flooded 
Hosford and Plummer mucky sands, 2 to 12 percent slopes 
Pits 

Telogia sandy loam, 2 to 5 percent slopes 
Foxworth-Blanton-Chipley complex, 0 to 5 percent slopes 


Albany-Garcon-Bibb complex, 0 to 5 percent slopes, occasionally flooded 


Pelham sand, 0 to 5 percent slopes 
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This soil survey was compiled by the U.S. Department of 
Agriculture, Natural Resources Conservation Service. 
Base maps are orthophotographs prepared by the U.S. 
Department of Interior, Geological Survey, from 1999 
aerial photography. 


North American Datum of 1983 (NAD83). GRS 80 Spheroid 
1000-meter ticks: Universal Transverse Mercator, zone 16. 
Coordinate grid ticks and land division data, if shown, are 
approximately positioned. Digital data are available for 

this quadrangle. 
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Agriculture, Natural Resources Conservation Service. 
Base maps are orthophotographs prepared by the U.S. 
Department of Interior, Geological Survey, from 1999 
aerial photography. 


North American Datum of 1983 (NAD83). GRS 80 Spheroid 
1000-meter ticks: Universal Transverse Mercator, zone 16. 
Coordinate grid ticks and land division data, if shown, are 
approximately positioned. Digital data are available for 

this quadrangle. 
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Base maps are orthophotographs prepared by the U.S. 
Department of Interior, Geological Survey, from 1999 
aerial photography. 


North American Datum of 1983 (NAD83). GRS 80 Spheroid 
1000-meter ticks: Universal Transverse Mercator, zone 16. 
Coordinate grid ticks and land division data, if shown, are 
approximately positioned. Digital data are available for 

this quadrangle. 
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Base maps are orthophotographs prepared by the U.S. 
Department of Interior, Geological Survey, from 1999 
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This soil survey was compiled by the U.S. Department of 
Agriculture, Natural Resources Conservation Service. 
Base maps are orthophotographs prepared by the U.S. 
Department of Interior, Geological Survey, from 1999 
aerial photography. 


North American Datum of 1983 (NAD83). GRS 80 Spheroid 
1000-meter ticks: Universal Transverse Mercator, zone 16. 
Coordinate grid ticks and land division data, if shown, are 
approximately positioned. Digital data are available for 

this quadrangle. 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 
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Agriculture, Natural Resources Conservation Service. 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 
Agriculture, Natural Resources Conservation Service. 7 HAVANANORTH NW HAVANA NORTH SE, FLORIDA 
Base maps are orthophotographs prepared by the U.S. 8 HAVANANORTH NE 3.75 MINUTE SERIES 
Department of Interior, Geological Survey, from 1999 9 CALVARYNW SHEET NUMBER 18 OF 50 
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This soil survey was compiled by the U.S. Department of 


Agriculture, Natural Resources Conservation Service. 1 j 8 HAVANA NORTH NE CALVARY SW, FLORIDA 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 
Agriculture, Natural Resources Conservation Service. A SNEADS SW ROCK BLUFF NE, FLORIDA 
Base maps are ecd n prepared by ne a 10 SNEADS SE 3.75 MINUTE SERIES 
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This soil survey was compiled by the U.S. Department of 
Agriculture, Natural Resources Conservation Service. 10 SNEADS SE SYCAMORE NW, FLORIDA 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 


Agriculture, Natural Resources Conservation Service. /———— ll — 12 CHATTAHOOCHEE SE GRETNA NW, FLORIDA 
Base maps are orthophotographs prepared by the U.S. 13 MOUNT PLEASANT SW 3.75 MINUTE SERIES 
Department of Interior, Geological Survey, from 1999 MILES 


! 14 MOUNT PLEASANT SE HEET NUMBER 24 OF 
aerial photography. 1500 2000 2500 3000 23 SYCAMORE NE > P PPS 


; ; 25 GRETNANE 

North American Datum of 1983 (NAD83). GRS 80 Spheroid g FEET Soil map delineations extending beyond the dashed 
1000-meter ticks: Universal Transverse Mercator, zone 16. 93 SYCAMORE SE P g ey 

Coordinate grid ticks and land division data, if shown, are QUARTER QUADRANGLE 
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approximately positioned. Digital data are available for LOCATION _— | 35 GRETNA SE are included on adjacent map sheets. 
this quadrangle. 
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This soil survey was compiled by the U.S. Department of 
Agriculture, Natural Resources Conservation Service. - : 13 MOUNTPLEASANT SW GRETNA NE, FLORIDA 
14 MOUNT PLEASANT SE 3.75 MINUTE SERIES 


Base maps are orthophotographs prepared by the U.S. 
Department of Interior, Geological Survey, from 1999 18 DOGTOWN SW SHEET NUMBER 25 OF 50 
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This soil survey was compiled by the U.S. Department of 
Agriculture, Natural Resources Conservation Service. 9 14 MOUNT PLEASANT SE QUINCY NW, FLORIDA 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 


Agriculture, Natural Resources Conservation Service. 16 DOGTOWN SE HAVANA SOUTH NW, FLORIDA 
Base maps are orthophotographs prepared by the U.S. 17 HAVANANORTH SW 3.75 MINUTE SERIES 
Department of Interior, Geological Survey, from 1999 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 


Agriculture, Natural Resources Conservation Service. 18 HAVANANORTH SE LAKE JACKSON NW, FLORIDA 
Base maps are orthophotographs prepared by the U.S. 19 CALVARY SW 3.75 MINUTE SERIES 
Department of Interior, Geological Survey, from 1999 20 CALVARY SE SHEET NUMBER 30 OF 50 
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SCALE 1:1 0 
This soil survey was compiled by the U.S. Department of 
; 21 ROCK BLUFF NE SYCAMORE SW, FLORIDA 


Agriculture, Natural Resources Conservation Service. ' 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 
Agriculture, Natural Resources Conservation Service. 22 SYCAMORE NW SYCAMORE SE, FLORIDA 
Paso maps are 06 Reparan ay ne aa 23 SYCAMORE NE 3.75 MINUTE SERIES 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 
| ; 23 SYCAMORE NE GRETNA SW, FLORIDA 


Agriculture, Natural Resources Conservation Service. 

Base maps are orthophotographs prepared by the U.S. 24 GRETNANW 3.75 MINUTE SERIES 

Department of Interior, Geological Survey, from 1999 25 GRETNANE SHEET NUMBER 34 OF 50 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 
Agriculture, Natural Resources Conservation Service. - : 24 GRETNANW GRETNA SE, FLORIDA 
Base maps are orthophotographs prepared by the U.S. 25 GRETNA NE 3.75 MINUTE SERIES 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 


Agriculture, Natural Resources Conservation Service. 
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SCALE 0 
This soil survey was compiled by the U.S. Department of 
Agriculture, Natural Resources Conservation Service. 27 QUINCY NE HAVANA SOUTH SW, FLORIDA 
Soe maps are ortnophotographs praparod Dy ma "o 28 HAVANA SOUTH NW 3.75 MINUTE SERIES 
epartment of Interior, Geological Survey, from 29 HAVANA SOUTH NE 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 
Agriculture, Natural Resources Conservation Service. 28 HAVANA SOUTH NW HAVANA SOUTH SE, FLORIDA 
Base maps are orthophotographs prepared by the U.S. 29 HAVANA SOUTH NE 3.75 MINUTE SERIES 
Department of Interior, Geological Survey, from 1999 
aerial photography. 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 
32 SYCAMORE SW HOSFORD NE, FLORIDA 


Agriculture, Natural Resources Conservation Service. 

Base maps are orthophotographs prepared by the U.S. 33 SYCAMORE SE 3.75 MINUTE SERIES 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 


Agriculture, Natural Resources Conservation Service. 34 GRETNA SW BLOXHAM NE, FLORIDA 
Base maps are orthophotographs prepared by the U.S. 35 GRETNA SE 3.75 MINUTE SERIES 
Department of Interior, Geological Survey, from 1999 36 QUINCY SW SHEET NUMBER 42 OF 50 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 


Agriculture, Natural Resources Conservation Service. 35 GRETNA SE LAKE TALQUIN NW, FLORIDA 
Base maps are orthophotographs prepared by the U.S. 36 QUINCY SW 3.75 MINUTE SERIES 
Department of Interior, Geological Survey, from 1999 37 QUINCY SE SHEET NUMBER 43 OF 50 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 


Agriculture, Natural Resources Conservation Service. 36 QUINCY SW LAKE TALQUIN NE, FLORIDA 
Base maps are orthophotographs prepared by the U.S. 37 QUINCY SE 3.75 MINUTE SERIES 
Department of Interior, Geological Survey, from 1999 38 HAVANA SOUTH SW SHEET NUMBER 44 OF 50 
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approximately positioned. Digital data are available for LOCATION یھ‎ 
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SCALE 1:12000 

This soil survey was compiled by the U.S. Department of 
Agriculture, Natural Resources Conservation Service. 0 —M— MIDWAY NW, FLORIDA 
Base maps are orthophotographs prepared by the U.S. 38 HAVANA SOUTH SW 3.75 MINUTE SERIES 
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SCALE 0 
This soil survey was compiled by the U.S. Department of 
Agriculture, Natural Resources Conservation Service. 38 HAVANA SOUTH SW MIDWAY NE, FLORIDA 
Base maps are orthophotographs prepared by the U.S. A | 39 HAVANA SOUTH SE 3.75 MINUTE SERIES 
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SCALE 10 
This soil survey was compiled by the U.S. Department of BLOXHAM SW, FLORIDA 
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Agriculture, Natural Resources Conservation Service. ; ] 40 HOSFORD NE 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 
Agriculture, Natural Resources Conservation Service. 41 BLOXHAM NW BLOXHAM SE, FLORIDA 
Base maps are ortopnoiograpas prepared oy ne Dr 42 BLOXHAM NE 3.75 MINUTE SERIES 
Department of Interior, Geological Survey, from 1 43 LAKE TALQUIN NW EET NUMBER 48 OF 50 
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North American Datum of 1983 (NAD83). GRS 80 Spheroid 7 A WARD NW Soil map delineations extending beyond the dashed 


1000-meter ticks: Universal Transverse Mercator, zone 16. white quadrangle neatline are for reference only and 
Coordinate grid ticks and land division data, if shown, are QUARTER QUADRANGLE Bi WARD NE: ara Kaudo AR adjacent map sheets. y 

approximately positioned. Digital data are available for LOCATION C LAKE TALQUIN SE 
this quadrangle. KILOMETERS INDEX TO ADJOINING 3.75 MAPS 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 
Agriculture, Natural Resources Conservation Service. 42 BLOXHAM NE LAKE TALQUIN SW, FLORIDA 
pase maps are orthophotographs prepared by ne aoe 43 LAKE TALQUIN NW 3.75 MINUTE SERIES 
epartment of Interior, Geological Survey, from 1 44 LAKE TALQUIN NE SHEET NUMBER 49 OF 50 
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1000-meter ticks: Universal Transverse Mercator, zone 16. BRE TOUR SEW white quadrangle neatline are for reference only and 
Coordinate grid ticks and land division data, if shown, are QUARTER QUADRANGLE are included on adjacent map sheets 
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SCALE 1:12000 
This soil survey was compiled by the U.S. Department of 
Agriculture, Natural Resources Conservation Service. : 43 LAKE TALQUIN NW LAKE TALQUIN SE, FLORIDA 
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